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One of the many intricate machines used in the Aus- 
tralian Radiotron Valve Factory for the manufacture of 
broadcast receiving type valves, is the “Sealex” Machine, 
Illustrated above. Only two manual operations are per- 
formed; the machine automatically seals the bulb on the 
stem, evacuates it, raises the electrodes to incandescence, 
getters the valves, and finally seals and lifts them on to a 
moving belt. 


PART 1 AUDIO FREQUENCIES 

(Chapters 1 to 13, inclusive) 

CHAPTER 1 

Audio Frequency Voltage Amplifiers 

Voltage Amplifiers — Transformer Coupling — Resistance 
Coupling, (a) Triode Valves, (b) Pentode Valves — Choke- 
Capacitance Coupling — Parallel Feed Transformer Coupl- 
ing — Auto-Transformer Coupling — Wide-Band Ampli- 
fiers — Low Impedance Resistance Coupling — "D-C” 
Amplifiers — Phase Splitting. 


Voltage Amplifiers 

A Voltage Amplifier is one in which the voltage gain is the criterion of 
performance. To be perfectly correct it is not possible to have voltage 
without power since infinite impedance does not exist in amplifiers, but for 
all ordinary purposes a “voltage amplifier” is one in which a “voltage” out- 
put is required. Voltage Amplifiers generally work into high impedances 
of the order of 1 megohm, but in certain cases lower load impedances are 
used and there is no sharp demarcation between “voltage” and “power” 
amplifiers. In cases where transformer coupling is used between stages, 

the secondary of the transformer may 
be loaded only by the grid input im- 
pedance of the following stage and 
the numerical value of the impedance 
may not be known. In such cases 
the transformer is usually designed 
to operate into an infinite impedance, 
and the effect of normal input imped- 
ances on the transformer is very 
slight compared with the primary 
loading. 

Voltage Amplifiers may be divided into 

(a) Transformer coupled, 

(b) Resistance-Capacitance coupled, and 

(c) Miscellaneous amplifiers. 



Transformer Coupling 

Transformer coupling is used principally in the plate circuits of general 
purpose triode valves (Fig. 1). The total gain per stage is approximately 
equal to the amplification factor of the valve multiplied by the secondary- 
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primary turns-ratio of the transformer. A valve having a plate resistance 
of from 7,500 to 12,000 ohms with a plate current of about 5 mA. is par- 
ticularly suitable. The transformer primary inductance should be increased 
as the plate resistance of the valve is increased, in order to maintain equi- 
valent bass response. A table of transformer inductances for specified 
conditions is given in Chapter 26. The inductance should be measured 
under operating conditions with the normal plate current flowing in the 
primary. When the plate current exceeds 5 or 6 mA. it may be more 
economical to adopt Parallel Feed (see later section in this Chapter). As 
an alternative in certain circumstances it may be possible to over-bias the 
valve so as to reduce the plate current. For audio transformer design 
reference should be made to Chapter 26. The maximum peak output 
voltage may be calculated graphically (see Chapter 34), but is somewhere 
near 65% of the supply voltage for a transformer ratio of 1 : 1. This 
is higher than is possible with any form of resistance coupling with the 
same supply voltage. With resistance coupling, however, the supply volt- 
age may generally be increased to twice that permissible for transformer 
operation, thereby giving a proportional increase in output voltage. With 
a step-up transformer the voltage on the following grid will be nearly equal 
to the step-up turns ratio of the transformer multiplied by the A.C. voltage 
on the primary. 

Over the audible frequency range the fidelity of a transformer-coupled 
amplifier may be made as good as is desired. The cost of a transformer 
having linear response over a wide frequency range is considerable, and 
since equally good response may generally be obtained by a very simple 
resistance-coupled amplifier transformer is only used under circum- 
stances where its particular advantages are of value. Some of these 
advantages are: — 

(1) High output voltage for limited supply voltage, 

(2) Stepping up from, or down to, low-impedance lines, 

(3) When used with split or centre-tapped secondary for the operation 
of a push-pull stage, and 

(4) When a low D.C. resistance is essential in the grid circuit of the 
following stage. 

In some circumstances “loaded” transformers are employed. Either the 
primary or secondary is shunted by a resistance which tends to flatten 
out the response characteristic. Even 
apart from the additional shunt loading 
there is a loading on the primary equal to 
the plate resistance of the valve. Under no 
conditions should the total load resistance 
referred to the primary* be less than the 
recommended load of the valve as a Class 
A power ampllfler; nor should it be less 
than twice the valve plate resistance. 

When the secondary of an ideal transformer is loaded by a resistance 
R (Fig. 2) there is reflected into the primary an effective resistance equal 
to (Nx/Njl^.R, where Ni and N* are the primary and secondary turns 
respectively. The ratio Nj/No is known as the turns ratio. In specifying 
the turns ratio care should be taken to state whether it is secondary to 
primary or vice versa. 

When two or more stages with transformer coupling are used, it is 
usually necessary to employ decoupling (see Chapter 4). 



*See Chapter 26 on transformer operation. 
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(a) Triode Valves: 

A typical resistance-coupled triode stage is shown in Fig. 3 in which 
RLi is the plate load resistor of V„ the coupling condenser, and Rg» the 
grid resistor of the following valve. Cathode-bias is to be preferred and is 


provided by Rk, with bypass Ck,. 



factors, including the shunting effect 
input voltage. 


A convenient approximate formula 
for the choice of a cathode bias re- 
sistor (Rk) for a resistance coupled 
triode is 





This should only be used when in- 
sufficient data is available for a 
more accurate calculation since the 
optimum value depends on other 
f the following grid resistor and the 


If the peak grid voltage required by V 2 is only a very small fraction of 
Eb, then the design is not at all critical, and values of RKj, Rl^, and Rg^, 
may be varied within wide limits. If, however, the peak grid voltage is 
required to be as high as possible, then care should be taken on the fol- 
lowing points: — 

(1) Rgj should be as high as is permitted for Vo. 

(2) Rl, should be several times as high as the plate resistance of V, 
but preferably should not exceed one quarter of Rg.,, and 

(3) RKi should be such as to give the optimum bias for selected values 
of RLi, Rgj, and Eb. 

Due to the wide range of such a choice there are innumerable combinations 


When it is not necessary to obtain the maximum output voltage it is 
possible to reduce the harmonic distortion by operating the valve with a 
lower value of grid bias. The limit is set by the possibility of running 
into grid current, and the optimum bias is therefore given approximately by 


Eo = (Eo/M) -f 1 volts 

where =: bias voltage applied to V„ 

Eo = peak grid voltage required by Vo, and 
M = stage gain fiom grid of V^ to grid of Vo. 

In this calculation the minimum instantaneous grid voltage on V^ is taken 
as 1 volt which is a reasonable value for most general purpose valves. With 
choke or transformer coupling this method of calculating the bias voltage 
should not be used unless care is taken to check the plate current and dis- 
sipation. For additional information it is desirable to make graphical 
calculations (see Chapter 34). 

The following points are of general interest: — 

1. The upper frequency response is not appreciably affected by the value 
of R 1 . 1 , since the plate resistance of the valve is normally much lower 
than RLi, but it is noticeably affected by the “Miller Effect” (see 
Chapter 7), whereby there is reflected into each grid circuit an effec- 
tive shunt impedance. This shunt is largely capacitive and there- 
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tore causes loss of the higher frequencies. The loss as affecting Vi 
may be decreased by 

(a) reducing the grid-plate capacitance of Va, 

(b) reducing the stage gain of V,, 

(c) reducing the effective impedance from the grid of V, to earth, or 

(d) reducing the plate resistance of Vi. 

In many cases will not be similar to Vj, and the “Miller Effects" 
may be different. It should be noted that the shunt impedance in the grid 
circuit of Va, due to the “Miller Effect" in V«, forms a load on in parallel 
with Rl,, Rg, and I'p,. With triodes having comparatively low values of 
Tp (say less than 20,000 ohms), the “Miller Effect" is small due to the low 
effective impedance from grid to earth. With high-mu triodes the “Miller 
Effect" is much more pronounced, due partly to the high rp, and partly 
to the higher stage gain. With an input circuit as for Vt (Fig. 3) the 
shunt must be considered not only as across Rgt but across the Impedance 
of the input source parallel with Rgi. 

2, The low frequency limit for linear response is affected by Cj and CKj 
in relationship to Rg. and Rk„ respectively. The loss of voltage due 
to Cj may be calculated by the use of a vector diagram or by the 
following formula on the assumption* that rpj is small compared 
with Rga. 


Eg/Ei = Rgi/Z 

Where Eg = voltage on grid, 

Ei = voltage input to C., 

Z = series impedance of C. and Rgj 
V""Rgr 4 ~X(“ where Xc = 

If Rg = 1 megohm and f n: 50 c/s, the following results will be obtained: 


db. loss 

Eg/El 

Xc/Rg 

Xc 

c. 

1 

0.891 

0.51 

0.51 megohm 

0.00624 fiF 

2 

0.794 

0.76 

0.76 

0.00419 „ 

3 

0.708 

1.00 

1.0 

0.00318 „ 


In certain cases a low value of C_. is adopted Intentionally to reduce 
the response to hum. In high fidelity amplifiers a fairly large value of C, 
is generally adopted, this not only improving the bass frequency response 
but also reducing phase shift and possibly also improving the response to 
transients. Typical values of C_. for high fidelity t amplifiers are: 


Grid Resistor. 

Coupling Condenser. 

10,000 ohms 

25 

minimum fiF 

50,000 .. 

0.5 


100,000 ,. 

0.25 


250,000 ., 

0.1 


500,000 ,. 

0.05 


1,000,000 

0.025 



With high-mu triodes the loss under stated conditions is slightly less, 
since as the impedance of Cf Increases so the effects of the shunt A.C. load 
across Rl» become less severe. However, since the gain of a triode valve 
is only slightly affected by a change of load impedance (the load being 
considerably greater than the plate resistance) the effect is so slight that 
it may be neglected in practice. 


♦This assumption Is reasonably accurate for general purpose triodes. 
fOn the basis of approximately 1 db loss per stage at 12.5 c/s. 
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The minimum value of Ck for bypassing the cathode resistor Rk is 
given in Chapter 4. When A.C. heating is used it is desirable to use a high 
capacitance (25 /iF.) for Ck in order to bypass the hum voltage. 

GRID LEAK BIAS AND HIGH-MU TRI0DE8: The optimum bias of a 
high-mu triode is fairly critical, and varies from valve to valve due to 
variations in contact potential and characteristics. In order to avoid any 
possibility of positive grid current such valves are generally biased more 
negatively than is desirable from other aspects. A method which has 
certain good features is to use grid leak bias with a grid resistor of about 
10 megohms returned to the cathode. Positive grid current flows at all 
times, but the effective input resistance is about half the resistance of the 
grid leak and may therefore be quite high. Measurements of the perform- 
ance of a stage employing grid-leak bias show that the distortion is reas- 
onably low. 

(b) Pentode Valves: 

The design and operating char- 
acteristics of resistance-coupled 
pentodes are very different from 
those of triodes. Pentodes give 
higher gain per stage, higher out- 
put voltage for the same supply 
voltage, and less harmonic distor- 
tion for the same output voltage, 
than triodes. Due to the very 
low grid-plate capacitance of pentodes, the “Miller Effect" is generally 
negligible and no appreciable loss of high frequencies occurs even with a 
very high grid-earth impedance. 

Due to the high plate resistance of pentodes, the following factors 
enter into the operation of a voltage amplifier circuit such as that shown 
in Fig. 4, 

(1) the value of RLi affects the upper frequency limit, 

(2) a slightly smaller value of €« may be used for the same low frequency 
response, 

(3) the plate circuit filtering requires to be better than for triodes, and 

(4) the “Miller Effect" grid impedance of the subsequent stage has a 
more pronounced effect. 

For general use it is recommended that Ri. be 0.25 megohm for all 
pentode valves, and operating data have been published for this condition. 
The approximate limits of frequency response with variation of Rl are: 

Rl Upper Frequency Limit • 

0.1 megohm 25,000 c/s 

0.25 .. 10,000 

0.5 ., 5.000 .. 

The choice of Rl^ is also affected by Rgs, and it is preferable for Rgs to 
be not less than twice Rl, when high peak grid voltages are required. If 
a small decrease In stage gain be required, it is preferable to obtain this 
by decreasing Rl, rather than by decreasing Rgo, unless only very limited 
output voltage is required. 


•For a total shunt capacitance of 75 muP, in the plate circuit (corresponding to 
tyi)e 2A3 In following stage together with stray capacitances) the lo.ss at the.se 
frequencies is approximately 2 db. With a valve having less input capacitance 
the loss will be correspondingly less. 




6 Chapter 1. 

The plate circuit filtering may be improved by the addition of a reaiat* 
ance-capacitance filter or by neutralisation (see Chapters 23 and 24). 

The screen should for preference be supplied through a dropping re* 
sistor from B+, and with this arrangement quite a small (0.5 fiF.) bypass 
condenser is sufficient to give good filtering and decoupling. The use of a 
screen dropping resistance in conjunction with cathode bias reduces varia- 
tions from valve to valve and enables standardised data to be prepared. 
(See Chapter 4 for design formulae.) The value of C* may be taken as 
being approximately the same as for triode valves. The value of CKi may 
be determined as above in Chapter 4, although a large capacitance (25 /iF.) 
is usually employed to assist in bypassing hum voltages. 

The choice of operating conditions for a resistance coupled pentode is 
very wide (see Chapter 34), but it is sufficient to adjust the plate current 
to the optimum value. The optimum plate current for high level operation 
is approximately 0.56Eb/Rl so that if Eb = 250 volts and Rl = 0.25 meg- 
ohm, Ip should be 0.56 mA. This may be arranged by adjusting either Rk 
or Rd, in other words by adjusting the grid bias or screen voltage. In this 
adjustment the grid should be maintained sufficiently negative to avoid 
grid current and in the published data Rk has been standardised at 2,000 
ohms for all types. It thus only remains to decide upon a value of R^ to 
give 0.56 mA., and a suitable value may be determined by trial or by refer- 
ence to the published data. 

As a conservative guide for calculating the maximum output voltage 
under typical conditions the following approximation may be used: — 

Ep«Mk — 0.21 Eb for Rgi* == 0.5 megohm 
or 0.25 Eb for Rg 2 = 1.0 megohm 

where zz peak audio output voltage 

Eb = plate supply voltage 
Rl, = 0.25 megohm, 
and the distortion is 3% total 


Miscellaneous Types of Amplifiers 

Choke-Capacitance-Coupling 

The resistor Rl, in Fig. 3 may be replaced by an inductance. Under 
these conditions the operation is similar to that of a transformer-coupled 
amplifier (Fig. 1) with a transformer ratio 1 : 1, except that Cs must be 
designed as in a resistance-coupled amplifier so as to avoid low frequency 
attenuation An amplifier of this description produces a higher output 
voltage than one resistance coupled. The inductance should be the same 
as that of a suitable transformer primary. 


Parallel-Feed Transformer-Coupling 

It is preferable to design the intervalve transformer so that the plate 
current may be passed through the primary of the transformer without 
approaching saturation, but occasionally circumstances arise where this is 
not convenient A very simple method in such cases is to employ parallel- 
feed. A typical circuit is shown in Fig. 5 in which the condenser C blocks 
the Direct Current and prevents it from passing through the primary of 
the transformer; a load resistance Ri. is inserted in a similar manner to a 
resistance coupled amplifier. 
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Due to the drop in Rl the average 
plate voltage will be considerably 
less than the supply voltage and this 
may restrict the maximum output 
voltage. It is preferable to increase 
the supply voltage until the actual 
plate voltage reaches the normal 
maximum for the valve in order lo 
increase the output level before dis- 
tortion sets in. If the supply volt- 
age is limited it is desirable to make 
Rl a resistance of 3 or 4 times the plate resistance of the valve. Higher 
values of Rl result in decreased maximum output voltage and increased 
distortion at low frequencies due to the elliptical load-line. Lower values 
of Rl result in lower gain and increased distortion at all frequencies. 

The optimum value of C is dependent upon the transformer primary 
inductance, and the following values are suggested: — 

L = 10 20 30 50 100 150 Henries 

C z= 4.0 2.0 2.0 1.0 0.5 0 5 fiF. 

These values of capacitance are sufficiently high to avoid resonance at an 
audible frequency. Use is sometimes made of the resonance between C and 
the inductance of the primary to give a certain degree of bass boosting. 
By this means a transformer may be enabled to give uniform response down 
to a lower frequency than would otherwise be the case. It should be noted 
that the plate resistance of the valve, in parallel with Rl, forms a series 
resistance in the resonant circuit. The lower the plate resistance, the 
more pronounced should be the effect. 

It is frequently so arranged that the resonant frequency is sufficiently 
low to produce a peak which is approximately level with the response at 
middle frequencies, thereby avoiding any^ obvious bass boosting while 
extending the frequency range to a maximum. 



Auto-Transformer Coupling 

An "auto-transformer” is a single tapped inductance which is used in 
place of a transformer. Fig. 6 shows a Parallel-Fed Auto-Transformer 
Coupled Amplifier. The Auto-Transformer may be treated as a double- 
wound transformer (i.e., with separate primary and secondary) having 

primary turns equal to those between 
the tap and earth, and secondary 
turns equal to the total turns on the 
inductance. A step-up or step-down 
latio may thus be arranged. An or- 
dinary double-wound transformer may 
be connected with primary and sec- 
ondary in series (with sections aid- 
ing) and used as an auto-transformer, 
but capacitance effects between 'wind- 
ings may affect the high-frequency re- 
sponse of certain types of windings. 

The inductance between the tapping point and earth should be the 
same as for a satisfactory transformer primary. With the parallel-feed 
arrangement of Fig. 6 the plate current does not flow through the induct- 
ance, but an alternative arrangement is to omit the parallel-feed and to 
add a grid coupling condenser and grid resistor for V.. 
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Wide-Band Amplifiers 

For certain purposes it is necessary to design amplifiers to cover very 
wide frequency bands. In such cases resistance-coupled pentodes may be 
used very successfully. In order to operate at very low frequencies the 
grid coupling condensers and cathode bypass condensers may be increased 
as desired. In order to operate at very high frequencies, 

(a) the plate load resistors are decreased, 

(b) the “Miller Effect’* is reduced by the use of valves having low values 
of Cgp, and in the extreme case by using Acorn types (eg. 954), 

(c) inductances or parallel resonant cirouitg (“tone compensation”) are 
employed in series with the plate load resistors to lift the highest 
frequencies, 

(d) the wiring and layout are carefully designed, 

(e) the grid resistors aie decreased, 

(f) multiple stages of low stage gain are employed, and 

(g) negative feedback may be used to improve the frequency response 
and reduce phase distortion. 

If Television Pentodes (e.g. 1851, 1852, 1853) are employed the “Miller 
Effect” and shunt capacitances would be sufficient to give serious attenua- 
tion at very high frequencies if the plate load resistors were not reduced to 
a few thousand ohms. The very high mutual conductances of these valves 
(5,000 to 9,000 /tmhos) is sufficient to give usable gain even with load re- 
sistors of 2,000 to 3,000 ohms. 


Low Impedance Resistance Coupling 

When a power stage, for example, requires a very low grid circuit 
resistance it is possible to use resistance coupling provided that a valve 
of low plate resistance is employed in the earlier stage. The value of Rl 
should not be less than the recommended load as a power amplifier, and 
the value of Rg may be about twice Rl or even lower provided that the 
distortion is permissible or is balanced out by push-pull operation. This 
same arrangement may also be used with a phase splitter. 


Amplifiers 

There is much misunderstanding regarding so called “D-C Amplifiers” 
which should be divided into 

(1) Zero-frequency resistance-loaded amplifiers, and 

(2) “Direct-Coupled” Amplifiers which do not respond to zero frequency. 
An example of (1) is given in Fig. 7 in which a resistance loaded pentode 
(V,) is used to excite a triode (V^). The power supply should be a battery 

or difficulty may be experienced in 
obtaining sufficiently low imped- 
ance between tappings. No con- 
densers, not even in the power- 
supply or filter, are permissible for 
uniform frequency response. The 
grid bias for the first stage may be 
obtained from an un-bypassed 
cathode resistor Rk, if desired in 
place of the battery Er,, but there 
will then be degeneration and loss 
of gain. This amplifier responds 
to the slowest changes, and is thus 
subject to slow drift, particularly when not used with battery supply. Due 
to the difficulties which are experienced with this type of amplifier it is not 
used except for special cases when no other type is permissible. 
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Amplifiers of the second type have been used for many years, but the 
low frequency response is limited, and is frequently worse than with resist- 
ance-capacitance coupling. The reason for this is that although the coup- 
ling from plate to grid is '^direct/* the coupling from cathode to cathode 
involves a condenser and/or inductance (e.g. field coll). 

The high-frequency cut-off point of “D-C" amplifiers is limited by 
shunt stray capacitances and “Miller Effect” in a similar manner to resist- 
ance-capacitance coupled amplifiers. 


PHASE SPLITTING 

In any amplifier incorporating push-pull operation, it is necessary to 
provide some method of phase splitting to derive two input signals 180 
degrees out of phase. One of the best known of these methods is that 
shown in Fig. 8 in which a transformer is used having a centre tapped 
secondary. Since the secondary of the transformer provides two equal 
voltages 180 degrees out of phase, the arrangement is entirely satisfactory 
provided that the transformer is of correct design. This method may be 
used with almost any type of amplifier and the arrangement illustrated is 
merely typical. For example, fixed bias operation or operation with triodes 
in place of pentodes could equally well be adopted. 



An alternative arrangement which does not require centre-tapping of 
the transformer secondary is shown in Fig. 9. In this case an ordinary 
transformer with a single secondary winding is used and a resistance 
divider is placed across the secondary of the transformer and centre 
tapped in order that it may be returned to earth. The resistances Ri and 
Rj need careful consideration since they form a load on the valve V,. The 
load reflected into the plate circuit of Vj is equal to 

Ri -r R*j 

N2 

where N is the step up ratio of the transformer. For example, if R, 
and Rs are each 100,000 ohms, their sum is 200,000 ohms and if the ratio of 
the transformer is 3 : 1 step up, the load reflected into the plate circuit is 
200,000 divided by 9 or 22,000 ohms. This load is lower than a number of 
general purpose triode valves are capable of handling without noticeable 
distortion, and it might therefore be necessary to increase the values of 
Ri and R« until a suitable value is reached. The maximum limit to the 
values of Rj and R^ is set by the grid circuit resistance which may be per- 
mitted with valves Yi and V3. It will be seen that this arrangement neces- 
sarily introduces more resistance into the grid circuit than does a centre 
tapped transformer. The centre tapped transformer is therefore less likely 
to give severe distortion when the valves are slightly overloaded and run 
into grid current. 
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An alternative method which 
is sometimes used is to reduce 
the transformer to its simplest 
form, namely that of an audio 
frequency choke. If a centre 
tapped choke is used it is pos- 
sible by means of the circuit 
shown in Fip. 10 to obtain reas- 
onably satisfactory push-pull 
operation. This arrangement 
has the disadvantage over a 
correctly designed transformer 
that perfect symmetry between 
the two sides cannot readily be 
obtained. As compared with 


CENTRE -TAPPED CHOKE 



Figure 10 


the transformer there will be less gain since the gain in the coupling cir- 
cuit will be less by the total step-up ratio of the transformer. 


A number of methods are available for phase splitting by the use of 
valves and resistance coupling. In many cases these are to be preferred 
to any method employing an iron core transformer since excellent fidelity 
may be obtained at comparatively low cost. One of the simplest of these 
arrangements is shown in Fig. 11 and has been very widely used with 
entire satisfaction. In this circuit valve V, is an ordinary amplifying valve 
which may well be a resistance coupled pentode. Vs is the phase splitting 
valve and may be any general purpose triode having an indirectly heated 
cathode. A sharp cut-off pentode such as the CJ7G functions well when 
connected as a triode with screen tied to plate. Similar resistances are 
Inserted in both cathode and plate circuits, and it will be seen that these 
two resistors in series form the load on the valve. Since the input from 
the preceding stage Is applied between the grid of V_. and earth, there will 
be a degenerative action resulting in a considerable loss of gain. The 


PHASE SPLITTING VALVE 



Figure 11 


actual gain between the input to V, and the output to either side of the 
push-pull stage is slightly less than unity. In « practical case this is 
generally found to be about 0.9 each side or a gain of 1.8 times grid to 
grid. This low gain means that the valve does very little amplification and 
really takes the place of the transformer or centre tapped choke in other 
arrangements. Although this may appear extravagant with regard to valves, 
it Is frequently the most economical arrangement. It possesses a number 
of particular advantages among which are low distortion and excellent 
frequency fidelity. Owing to the capacitance between heater and 
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cathode of Vi there will he a slight out • of • balance between the two 
push-pull valves at high audio frequencies, but this is slight and occurs 
only at high frequencies, where no appreciable disadvantage results. It 
will be noticed that the cathode bias resistor Ra is not bypassed, this being 
unnecessary since R* is considerably smaller than (R^ + RJ and the loss 
of gain through the omission of the bypass condenser is negligible. If a 
low-/i valve had been used there might have been an advantage in bypass- 
ing Ra, since Ra would then be comparable in resistance with Ri or R 2 . A 
further advantage in using a valve having a fairly high /i is that the de- 
generation is thereby increased, with consequent additional reduction of 
distortion. 

The degeneration with this arrangement is known as **Negative Cur- 
rent Feedback*’ and is treated in detail in Chapter 6. The major effects are 
the reduction of harmonic distortion, improvement in frequency response, 
and high input Impedance. The input impedance is approximately 10 times 
the value of the grid resistor; a smaller value of grid condenser may there- 
fore be used. 

A by-pass condenser from the cathode to earth should be avoided since 
it would unbalance the push-pull operation.* An important point in con- 
nection with this system of phase splitting is that the phase splitting valve 
should be operated immediately in front of the push-pull power stage or 
separated from it by a low gain push-pull stage. If a high gain amplifier is 
placed between Va and the output stage, hum may be troublesome. Part 
of the hum is due to the considerable difference of potential between the 
heater and cathode Vj. This may be reduced by operating the heater of 
Va from a separate transformer winding which is connected to a suitable 
point in the circuit which is at an average potential approximating to that 
of the cathode. The maximum voltage output which the phase splitter is 
capable of delivering is similar to that which would apply to an ordinary 
resistance coupled triode. It is usually safe with general purpose triodes 
to assume a grid to grid voltage output of 22% of the plate supply voltage 
to Vt. With 250 volts supply this will reach 55 volts output, while with 400 
volts supply the output will be 88 volts. This latter 
condition is Just sufficient to drive two push-pull 
Class A 2A3 valves operating with 250 volts on the 
plates. If the phase splitter is used to drive more 
sensitive output valves there will be no difficulty in 
supplying the necessary excitation to the grids. 

If in the preceding arrangement the input to Vs is 
taken between grid and cathode instead of between 
grid and earth, the degenerative effect will be avoid- 
ed and the full gain of V, will be obtained. A cir- 
cuit showing this is given in Fig. 12. It will be seen 
that the input circuit is fioating and for this reason 
Figure 12 cannot generally be used satisfactorily with a pick- 

up although it may be used under some circum- 
stances in a radio receiver. This circuit is particularly prone to suffer from 
hum as the gain of Vsy«mplifies the hum from its cathode. As in the 
previous case, this hum may be minimised by adjusting the potential on 
the heater to approach that of the cathode. 

*Thl8 method has been used as a tone control, since a bypass condenser from 

cathode to earth reduces the degeneration for the higher frequencies and there- 
fore provides greater amplification for the higher than for the lower frequencies. 
The output with this arrangement will he oiit-of-balance for the higher fre- 
quencies. 
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An arrangement which is not free from criticism, but has given reas* 
onably satisfactory results over a number of years, is shown in Fig. 13. 
This is an arrangement in which the grid voltage of Vt is obtained from 
a tapping on the output of Vv There are various methods of obtaining 
this tapping for the grid, but the one illustrated is fairly typical. The 
value of Ra is given by the 
formula 

Ri + R2 


where M is the stage gain of 
Vj. It is essential for the 
adjustment of to be made 
under working conditions in 
order that correct balance 
may be obtained between the 
two sides. Apart from the 
necessity for accurate adjust- 
ment, this circuit is ex- 
tremely satisfactory although 
valve is therefore used only as a phase splitter and does not add to effect- 
ive amplification. In this circuit the output of valve V, is required to 
excite only one grid of the push-pull stage. Valves Vj and are often 
combined in a single bulb by using twin triodes such as the 6N7-G(6A6) 
or 1J6-G(19). In this circuit, since the cathodes are almost at earth 
potential, the hum introduced in the stage is very low. 



A circuit known as the “Floating Paraphase” is shown in Fig. 14. In 
order to visualise the operation of this circuit consider firstly the situation 
with Va removed. Resistors R., and R® in series form the load on valve 
Vj, and the voltage at the 
point X will be in propor- v, 
tion to the voltage at the 
grid of Vj. When is re- 
placed, the voltage initially 
at point X will cause an am- 
plified opposing voltage to 
be applied to resistors R^ 
and R,. If resistor R, is 
slightly greater than R#, it 
will be found that the point 
X is nearly at earth poten- 
tial. If the amplification of 
Vo is high, then R 7 may be 
made equal to R* and point 



I — I 


O t- 


Figure 14 


X will still be nearly at earth potential. The point X is therefore floating, 
and the circuit being a true Paraphase the derivation of the name “Floating 
Paraphase'* is obvious. This circuit has certain advantages over the 
arrangement of Pig. ll, since Vj and V, each excite only one grid (V, and 
V 4 ) and since Vj and V 2 may both be pentodes, thereby again providing a 
higher voltage output. A further advantage is that provided V^ and V, are 
pentodes, series negative feedback may be used with pentode or tetrode 
valves In positions V* and V*; this arrangement is, however, not essentially 
stable, and motor-boating may be experienced. When feedback is used the 
preferred arrangement is that of Fig. 11 of Chapter 6 . 
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CHAPTER 2 

Audio Frequency Power Amplifiers 


Types of Power Amplifiers — Class A, AB and B operation 
— (1) Power Output — (2) Power Efficiency — (3) 
Sensitivity — (4) Harmonic Distortion — (5) Loudspeaker 
Damping — (6) Overload Performance — (7) Power 
Supply Regulation — (8) Parasitic Oscillation — (9) 
Special Components — The Design of Class B Amplifiers. 

Power Amplifiers may be divided. into 

(1) Triodes in Class Al, single; Class Al, ABl, AB2 and B Push Pull, 

(2) Pentodes in Class A1 single; Class Al, ABl and AB2 Push Pull, 
with or without feedback, 

(3) Beam Power Tetrodes in Class Al single; Class Al, ABl and 
AB2 Push Pull, with or without feedback. 

Class A Operation is the normal condition of operation for a single 
valve, and indicates that the plate current is not cut off for any portion 
of the cycle. 

Class AB Operation indicates overbiased conditions, and is used only 
in push-pull to balance out the even harmonics. 

Class B Operation indicates that the valves (which are necessarily in 
push-pull) are biased almost to the point of plate current cut-off. 

The numeral following A or AB indicates that no grid current flows 
during any part of the cycle, while “2** indicates that grid current flows 
for at least part of the cycle. With Class B operation the “2” is usually 
omitted since operation with grid current is the normal condition. 

The various types of amplifiers are considered under headings corre- 
sponding to criteria of performance. 

(1) Power Output. 

For a limited supply voltage Class Al gives the lowest power output 
with given valves, while Class ABl and Class AB2 give successively higher 
outputs. Pentodes and Beam Tetrodes give greater power output than 
triodes under the same conditions. Negative feedback does not affect the 
maximum power output. 


(2) Power Efficiency. 

The Power Efficiency is the ratio of the audio frequency power output 
to the D.C. plate and screen power input. It is least for Class Al, and 
increases with Class ABl, AB2 and B. It is less for Class Al triodes than 
for Class Al pentodes or beam power tetrodes. 
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(3) Sensitivity. 

The sensitivity is the ratio of milliwatts output to the square of the 
R.M.S. grid voltage. Pentodes and beam power tetrodes have consider- 
ably greater sensitivity than triodes. Class ABl or any push-pull opera- 
tion decreases the sensitivity. Amplifiers with grid current must be 
treated as power amplifiers since power is required in the grid circuit; 
sensitivity cannot be quoted for such types except for the whole section, 
including the driver valve. 


(4) Harmonic Distortion. 

Single Class A1 triodes are usually operated with 5% second harmonic 
at maximum output, while the third and higher order harmonics are small 
under the same conditions. All published data for such valves are based 
on 5% second harmonic. With push-pull Class A1 triodes the even har- 
monics are cancelled and only very small third and higher order harmonics 
remain. Push-pull class A1 triode operation is regarded as providing the 
highest standard of fidelity. 

As the bias is increased for Class ABl operation the odd harmonic 
distortion increases only slightly until cut-off is reached during the cycle, 
beyond which point the higher order odd harmonics become more prominent. 

When the bias approaches the static cut-off point (Class B operation) 
this higher order odd harmonic distortion tends to become objectionable, 
and special means are taken to reduce it in certain cases such as for Class B 
modulation in transmitters. For minimum distortion, special valves hav- 
ing very high “mu" are used, and may even be arranged with a slightly 
“variable-mu" grid so as to reduce the low-level distortion (e.g., type 806). 

Power Pentodes operated under Class A1 conditions on a resistive load 
may have very slight second harmonic distortion but from 7 % to 13% 
total distortion. This is largely third harmonic with appreciable higher 
order harmonics. W^hen operated into a loudspeaker load the harmonic 
distortion is much more severe at low and high frequences due to the 
variation of loudspeaker impedance with frequency. An average loud- 
speaker has an impedance at the bass resonant frequency and at about 
5,000 c/s. of about 6 times that at 400 c/s. A resistance-capacitance 
filter (“tone control") may be used to reduce the rise of impedance at 
high frequencies, but does not assist at low frequencies. Negative feed- 
back may be used to reduce distortion at all frequencies. 

The rise of loudspeaker impedance at low and high frequencies does 
not have any detrimental effect with Class A1 or ABl triodes, since an 
increased load resistance provides decreased distortion. Class AB2 or 
Class B triodes have characteristics somewhat similar to Class AB2 pen- 
todes and the variation in load resistance has a somewhat similar effect 
in both cases. 

With a load of varying impedance, such as a loudspeaker, there is a 
selective effect on the harmonic distortion. For example, if the impedance 
of the load is greater to a harmonic than to the fundamental, the harmonic 
percentage will be greater than with constant load resistance equal to that 
offered to the fundamental. This matter is treated in detail in Chapter 3. 

Owing to the fact that the dominant harmonic with Power Pentodes 
is the third, there Is very little reduction of distortion due to push-pull 
operation. If, however, the load resistance per valve is decreased, the 
effect is to increase the second harmonic per valve (which is cancelled out 
in push-pull) and to decrease the third harmonic, and thus to improve the 
fideUty. 
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Much of the distortion occurring with Class AB2 or Class B operation 
is due to the effect of grid current on the input circuit. The design of 
such amplifiers is treated more fully later in this Chapter. 

Normally the harmonic distortion is stated for full power output, but 
the rate of increase is also of importance. Second harmonic distortion 
(Class A1 triodes or beam power tetrodes) increases more or less linearly 
from zero to full power. Third harmonic distortion in pentodes increases 
less rapidly at first, and then more rapidly as full output is approached. 
Higher order odd harmonics show this effect even more markedly. 

Class B amplifiers show a very rapid rise of distortion -to a peak at 
some low power output level, beyond which the distortion may remain level 
or may decrease. For this reason Class B amplifiers are preferably 
operated at or near maximum output. 

Beam Power Tetrodes in Class A1 have considerable second harmonic, 
but less third and higher order harmonics. When operated in push-pull 
the second harmonic is cancelled, and the total harmonic distortion on a 
constant resistive load is small. On a loudspeaker load, however, the same 
objections apply as for pentodes, and negative feedback is recommended in 
all cases where good fidelity is required. 

For further information on Fidelity, Distortion, and Cross Modulation 
see Chapter 3. 


(5) Loudspeaker Damping. 

Every loudspeaker has a certain amount of internal damping, due to 
its construction, but in most cases the damping is insufficient to give good 
reproduction of transients. The plate resistance of the output valve, as 
refiected through the coupling transformer, acts as an additional shunt 
damping resistance. Since the audio output voltage and the damping 
resistance are both passed through the same transformer, the effect may 
be considered as on the primary. We need only be concerned with the 
ratio of the load resistance to the effective plate resistance (Ro), and this 
ratio (Rl/Ro) is called the '^damping factor.''* Triodes have good damping 
factors, but pentodes and beam power tetrodes, due to their high plate 
resistance, have very poor damping factors. (See also Chapters 3 and 26). 
The application of negative (voltage) feedback will reduce the plate resist- 
ance of a pentode or beam tetrode, and if sufficient feedback is applied the 
damping factor may be made even greater than with triodes (See 
Chapter 6.) 

(6) Overload Performance. 

When an accidental overload is applied to the power stage due to too 
great a signal voltage, it is important that the resultant sound should not 
be too distasteful. Part of the effect is due to the flow of grid current, 
and is more pronounced with resistance-coupling than with transformer 
coupling. A slight improvement with resistance-coupling may be obtained 
by the use of a "grid stopping resistor” of 5,000 to 10,000 ohms directly 
in series with the grid of the power valve. Additional improvement may 
be obtained by the use of a low resistance grid resistor when this is per- 
missible. 

Pentodes, and to a less extent beam tetrodes, have a natural "cushion** 
effect as the overload point is approached. The distortion becomes fairly 


*Thl8 has been used for want of a better term, and Is to be distinguished from 

the damping factor as applied to a resonant circuit. 
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severe before grid current or plate current cut-off is reached, and as the 
characteristics are cramped together in these regions the excursion into 
grid current is comparatively slight. 

Pentodes or beam tetrodes with negative feedback lose most of this 
''cushion effect," and more closely resemble triodes as regards overload. 

(7) Power Supply Regulation* 

When the D.C. plate current remains nearly constant at all output 
levels the regulation of the power supply is not important as regards the 
output power. With Class ABl operation there is a greater variation in 
current drain from zero to maximum signal, and improved regulation is 
required in the power supply in order to avoid loss of power and Increased 
distortion. Glass AB2, and particularly Class B Amplifiers, require ex- 
tremely good power supply regulation owing to the large variations in 
current drain. 

The use of self-bias reduces the variation of plate current due to change 
of signal level, and frequently enables less expensive rectifier and filter 
systems to be used, although the output may be slightly reduced and the 
distortion slightly increased as a result. 


(8) Parasitic Oscillation. 

Parasitic Oscillation in the power stage Is sometimes encountered, 
either of a continuous nature or only under certain signal conditions. High- 
mutual-conductance valves are particularly liable to this trouble, which is 
best cured by the application of negative feedback. Class AB2 or Class B 
Amplifiers sometimes suffer due to negative slope on portion of the grid 
characteristic. This may sometimes be recognised by a "rattle" in the 
loudspeaker. Improvement In most cases may be secured by the use 
of one or more of the following expedients: — 

Small condensers from each plate to earth. 

Condenser from each grid to earth (with transformer input only). 

Series stopping resistors in grid and plate circuits, arranged as close 
as possible to the valve. 

Improved layout with short leads. 

Input and output transformers with less leakage inductance. 


(9) Special Components. 

A Class AB2 or Class B amplifier requires a driver stage and coupling 
transformer in addition to the final stage. These, together with the addi- 
tional cost due to the good regulation power supply, should all be considered 
in calculating the total cost. It is desirable to consider the whole com- 
bination of driver valve, special transformer and push-pull power stage as 
forming the Power Amplifier, and the input voltage to the driver will 
generally be comparable with that required by a single power pentode. 

When fixed bias is required for a class ABl, AB2 or B amplifier, this 
may be obtained from a battery or from a separate rectifier and filter. In 
order to reduce the cost, back-bias with the addition of a heavy bleeder 
resistance is frequently used. Some variation in bias is inevitable with 
this arrangement, and a loss of power output and an increase of distortion 
will result. The additional cost of the power supply and filter needed to 
handle the total current of valves and bleeder must also be considered. 

When the screens of pentodes or beam power tetrodes are operated 
at a lower voltage than the plates, heavy voltage dividers or separate 
power supplies are required except for Class A1 operation. 
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THE DESIGN OF CUSS B AMPLIFIERS 

A description of the main features of Class B Amplifiers is given in 
Chapter 34, For convenience in design a comparatively simple and rea* 
sonabiy accurate method is given In this section, arranged In stages for 
greater simplicity in application. It should be understood, however, that 
the complete design of a Class B amplifier is a very complicated and dif- 
ficult matter, and one which, with the present limits of knowledge, demands 
the application of methods involving successive approximations. There 
being so many dependent variables in this design. It will be' assumed In 
the following treatment that at least one (the load resistance) has already 
been determined, and that the plate supply voltage and power output are 
known* Certain assumptions are also necessary regarding the design of 
the Class B transformer. 


Procedure 

1. Assume a convenient plate supply voltage (Eb). 

2. Assume a value of plate-to-plate load resistance. This may be obtained 
from the published data, although in some circumstances advantage may 
be gained by using some other value. If it is desired to obtain an 
optimum value it is necessary to complete the design for each of several 
values. A higher load resistance results in lower maximum power out- 
put, increased plate circuit efficiency, and decreased driving power for 
maximum output. 

3. The load resistance (Rl) for a single valve will then be one-quarter of 
the load resistance plate-to-plate. 

4. Draw on the I„Ep characteristics a load line corresponding to the load 
resistance for a single valve, passing through the Ep axis at the supply 
voltage point (for method see Chapter 34). 

5. Assume a value of power output for both valves. The published data 
may be used as a guide to selecting the maximum power output under 
given conditions, but lower values of power output may be selected for 
calculation. 

6. Determine the peak A.F. plate voltage (Er) from the equation 


Ep = 2 

where W =z watts output per valve 

= 0.6 X watts output for 2 valves 
and RL=r load resistance per valve 

= 0.25 X load resistance plate-to-plate. 

7. Determine the minimum plate voltage (ep„,„.) which occurs at the nega- 
tive peak A.F. plate voltage; 


Cp mill* — Ep 

where Eb = plate supply voltage 
and Ep = peak A.F. plate voltage 

8. Determine the point on the loadline correpsonding to and hence 

the corresponding positive grid voltage. 

9. Determine from the grid current characteristics the instantaneous value 
of grid current at the plate voltage (ep m^.) and positive grid voltage 
just determined. This will be the peak grid current (!« p^k). 



18 Chapter 2. 

10. Select a suitable negative grid bias voltage (£« = 0 for zero bias 
types) to give a small plate current at no signal. The published data 
may be used as a guide in selecting the optimum no-signal plate current. 

11. Determine the total peak A.F. grid voltage (E^ p«.k) with respect to the 
working point by adding the bias voltage and the peak positive voltage. 
For certain selected conditions this value may be obtained directly from 
the published data. 

12. Determine the peak grid power defined by 

P#‘«k X Ijr peak 

From this information it is possible to select a driver valve which will 
give a peak power output equal to at least 

}M.ak 

V 

where v — peak power driver transformer efficiency 

Since on a resistive load the peak power output of the driver valve is twice 
the average power output, it will be necessary to select a driver valve hav- 
ing a published Maximum Undistorted Power Output of at least 

peak 

V 

Since the driver valve is required to operate into a minimum load resistance 
which is greater than that for M.U.P.O. it is advisable to select one hav- 
ing an ample margin of output. Values of peak power transformer 
efficiency depend on the transformer design but practical efficiencies obtain- 
able with good design are usually in the region of 70%. If a driver valve 
having a M.U.P.O. equal to the peak grid power (W^ pe.k) be selected it 
will generally be found to be fairly close to the requirements. 

Having selected an apparently suitable driver valve the procedure is 
then: — 

1. Assume as a convenient basis that the load (Rl) on the driver valve is 
4 times its plate resistance (r^). 

2. The maximum peak A.F. plate voltage (Ep ) on the driver valve will 
then be given by 


Ep max Erl 

where /x = amplification factor of driver valve 
and Eel = 8rid bias on driver valve for normal Class A1 operation. 

3. Determine the transformer ratio (T) from primary to half secondary 
from the approximation 


T' Ep max* ^ / 

* ^ 

peak- » 

Where E, = total peak A.F. grid voltage 

(For a more accurate determination of T see Chapter 26.) 

4. The plate resistance (rp) of the driver valve reflected into the secondary 
Of the transformer (rpO is given approximately by Vp' = rp/T*. 

For a more accurate determination of rp' see Chapter 26. 
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For food design rp' should not exceed about 

(a) 0.1 H, pMk lor a Glass B stage operating with high negative bias 
or (b) 0.2 Rg pMk for a zero bias Class B stage. 

The final choice of rp' and T will depend on the permissible distortion. It 
is obvious that in the case of a negatively biased Class B stage there will 
be a wider range of grid input resistance over the cycle than in the case of 
a zero bias stage, necessitating a lower ratio of rpVRg pMk- 

The distortion which occurs in the driver stage is largely the result of 
a curved loadline (see Chapter 34.) 

The fore^ng treatment assumes that no resistive loading is used on the driver valve 
or on the secondary of the transformer. 

The design of the driver transformer should then be checked to see 
whether the efficiency agrees with the assumed value at the peak grid 
power under the conditions already determined. In order to simplify cal- 
culations, one half of the loss may be taken as core loss, one-quarter as 
primary resistance loss, and one-quarter as secondary resistance loss. 

On this basis the resistance of each half of the secondary winding 
should be 



If V = 0.7, this resistance will be 0.107 R, Similarly the resistance 
of the primary winding should be approximately T* X the resistance of the 
secondary. Sufficiently large gauges of wire should therefore be used to 
enable these low resistances to be obtained. 

The inductance of the primary should be as high as that for an A.F. 
transformer operating into a high impedance grid circuit, since during 
portion of the cycle the secondary operates approximately under no load 
conditions. 

The leakage inductance of the transformer should be as small as pos- 
sible in order to give good frequency response and to reduce any tendency 
towards parasitic oscillation. In the preceding calculations, leakage in- 
ductance has been assumed to be negligible. 
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CHAPTER 3 

The Relationship between the Power Output Stage 
and the Loudspeaker 

Loudspeaker Characteristics — Effect of Shunt Reactances 
— ^Selective Distortion — Output — Effect of Transformer 
Inductance — Effect of Transformer Losses — ^‘'Damping 
Factor” — Tone Control — Combination Tones — Cross 
Modulation — ^Acoustic Output. 


Loudspeaker Characteristics. 

The operation of an output valve on a loudspeaker load differs greatly 
from the operation on a fixed resistive load. The impedance characteristic 
of a typical loudspeaker is shown in Fig. 1 and it will be seen that the 
impedance at 400 c/s., at which the loudspeaker is generally rated, is 
almost the lowest impedance at any frequency within the normal audio 
frequency range. At the bass resonant frequency the Impedance rises to 
a value about six times that at 400 c/s. and to a somewhat similar level 
at 10,000 c/s. The impedance is resistive at two frequencies only, as shown 
in Fig. 2, and at other frequencies is largely inductive or capacitive. 



Loudspeakers are generally tested for response by placing them in the 
plate circuit of a low impedance triode valve or else by applying a constant 
voltage of varying frequency to the loudspeaker transformer in series 
with a resistance of the order of 1,000 ohms which forms the equivalent of 
the plate resistance of a triode valve. It will be seen that in this test it 
is the voltage across the voice coil and not the power which is maintained 
constant at all frequencies. As the impedance increases so the power in 
the voice coil decreases due to the smaller current. 
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If constant power were applied at 
all frequencies the acoustic output 
of the loudspeaker would be very 
much greater at all frequencies than 
that at 400 c/s. In such a case the 
bass and high audio frequencies 
would be reproduced at excessively 
high levels, and the reproduction 
would be most unnatural. 


Shunt Reactance 

A shunt reactance across the load 
of a power valve results in an ellip- 
' tical load line as shown in Fig. 3. 
The load line for the reactance alone 
is shown with a broken line while 
the resultant load line formed by 


Figure 3 

the combination of the resistive load line and the reactive load line is 
shown as a solid line ellipse. The result of such shunt reactive loading is to 
reduce the available output power and voltage for the same distortion. 
Such an arrangement may be used satisfactorily provided that the input 
voltage is reduced. A shunt reactive load may be caused by low induct* 
ance of the loudspeaker transformer or by a condenser connected as a 
tone control between plate and earth. 


Selective Distortion. 


When the load imposes a greater 
impedance to the harmonic than to 
K the fundamental the measured har- 
5 mouic distortion increases. At a 
^ frequency equal to one-half of the 
a bass resonant frequency the second 
harmonic rises to a peak since the 
second harmonic frequency is equal 
to that of the bass resonance (Fig. 
4). Similarly at a frequency equal 
to one-third the frequency of the 
bass resonance, the third harmonic 
rises to a peak, and so with higher 
harmonics. For a similar reason at 
frequencies above about 1,000 c/s. 
all harmonics tend to increase 
since the impedance of the load to 
the hai monies is gi'eater than the 
impedance to the fundamental. This is offset to some extent by the fact 
that with a triode valve or with most of the commonly used negative feed- 
back circuits, as the load impedance is increased, so the distortion de- 
creases. The nett effect is found by the combination of these separate 
effects. 



Output. 

Since with a loudspeaker we are concerned with voltage across the 
voice coil and not with power output, it is found with an ideal transformer 
that at the bass resonant frequency a slight rise in output occurs with a 
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triode valve. With a pentode or beam tetrode valve a very pronounced rite 
in output voltage occurs at the bass resonant frequency At high audio 
frequencies similar rises occur with both triodes and pentodes, the former 
being very slight and the latter pronounced. 

Effect of Transformer Inductance. 

With a triode valve, low primary inductance causes loss of re- 
sponse at low audio frequencies. The slight rise of response at 
the bass resonant frequency, which is only obvious when a trans- 
former having high primary inductance is employed, may be com- 
pletely masked by this effect. With pentodes or beam power tetrodes, 
low inductance in the primary of the transformer may be used to compen- 
sate for too great rise of response at the resonant frequency. This will, 
however, result in decrease of power output at this frequency for limited 
distortion. The inductance required for specific conditions is given In 
Chapter 26. 


Effect of Transformer Losses 

As a result of resistance in the transformer windings a transformer 
reflects into the primary circuit a higher impedance than that which Is 
calculated from the impedance presented to the secondary divided by the 
square of the turns ratio from secondary to primary. As a result of 
transformer core loss the reflected impedance is decreased, and when 
the core loss is one half of the total transformer losses the reflected im- 
pedance is approximately the same as for an ideal transformer (see 
Chapter 26). 


Damping Factor. 

The “damping factor”* of a power output stage is equal to Rt./i’p 
where Rl and rp are the load resistance and valve plate resistance respect- 
ively, referred either to the primary or secondary of the transformer. 
The damping factor Is not much affected by losses in the transformer 
(see Chapter 26). 

The damping at frequencies at which the impedance of the loudspeaker 
rises above its impedance at 400 c/s. is greater than that at 400 c/s. since 
Rl is greater and thus an effective damping factor of up to six times the 
nominal damping factor is obtained This is particularly beneficial In 
improving the reproduction at the bass resonant frequency. 

Measuring Output of Receiver or Amplifier 

It is desirable to measure the output of a receiver as the voltage 
across either the primary or the secondary of the loudspeaker transformer. 
The voltage across the primary of the transformer is not influenced to any 
great extent by the characteristics of the transformer except the primary 
inductance. Voltage measured across the secondary of the transformer 
will be less than the ideal voltage owing to the losses in the transformer. 
Similar remarks apply to amplifiers. 

Negative Feedback. 

All types of negative feedback result in decreased harmonic distortion. 
Negative voltage feedback also results in improved damping and more 


*For definition and description of “Damping Factor” see Chapter 2. 
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uniform frequency response and its effect is similar to that obtained by 
the use of a triode valve. Negative voltage feedback has an increased 
effect at the peaks of loudspeaker response. Negative current feedback 
results in decreased damping and a more peaked frequency response curve. 
This matter is considered in greater detail in Chapter 6. 


Tone Control. 

The effect of a tone control is considered in detail in Chapter 9. A 
tone control consisting of a condenser shunted across the load has the 
effect of reducing the maximum undistorted power output. A reduction 
of undistorted output to about one>third of that available from the valve 
is possible with severe use of such a tone control, although this effect is 
not so serious as it otherwise would be since at the higher frequencies 
at which the effect of the tone control is greatest, the acoustic power is 
likely to be limited. 


Combination Tones and Cross Modulation. 

These features are considered in detail in Chapter 5. 


Acoustic Output. 

Published curves of the acoustic output of loud-speakers generally 
show the output at a point on the axis of the loudspeaker. Due to the 
focussing effect of the loudspeaker it is obvious that at other angles the 
output from the speaker will be deficient in higher fiequencies. Curves of 
this character should therefore be interpreted with full knowledge of the 
situation. When a loudspeaker is us<^d in a room the effect on a listener 
of the high frequency response is more or less proportional to the mean 
hemispherical high frequency response from the loudspeaker in the same 
way as occurs with a lamp and with reflections from the walls. 


Bibliography. 

For further information refer to F. Langford Smith, “The Relationship 
between the Power Output Stage and the Loudspeaker.’* Proc. World Radio 
Convention. Sydney, April (1938): reprinted in the Wireless World, Feb- 
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CHAPTER 4 

Biasing) By-passing and Decoupling 


Biasing — Self Bias or Cathode Bias — Back Bias — 
Effect on Maximum Values of Grid Resistors — Self Bias 
with Push-Pull Operation — By-passing of Cathode Bias 
Resistor — By-passing with Back Bias — By-passing Screen 
Grids — Capacitance of By-pass Condenser — Mathematical 
Formulae for Cathode and Screen By-pass Capacitances — 
Decoupling — Condition for Stability — Methods of De- 
coupling. 


Biasing. 

There are many methods of obtaining the bias voltage to apply to the 
control grid of a valve. Of these the simplest is Battery Bias. If the 
battery has low internal resistance, constant voltage and low capacitance 
to earth* it may be regarded as an ideal source of bias voltage. Due, how* 
ever, to the limited life and far from ideal characteristics of batteries, 
other methods of bias are widely used. 



Figure 1 


The method known as Self Bias or Cathode Bias 
is shown in Fig. 1. A resistor Ric is inserted in the 
cathode circuit and the voltage developed across this 
by the plate current In provides the necessary bias 
Ec. The value of Rk may be found from the formula 

r Ec 

Rk = X 1,000 

r IB 

where In is measured in milliamperes. 

It is easy to remember that for a plate current of 


1 mA and grid bias of 1 volt, the cathode bias re- 
sistor should be 1,000 ohms. The by-pass capacitance Ck is considered 
in detail under the section on By-passing . 


An alternative form of bias supply is commonly known as Back Bias 
and is shown for a typical two-stage amplifier in Fig. 2. The general 
principle in this case is identical to that for self-bias except that a single 
tapped resistance is inserted in the common B— lead and the current 
through it will therefore be the total of the cathode currents of all valves 
in the amplifier together with any bleeder current such as that due to a 
voltage divider. The total resistance in the Back Bias Resistor is deter- 
mined as for self-bias, but on the basis of the total current of the amplifier 


'l.,ow capacitance to earth is only a desirable feature when the bias source Is 
required to be at other than earth potential. 
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and the greatest bias voltage required by any valve. For example in Pig. 2, 

If iBi 6 mA. 


li 

1 

m 

m 

nil 

m 




Bl 


iBi zz 10 mA. 
Ec, = 2 volts 
ECa = 8 volts 

8 

Then (R1 -f- R2) = 


X 1,000 


6 + 10 
=: 500 ohms 

Since the whole of the bias Is required 
for V2 the grid return of V2 is taken to 
B— . Since VI only requires one-quarter 
of the bias for V2 the bias resistor 
should be tapped so that R2 = 125 ohms 
and R1 = 375 ohms, and the grid return of VI taken to the junction of the 
two resistances. With this arrangement each grid return should be sepa- 
lately by-passed to caith. This by-passing action is improved by the 
lesistors R3 and R4 as will be mentioned in the section on By-passing. 


Figure 2 


Self-bias has the advantage that individual variations in plate current 
are to some extent compensated by automatic adjustment of the bias, and 
for this reason a larger value of maximum grid resistor is permissible with 
power valves using self-bias. It is also of value with resistance coupled 
pentode or high-mu tnode valves which are being operated near the maxi- 
mum peak output voltage since it accommodates changes in valves with a 
minimum of effect on the output voltage. When fixed bias is used, lower 
vdlues of grid resistors are frequently specified, and these should not be 
exceeded owing to the risk of damage to the valve. With back bias the 
effect is intermediate between that with self-bias and that with fixed bias. 
The maximum value of grid resistor should therefore be calculated on a 
proportional basis, depending upon the percentage of the total current 
passing through the valve under consideration. If the greater part of 
the amplifier current passes through the power valve the grid resistor may 
be made to approach that for self-bias operation, but if it forms only a 
small proportion of the total current the value of the grid resistor should 
approach that for fixed bias operation. 

For the reasons which have been given, self-bias is to be preferred 
for the power stage in radio receivers from the point of view of maximum 
valve life and reliability Back bias is quite satisfactoiy for R F. and 
converter stages, and may also be used for audio frequency voltage ampli- 
fier stages where the required output voltage is well below the maximum 
available from the valve. Self-bias is desirable in all cases where an audio 
frequency amplifier is operated so as to give maximum output voltage. 

With a push-pull stage it is generally possible to use a common cathode 
resistor for the two valves. If there is an appreciable second harmonic 
component of the plate current in either valve, this cathode resistor should 
be by-passed, although under some circumstances it is possible to omit 
the by-pass condenser without any serious increase in distortion. When 
the valves are not sufficiently well matched it is preferable to employ 
separate cathode bias resistors for each valve, each adequately by-passed. 


By-passing. 

A cathode bias resistor is usually by-passed by a condenser (Ck In 
Fig. 1) In order 

(1) to avoid degeneration and loss of gain, and 

(2) to avoid hum. 

If Cr were omitted the amplifier would operate with Negative Current 
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Feed-back (see Chapter 6 ). The capacitance Ck when used to avoid de- 
generation should normally have a reactance which is low compared with 
Rk at the lowest frequency required to be amplified. If accurate cal- 
culations of this capacitance for specified frequency response are required 
the formula at the end of this section may be used. For most practical 
purposes Ck may be a 25 fiF. electrolytic condenser, and although such a 
high capacitance is often unnecessary for frequency response it is valuable 
in by-passing hum voltage originating between the heater and cathode. 

With a Back Bias circuit as Fig. 2 the condensers Ci and C;, serve to by- 
pass the audio frequency component and so avoid coupling between stages. 
If the plate supply is from rectified A.C. or from D.C. mains, Ci and Cj also 
serve to provide improved filtering. The decoupling and filtering action 
may be made more effective by inserting resistors (Rs and R 4 ), although 
these are not necessary in all cases. 

In a similar manner the screen grid of a tetrode 
or pentode valve may be by-passed to earth (Fig. 3). 

If a screen dropping resistor from B+ Is used, a 
comparatively small capacitance only is required 
and D.S fiF. is ample for the lowest audio frequencies 
in a normal resistance coupled stage. When the 
screen is supplied from a voltage divider a higher 
capacitance is required for equivalent by-passing, 
although in some circumstances where no coupling 
exists through the voltage divider the by-pass Figure 3 

may be entirely omitted. With R.F. pentodes it is necessary to use a small 
by-pass condenser (about 0.1 fiF.) from screen to earth, although a common 
voltage divider and by-pass condenser may be used for R.F., Converter and 
a single I.F. stage. Two I.F. stages with their screens supplied from a 
common source may be unstable, and some decoupling is desirable; a volt- 
age divider made from two 1 watt resistors, or alternatively a single 
dropping resistor, may be used for one I.F. stage together with a separate 
by-pass condenser. 

When a common cathode resistor is used for two valves in push-pull 
it is generally desirable to use a by-pass condenser in order to by-pass 
second harmonic components of the plate current. The second harmonic 
voltages would otherwise be fed back in phase to both grids, and produce 
a secondary form of harmonic distortion in the output. If the valves are 
operated under conditions such that the average plate current does not 
remain constant for all signal levels, it is necessary to employ a very 
large value of capacitance (frequently 50 fiF, or more) in order to avoid 
harmonic distortion. Considerable difficulties arise in the application of 
self-bias to Class AB2 stages, and the arrangement is therefore not gener- 
ally to be recommended and a form of back bias with a heavy bleeder 
current is to be preferred. 

In many other circuit arrangements Bypass Condensers are employed, 
but their action is sufficiently obvious to need no description. 

The capacitance of a bypass condenser is normally a function of the 
resistance which is being by-passed, and also of the lowest frequency which 
is required to be amplified. The higher the resistance to be bypassed, the 
smaller will be the capacitance required to bypass it effectively at a given 
frequency. Similarly the lower the frequency required to be by-passed, the 
greater will be the capacitance. 

Reference should be made to the Table of Reactances* in order to 
select capacitances which, at the lowest working frequency, have reactances 
sufficiently below^ the values of the resistances which are to be by-passed. 



•See Chapter 40. 
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In the by-passing of a cathode bias resistor there are special features 
to be considered. The voltage developed across the cathode circuit imped- 
ance is equal to the total voltage developed in the plate circuit multiplied 
by the ratio of cathode circuit impedance to total plate circuit Impedance. 
The cathode circuit Impedance is the vector resultant of the reactance of the 
by-pass condenser in parallel with the resistance of the cathode bias re- 
sistor. The total plate circuit impedance is the vector resultant of the 
cathode circuit impedance, the plate resistance of the valve and the load 
resistance, in series. The voltage developed in the plate circuit Is equal 
to the grid voltage multiplied by the amplification factor of the valve. The 
loss of gain due to degeneration is a function of all these values, and can- 
not be calculated accurately by considering merely the values of the cathode 
bias resistor and the by-pass condenser. With pentodes or beam power 
tetrodes the value of the cathode bias resistor has only a slight effect on 
the required value of by-pass condenser which is mainly a function of the 
mutual conductance of the valve. 

CATHODE AND SCREEN BY-PASSING 
Mathematical Formulae for Calculations 

Cathode By-pass. 


1 

^ 1 

1 

1 1 + {u>Ci /?*)* 

1 JIf 1 / 

\ (1 “f" <X Rji)^ -f- (wOjt Ri)^ 


1 1 

where a = — 

+ — 


M (J?x, + Tp) Rj, 


=z 1/Rl approximately for high gain resistance coupled 
amplifiers, 

M" — the stage gain with the cathode resistor partially 
bypassed, 

M = the stage gain with the cathode resistor completely 
by-passed, 

w zr 2Trf, 

f = the frequency at which M" is to be calculated, 

Cu = the cathode bypass capacitance, 

Rk = the cathode bias resistance, 

Rl = the plate load resistance, and 
Tp = the valve plate resistance. 


For ease of calculation on a slide rule 

(1) Find (1 aMRk)» 

(2) Find (wC^Rk)* 

(3) Make the necessary additions to find numerator and denominator, 

(4) Divide the numerator by the denominator on the upper scales of the 
slide rule, and read the square root on the lowest scale. 

A fairly close approximation for pentodes is to make eaCn equal to 2.2 
gm for a drop of 2 db., (i.e. for M'VM — 0.8). This approximation is 
particularly interesting since it is not affected by the value of R^. 
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For ease in applying this approximation, approximate values of g„ for 
the standard operating conditions of resistance coupled pentodes are given 
below. In the case of power pentodes or beam power tetrodes the published 
values of g^ may be used. 


RESISTANCE COUPLED PENTODES. 





Screen 

Cathode 

app- Um 


Supply Plate Load 

Dropping 

Bias 

(micro- 

Type 

Voltage Resistor 

Resistor 

Resistor 

mhos) 

6J7-G (6C6) 

250 

0.1 megohm 

0.3 megohm 

2000 ohms 

1080 



0.25 

1.5 

2000 „ 

750 

6B8-G (6B7) 

250 

0.26 

1.75 

2000 „ 

475 

6G8-G (6B7S) 

250 

0.25 

* 

2000 „ 

465 

1K6-G (1K4) 

135 

0.25 

0.76 

se 

376 

1K7-G (1K6) 

135 

0.25 

1.0 


380 

• Screen voltage from 

voltage divider 

consisting of 

1.0 and 0.25 

megohm 


resistors. 


•• Bias —1.5 volts. 


Screen By-pass. 


M' 

M 


where a 




V (a + Rs? + 
ip 1 + 

h 


9m 


1 




« 


ip 

= . approximately. 

9m if 

M' = the stage gain with the screen partially bypassed, 

M = the stage gain with the screen completely bypassed, 
fit = the triode amplification factor, 
fi = the pentode amplification factor, 
gm = the pentode mutual conductance, 
ip = the plato current. 

1, = the screen current, 

Zl = The plate load impedance, 
rp = the pentode plate resistance, 

R, = the resistance of the screen dropping resistor, 

C« = the capacitance of the screen bypass condenser. 
ta = 2fl-f, and 

f =r the frequency at which M' is to be calculated. 


Decoupling. 

When two circuits operating at the same frequency have an impedance 
common to both there is coupling between them, and the phase relation- 


•The derivation of this formula was given in Radiotronlcs 98, 23rd May, 1939, 
Pages 84-85. 
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8 bip 8 may be such that the coupling is either regenerative or degenerative. 
In the former case instability may result. 

A two-stage resistance coupled 
audio amplifier has degenerative 
coupling through the common 
power supply since the plate cur- 
rents are out of phase. A third 
stage should not be added without 
provision for decoupling since the 
plate currents in the first and 
third stages would be in phase. 
This decoupling need only be in- 
corporated in one stage, either first 
or third, and the second stage may 
be grouped with either first or third stage. When more than three stages 
are operated from a common power supply serious difficulties usually arise 
due to the high gain, and elaborate decoupling becomes necessary. 



Condition for Stabiiity 

In a typical three-stage resistance coupled amplifier (Fig. 4) it may be 
shown* that the amplifier will be stable when 




i^pz + -^3 4- -^ 4 ) / / — "f — + — ( — + — ^ 

fsj \ Ri i?2 rpi) \ Ri rpif / 


where M = gain from grid of V., to grid of V*, 
/A 3 = amplification factor of V 3 , 
rpt r= plate resistance of Vj, 
rps = plate resistance of V„ 

= 2rt. 

C = coupling condenser to grid of V^, 


and Rj, R,, Ra, R 4 are as shown in the diagram. 

For a high degree of stabiiity this expression should be considerably 
less than 1 . 


METHODS OF DECOUPLING 

The application of decoupling is illustrated in Fig. 5, where V is a 
resistance coupled audio frequency triode amplifier, but the method may 
be applied to any type of amplifier. The load resistance Rl is not affected, 
but an additional decoupling resistance of Rn is inserted with a bypass 
condenser C returned to earth. If the reactance of 
C at any frequency to which the amplifier will re- 
spond is considerably less than Rd plus the internal 
resistance of the B supply, then the decoupling will 
appreciably reduce the coupling through the com- 
mon supply. The factor by which the coupling is 
reduced is 

X. 



Rb R4 

where R« is the internal resistance of the B supply. 


*RadIotronioa 76. Page 27-29, 20th April. 1937, 
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For resistance coupled audio frequency ampliflers Rd may be made one- 
fifth of Rl, or greater if the voltage of the supply is sufficiently high, and 
C may be 8 ^F. The decoupling circuit (Rd. C) will also assist in reducing 
the hum. In some circuits an arrangement is used for the reduction of 
hum alone, the amplifier being inherently stable (see Chapter 24). 

If the resistance of Rd is a disadvantage, a choke may be used in its 
place. In audio frequency amplifiers a smoothing choke or speaker field 
coil may be used, and may be common to two successive stages (Fig. 6). 
Since with this arrangement the first stage would have insufficient smooth- 
ing, the decoupling circuit is also used for smoothing. 



Figure 6 


It is preferable to regard the voltage at the lower potential end of the 
decoupling resistor as the “supply voltage” for the resistance coupled stage. 
The characteristics of this stage may then be determined by reference to 
the published data. For convenience in design it is desirable firstly to 
select a suitable “supply voltage” for the stage; for a 300 volt source it 
would be satisfactory to allow 50 volts drop in the decoupling resistor and 
thus provide 250 volts “supply voltage.” The plate current, and screen 
current if any, may be determined from the published data and the resist- 
ance of the decoupling resistor may then be calculated from 

Ed 

Rd «= X 1000 

Ip 4" Ir2 

where Rd =: decoupling resistor in ohms, 

Ed = voltage drop in Rd, 

Ip = plate current in milliamperes, and 
1,2 = screen current in milliamperes. 

It is desirable in all cases to reduce the internal resistance of the 
power supply, so that even at very low frequencies there may be no 
tendency towards the production of relaxation oscillations (“Motor-boat- 
ing”). Power supplies having good regulation generally have low effective 
internal impedance; in extreme cases thermionic valve type voltage regu- 
lators are sometimes desirable and have the feature of retaining low 
internal impedance characteristics down to the lowest frequencies. 



31 


CHAPTER 5 
Fidelity and Distortion 


Classification of Distortion — Limits of Distortion of 
Various Harmonics — Total Harmonic Distortion — Fre* 
quency Distortion — Phase Distortion — Scale Distortion 
— Distortion of Transients — Cross Modulation — Com* 
bination Tones — Requirements for Fidelity Reproduction. 

Fidelity and Distortion 

True fidelity is perfect reproduction of the original. Distortion is due 
to the addition of features not in the original or the absence of features 
present in the original. Distortion may be classified under a number of 
headings: — 

1. Harmonic distortion (the production of harmonics not present in 
the original). 

2. Frequency distortion (unequal amplification of all frequencies). 

3. Phase distortion (phase angle not a linear function of frequency). 

4. Scale distortion (acoustic unbalance which is a function of output 
level). 

5. Distortion of transients. 

6. Cross modulation (audio frequency). 

7. The production of spurious combination tones. 

A Harmonic, sometimes called an overtone, is a tone at a frequency 
twice, thrice, etc., the frequency of a “fundamental tone.” For example, If 
the fundamental has a frequency of 100 c/s., the second harmonic will be 
200 c/s., the third harmonic 300 c/s. and so on. All sounds have certain 
relationships between the fundamental and harmonic frequencies, and it is 
such relationships that give the sound its particular quality. If certain 
harmonics are unduly stressed or suppressed in the reproduction, the 
character of the sound will be changed. For example, it is possible for a 
displeasing human voice to be reproduced, after passing through a suitable 
filter, so as to be more pleasing, or vice versa. True fidelity, however, 
is fidelity to the original. 

The critical ability of the human ear to distinguish harmonic distortion 
depends upon the frequency range being reproduced. Thus with wide 
frequency range reproduction the limit of harmonic distortion which can 
be tolerated is lower than in the case of limited frequency range. The 
following arbitrary limits have been suggested * and are given as a guide 

•F. Langford Smith *‘The Relationship between the Power Output Stage and the 
Loudspeaker,” Proceedings of the 'IVorld Radio Convention, Sydney, April, 19S3: 
also reprinted in “Wireless World,” February 9 and 16, 1939. 
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to tbe percentages of the various 
under differing conditions. 


2nd Harmonic 
3rd 
4th 
6th 

7th „ (say) 


harmonics which may be permitted 


Fair Fidelity 
Restricted Range 
Less Critical Listener 

6% 107o 

2 . 6 % 6 % 

Not important since small 

0 . 6 % 1 % 

0.1% (say) 0.2% 


Good Fidelity 
Wide Range 
Critical Listener 


Higher percentages of harmonics exist in most radio reecivers at or 
approaching full output with high percentages of modulation. The severe 
restriction of the higher order odd harmonics is partly on account of the 
production of spurious combination tones. In addition, the seventh har- 
monic is not on the musical scale, and should therefore be below the 
threshold of audibility. 


The total harmonic distortion percentage is defined as 


+ Is" + . - . Iu“ 

D X 100 

Ij 

where = amplitude of the fundamental current and 

Is = amplitude of the second harmonic current, etc. 

If the percentages of the various harmonics are known, the total harmonic 
distortion may be found from 

D = + 

where H, = second harmonic percentage, 

H, = third harmonic percentage, etc. 

The total harmonic distortion is not a measure of the degree of dis- 
tastefulness to the listener, and it is recommended that its use should be 
discontinued.* When the class of amplifier is specified (e.g., Class A1 
single triode) the **total harmonic distortion*' may be interpreted suffi- 
ciently, but it is always preferable to specify each harmonic separately. 

Frequency Distortion needs little comment. The audible band of fre- 
quencies varies considerably with individuals and with age. For the pur- 
poses of musical reproduction there is little lost by restricting the fre- 
quency range to 40 — 12,000 c/s., while good fidelity may be maintained by 
a range 60 — 10,000 c/s. Mediocre reproduction may be restricted to 100 — 
6,000 c/s., while many radio receivers are limited to 100 — 3,600 c/s. It 
should be understood that the frequency range is taken as overall, includ- 
ing the loss of sidebands and including the loudspeaker. Wide frequency 
range is only comfortable to the listener so long as other forms of distor- 
tion are negligible. 

One form of frequency distortion which is particularly objectionable 
is that due to alternate sharp peaks and troughs in the output, such as may 
be caused by loudspeaker cone resonances, especially at high frequencies. 

Phase Distortion, although serious in television work, does not appear 
to be objectionable in sound reproduction. 


*D. Massa, **Combinatlon Tones In Non-linear Systems, Electronics, September. 

1988, Page 20. 
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^*8eale Distortion'* may be due to operation of the loudspeaker at a 
volume level other than that of the original sound, and may be corrected 
by the use of suitable compensation networks. 

Distortion of Transients is a serious form of distortion which is notice- 
able through the “hang-over” effect following a percussion noise. While 
many factors contribute, the damping of the loudspeaker, both internal 
and through the plate resistance of the power valve, is extremely impor- 
tant. A very wide frequency range is also essential for realistic repro- 
duction of transients. 

Cross Modulation occurs when a variation in the amplitude of one 
input signal affects the output amplitude of another signal of different 
frequency, but having constant input. This effect is sometimes observed 
while listening to a violin or similar instrument with an organ accompani- 
ment, the amplitude of the higher frequency sound varying in accordance 
with the more powerful low frequency accompaniment. 

Combination Tones only occur when two or more input frequencies 
are applied to a non-linear device, such as an amplifier producing har- 
monic distortion. The output in such a case will consist of the two original 
frequencies together with various sum and difference combinations be- 
tween the fundamental or any harmonic of one and the fundamental or 
any harmonic of the other.* The number and strength of these combina- 
tion tones increase as the harmonic percentage increases, and also increase 
as the order of the harmonic increases; in other words, fifth harmonic 
produces more serious combination tones than an equal percentage of third 
harmonic, seventh more than fifth, and so on. It is largely for this reason 
that the percentages of the higher order odd harmonics must be limited 
so severely. It is probable that the indirect effects of harmonic distor- 
tion which become evident as spurious combination tones are far more 
distasteful to the listener than the harmonics themselves. 

Requirements For Fidelity Reproduction. 

In addition to the reduction of the previously-described forms of dis- 
tortion to negligible magnitude, it is necessary for certain other require- 
ments to be met. Among these are: — 

1. Sufficiently high maximum undistorted power output 
and 2. Sufficiently low residual noise (hum, etc.) to give the required 
dynamic range. 

In all these considerations, the amplifier and loudspeaker should be 
considered as a unit, and measurements should be made, if possible, on 
the acoustic output. Failing this, it is at least desirable to make all tests 
on the secondary of the output transformer with normal voice coil loading 
(see Chapter 3). 


•F T.angford Smith, Proc. W«»rkl Radio Convention, April, 1938; P. Massa, Elec- 
tronics, September, 1938. 
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CHAPTER 6 
Negative Feedback 


Feedback, Positive and Negative — Feedback over single 
stage — two stages — three or more stages — The E£Fect 
of Feedback — Negative Voltage Feedback — Negative 
Current Feedback — Derivation of Formulae for Negative 
Voltage Feedback — Gain — Gain Reduction Factor •— 
Harmonic Distortion — Noise — Frequency Response — 
Plate Resistance — Derivation of Formulae for Negative 
Current Feedback — Plate Resistance — Gain — Input 
Resistance — Application of Negative Feedback — Single 
Ended and Push Pull Amplifiers — Summarised Design 
Data for Negative Voltage Feedback and Negative Current 
Feedback. 


Feedback — Positive and Negative 

Positive Feedback is feedback which has a component in phase with 
the Input voltage. Negative Feedback is feedback which has a corn- 
ponent out of phase with the input voltage. 


Due to the effect of reactances in the circuit, phase rotation may 
occur so that the voltage which is fed back is not wholly in phase or out 
of phase with the input voltage. 


For example in Fig. 1 if e is the input 
voltage, then the output voltage E 
and the feedback voltage /3E will 
ideally be 180® out of phase for an odd 
number of resistance coupled stages. 

If there is a change of phase due to a 
reactive component, the effect may be 
as shown at E', and the feedback vob 
tage /SE' will be at an angle 6' with OE. 

The effective negative feedback vol- 
tage is therefore OA which is equal to 
/3 E'co 8^'. When the angle 0 is 90® 
there is no feedback. When the angle 
e is greater than 90® it has a component /SE''cos^" in phase with the Input 
voltage e, and therefore giving positive feedback. 



A single resistance-capacitance coupled stage can never cause a phase 
angle rotation of more than 90®, even at the extreme limits of frequency. 
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It is possible (generally at very low or very high frequencies) for regene- 
ration to occur with feedback over two or more resistance stages, although 
by careful design and by limitation of the feedback it is possible to retain 
stability up to 3 or even 4 stages. In such cases it is desirable to arrange 
one stage to have the maximum permissible attenuation at low and at high 
frequencies, and to design the remaining stages for very low attenuation, 
and hence very low phase angle rotation. 

By this means the phase angle rotation for a given attenuation is 
reduced, and a higher feedback factor may be used before instability occurs. 
Even with feedback over two stages it is desirable for one stage to have 
considerably greater attenuation than the other at low and high frequencies. 

When increasing feedback factors are applied to a single resistance- 
capacitance coupled stage the effect on the frequency response is to in- 
crease the frequency range for a given maximum attenuation. The effect 
is identical to that obtained by conventional methods of increasing the 
frequency range without feedback. 

With feedback over two such stages the effect* is to produce peaks of 
response at low and high frequencies at which the phase angle rotation 
with feedback is ±;90*. As the feedback factor is increased, the frequen- 
cies at which the peaks occur become somewhat more remote, but the 
peaks become much more pronounced and may be the cause of serious 
distortion. These peaks of response are caused by regeneration, brought 
about through sufficient phase angle rotation to convert negative feedback 
to positive. If one stage has a considerably flatter characteristic than 
the other, the peaks become smaller and further removed in frequency. A 
two stage resistance loaded amplifier will not oscillate if adequate screen 
and cathode bypassing is used. 

With feedback over three such stages a somewhat similar effect occurs, 
but oscillation will take place if the feedback exceeds a certain critical 
value. The feedback which may be employed before oscillation occurs is 
increased if one stage has a considerably flatter characteristic than the 
other two, or If two stages have considerably flatter characteristics than 
the remaining one. 

Instability in Push-Pull Amplifiers is considered under “The Applica- 
tion of Negative Feedback.” 


The Effect of Feedback 

Positive Feedback in audio frequency amplifiers tends to produce in- 
stability and to increase distortion; Negative (or Inverse) Feedback pro- 
vides — 

1 Greater stability, including constancy of characteristics with changes 
in valves or applied voltages, 

2. A reduction of harmonic distortion, 

3. A reduction of phase distortion, 

4. An improvement in the linearity of the response with frequency. 

5. A reduction of sensitivity, 

<>. A reduction of noise, 

7. A modification of the effective internal resistance of the amplifier. 


•P. E. Terman and Wen-Yaun Pan, “Frequency Response Characteristic of Am- 
plifiers Employing Negative Feedback,*' Communications, pp. 5-7, Btarch (1939). 
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Negative Feedback 

Negative Voltage Feedback” occurs when the voltage which is fed 
back is proportional to the voltage across the output load, and provides a 
reduction in the effective Internal resistance of the amplifier. 

“Negative Current Feedback” occurs when the voltage which is fed 
back is proportional to the current through the output load, and provides 
an increase in the effective internal resistance of the amplifier. 

The arrangement for voltage feed- 
back is shown in schematic form in 
Pig. 2. A voltage divider (Ri, Ro) 
across the load (Rl) provides a 
voltage p E, where p = Ri/(Ri -f Ra), 
which is fed back in opposition to the 
input voltage e\ It is assumed that 
(Rl -f R..) is very much greater than 
Rl. 

The gain of the amplifier without feedback is M where M = E/e. If 
the overall gain with feedback is M', then if the input voltage e' is in- 
creased to give the same output voltage E 

E E 

M' 

c' c — /?E 

The gain reduction factor due to feedback is therefore 

M E/e fiE 

_ 1 1 _ /5M 

M' E/(e~^E) c 

(The feedback factor p is negative for negative feedback, and therefore M' 
will be less than M). 

The Reduction of Harmonic Distortion 

Let D = distortion voltage in the output without feedback, 
and D' =r distortion voltage in the output with feedback, at the same out- 
put level. 

Then the distortion voltage which is fed back to the input is — jSD', and 
since this is of different frequency from the input voltage there is no 
cancellation and the output voltage due to it is —pMD\ Since this dis- 
tortion — /9MD' is out of phase with the distortion D which would be pre- 
sent without feedback, the resultant distortion voltage will be 

D' « D + /^MD' 

D' (l-j3M) «= D 

D 

D' 

1 — 

This treatment is not entirely rigorous, and certain assumptions are made 
which are not quite correct.* It is however a fairly close approximation 
for practical purposes. 

•P. Langford Smith. Proc. World Radio Convention, April, 1938, pp. 9-10 and 
bibliography. 



Figure 2 
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It will thus be seen that the harmonic distortion is reduced by a factor 
approximately equal to the gain reduction factor. 

The noise introduced in the section of the amplifier covered by the 
feedback tends to be cancelled out in the same manner as the distortion. 
There is no advantage however in applying this method for the reduction 
of noise in low level amplifiers* since the loss of gain necessitates addi- 
tional amplification which also brings up the noise. The hum from a 
poorly filtered power supply tends to be reduced by feedback, but there 
are other contributing factors such as the change of effective plate resist- 
ance (due to feedback) which also affects the hum. 

The Effect of Voltage Feedback on Frequency Response 

Let M =z gain of amplifier at one frequency 
and N =r gain of amplifier at another frequency. 

Then the ratio of gains without feedback will be M/N. 

With feedback the gains will be 

M 

M' = 

1 — 

N 

and N' = 

1 — /5N 

The ratio of gains with feedback will be 


M' 

M 1— /?N 

M 

1 — /5N 

N' 

1 — /3M N 

N 

1 — i9M 


This is equal to the ratio of gains without feedback multiplied by the factor 

1 — iSN 
1 — /3M 

and the result is that the gains at the two frequencies are more nearly 
identical owing to feedback. 

It can also be shown* that 

if fi = the frequency below the middle range at which the at- 
tenuation without feedback is x db, 
and fa =z the frequency above the middle range at which the at- 
tenuation without feedback is x db, 

then the corresponding frequencies (f/ and f/) with feedback are given by 

fi 


and fa' = fa (1 — jSM). 

These results hold only for feedback over a single stage. 

The Effect of Voltage Feedback on Ro 

Voltage feedback causes a reduction in the ^'internal generator im- 
pedance" (Ro) of the amplifier. The plate resistance of the final valve 


■P. E. Terman and Wen-Yaun Pan, Communications, pp. 5-7, March (IStS). 
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in the feedback circuit is not changed by feedback, but owing to the 
action of the feedback the effect is similar to that due to a change in the 
plate resistance. However the effect is similar whether the feedback is 
taken to the grid of the final valve, or to some earlier point, provided that 
the gain reduction factor is constant. 


Let E. = source of voltage inserted in the output circuit (see Fig. 8) with 
no voltage applied to the input, 


Tp r= plate resistance of final 
valve, 

= “internal generator Im- 
pedance*’ without feed- 
back, 

Ro = internal generator im- 
pedance with feedback. 

Rl =r load resistance, 


— 

GAIN « M 

T 


AMPLIFICATION 


r 

FACTOR - ^ 

i 

4 

J 




and I =z current flowing in plate Flaure 3 

circuit. 


Then the total voltage effective in producing the current 1 in the plate 
circuit Is 


E.-/8/1 (E.-RlI) 


= ( I — pfi) E, 4- pH- Ri'I 

The total resistance in the plate circuit is r, + Rl. 


The current (I) circulating in the plate circuit is given by 

(1 — Pn) E, + /3/xRlI 
I 

r„ H- Rl 

.M (rp + Rl - /S^Rl) (1 - E, 

(1 - M E. 


(1 — p/j.) Rl + rp 

E. 

I 

Rl + [rp/(l-/3,.)] 

The current which, with an applied voltage E, would flow through a 
resistance of value given by the expression following: 


Rl 4- 

\ — Pit. 

and therefore the “internal generator impedance” of the amplifier is given 
by 

Tp 1 


\—Plt. (l/fp)— /J-gm 

where gm = Mutual conductance of the output valve. 

It should be noted that the plate resistance Is reduced by a factor 
1/(1 — fi/i) while the gain is reduced by a factor 1/(1 — fiM), Since 
p is negative (1 — Pm) Is greater than 1. 
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Current Feedback 

The arrangement for Current Feedback la 8ho#n in Figs. 4 and 5. A 
resistance, Re in series with the load Ri^ provides a voltage drop 
IRe which is fed back in opposition to the input voltage e^ For the same 
gain reduction factor. Current Feedback provides the same decrease in Har- 
monic Distortion as Voltage Feedback. 


The Effect of Current Feedback on Ro and Gain 

A similar method to that used for voltage feedback gives the result 
Ro rp -f (fi -I- 1 ) Rc 

The increase in the effective Internal resistance makes this type of feed- 
back less desirable for use with the Anal stage when this is a pentode or 
tetrode feeding a loudspeaker, but in other applications (e g., phase splitter) 
it is of value. The most common form of Current Feedback is that In 
which the plate load resistance is divided, part being common to both 
input and output circuits (Figs. 4 and 6). 




1 — 

'T 

r 


1 j 

e' 

e 

GAIN « M 


0-1 

1 





J 



Figure 4 (above), and 
Figure 6 (at right). 



The gain of the stage shown in Figs. 4 and 5, considering the total 
voltage across R^ and Rl as the output voltage, may be shown to be 

E (R^. -|- Rl) 

— 

c' Re + 1) + Rl + rp 

if R« = Rl = R as for a phase splitter. 


2fiR 

M' « 

R + 2) + rp 


which is always less than 2. 

If R« =r R and Rl r= 0 as for cathode loading. 


fiR 1 

M' 

R (a* + 0 + r|i 1 + [R + rp)/ftR) 


which is always less than unity. 



40 


Chapter 6. 


The EflFect of Current Feedback on Input Resistance 

The input resistance (R|) of the phase split- 



When Rl == 0 as for cathode loading, R\ = R,/ (1 — MO, where M' is 
calculated on R, as total load. 

If M' 0.9 then Ri zz 10 R.. 


Application of Negative Feedback 


There are many methods of applying Negative Feedback, but reference 
can only be made to a few. When a single power valve is used with 
transformer coupling to its grid, the circuit of Fig. 7 may be used. In this 
circuit the feedback factor /3 zz Ra/lRi H" RO, provided that the reactance 


of C is negligible. 

When two valves are used in push-pull 
with transformer coupling there is a ten- 
dency for positive feedback to occur at 
certain frequencies, possibly resulting in 
instability. By means of a special design 
of transformer* it is possible to avoid this 
instability but the cost is considerable as 
compared with that for resistance coupling. 
Alternatively the secondary sections of the 
transformer may be shunted by a resistance 
and capacitance in parallel, the values of both components being selected 
by trial. On account of the cost of a special transformer together with 
the risk of instability due to unpredictable effects of varying transformer 
construction, resistance coupling is to be preferred. 



Figure 7 


With resistance coupling either Series or Parallel Feedback may be 
used. A simple type of parallel feedback is shown in Fig. 8. The feed- 
back factor is approximately R/(R + RJ where R is the resultant imped- 
ance of Ri in parallel with the plate resistance and load resistance of the 
preceding valve. A serious disadvantage of this arrangement is that the 
input impedance of the power valve is made very low, and Ci must be 
increased in capacitance to provide adequate bass response. €« is merely 
a blocking condenser. An improved parallel arrangement is shown in 
Fig. 9. In this the feedback factor is approximately R/(R + R,) where 


1 


1 1 1 
- + - + - 
fpi Ri R2 


*Radfotronlcs 76 (26th May, 1937), pp. 42*44. 
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With all forms of parallel feedback it is found that as the feedback 
factor is increased, a critical value will be reached at which the amplifi- 
cation is zero and the attenuation of the stage is therefore infinite. This* 




Figure 8 Figure 9 

effect has been used for the purpose of attenuation, but is not normally 
encountered with practical amplifiers. The approximate formulae given 
for the feedback factor should be applied only for small values of feedback. 

A particularly satisfactory arrangement is the Series Feedback Circuit 
(Fig. 10). In this, the feedback factor is 

R. R. 


Rj “f- Rl 





Ro 

+ Rl 






Tp . Rg 

where R* 

tp -j- Rg 

If (R» -f Rl) » Rs, as is generally 
the case, the feedback factor is ap- 
proximately 

Rg R2 


Rg Rl Rl ~|- R2 


The Series Feedback Circuit has been fully described elsewhere*. 


All these methods of obtaining Negative Feedback with resistance 
coupling are best used with a pentode in the preceding stage. This is 
because 


1. There is less shunting of the feedback voltage due to the plate re- 
sistance of this valve 

2. A pentode may be used with any value of load resistance without 
serious distortion, while a triode \alve gives serious distortion 
when the load resistance is decreased much below the plate resist- 
ance; in the extreme case the triode may even reach plate current 
cutoff during part of the cycle and the distortion is then very 
distressing, 

3. The gain of the pentode is inherently higher, so that an appreciable 
gain reduction still leaves a reasonable stage gain, whereas an 
additional stage may be required with triodes. 


*Rad!otronic8 74 (Sist March, 1937), p. 18. Radlotronics 81 (15th November, 1987), 
P. 87. Wireless World (17th November. 1988). pp. 437-488. 
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Negative Feedback with a resistance coupled push-pull amplifler may 
Introduce Instability at certain (usually very low) frequencies. The circuit 
shown in Fig. 11, in which feedback is taken over three stages to the 
screen of the first stage, is normally free from instability. However, as the 
feedback voltage is taken from only one side of the output transformer, 
there should be tight coupling between the two halves of the primary. 
Although on a resistive load it is probable that this circuit would be re- 
generative at very low and very high frequencies, as described earlier in 
the Chapter, it is found on a loudspeaker load that no trouble is normally 
experienced. The small condenser (100 from the plate of the first 

valve to earth has the effect of avoiding high frequency parasitics due 
to lack of balance in the output transformer. 

With the preceding arrangement any unbalance in the circuit, or im- 
perfect coupling between the two halves of the transformer primary, has 
the effect of increasing the overall distortion, even though it may still be 
much less than without feedback. An improvement may be effected by 



taking the feedback voltage from both plates to suitable points in the cir- 
cuit. Care should be taken to avoid instability which may arise if there 
is any mutual coupling between the two sides of the amplifier. 

In the circuit of Fig. 11, if /ngjga is the amplification factor of the first 
valve from gj to g-, the feedback factor will be 

P ^ 

Rl -f- R 2 f^glg2 

referred to the grid of the first stage 

where Ri = resistance from screen to blocking condenser (in this case 
0,03 megohm) 

and Ro = resistance from screen to plate of output stage (in this case 
1.5 megohm). 

If the value of Atgjg, is not available, it may be taken as approximately 
equal to the triode amplification factor fit. Its value may be determined 
by direct measurement on a valve bridge, or may be calculated in certain 
cases from published curves. In applying the usual formulae, the gain 
(M) must then be calculated from the grid of the first stage to one plate 
of the output stage (see Chapter 8). 
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One of the outstanding advantages of this circuit is that, since the 
feedback is essentially external to the amplifier prpper, each stage is only 
required to deliver the same output voltage as wohld be the case without* 
feedback. 


DESIGN DATA FOR NEGATIVE VOLTAGE FEEDBACK 

Let P fraction of output fed back to the grid, being negative for 
negative feedback, 

Ro =*» effective plate resistance with feedback, 
fi' effective amplification factor with feedback, 

M voltage gain of stage at one frequency without feedback, 
M' = voltage gain of stage at one frequency with feedback, 

N »=> voltage gain of stage at a second frequency, without 
feedback, 

N' =** voltage gain of stage at the second frequency with 
feedback, 

fi *= amplification factor of valve, 
gm » mutual conductance of valve, 
rp •=* plate resistance of valve, 

D » harmonic distortion without feedback, 

= harmonic distortion with feedback, 
fi ^ frequency below the middle range at which the attenuation 
without feedback is x db, 

(•2 = frequency above the middle range at which the attenuation 
without feedback is x db, 

fi' = frequency below the middle range at which the attenuation 
with feedback is x db, 

and {/ ^ frequency above the middle range at which the attenuation 
with feedback is x db. 


Formulae 

1 1 

*= approximately, — — 

(IM-/^ ^ 


1 


Ro 


(l/rp) — /?.g,r 


= approximately, — 




1 — (Ro/*^p) 

P 

Ro • gin 


1 

approximately, 

Ro • gm 


M 

1 _ ^ . M — > gain reduction factor 

M' 
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M 

M' 

gain reduction factor 

M 

M' — 

1 - 

M — M' 

P 

MM' 

To reduce gain to half (i.e. M/M' « 2) ««• — 1/M 

D 

£>' «= approximately 

1 -i^M 

M' M 1 — /?N 

N' N 1 - ^M 

fi' 

1 - /SM 

fg' «=* f2 (1 — pM) 

Power sensitivity without feedback 

Power Sensitivity == 

(gain reduction factor)^ 


DESIGN DATA FOR NEGATIVE CURRENT FEEDBACK 

Let Rc **■ portion of load (Rl + Rc) common to both input and 
output circuits, 

Rl portion of load solely in output circuit, 

Rg grid resistor from grid to cathode, 
ft *= amplification factor of valve, 
rp »» plate resistance of valve, 

Ro « effective plate resistance with feedback, 
andM' « gain with feedback (output voltage taken across Rl Ke). 

Fonniilae 


Ro “ Tp /4 Rc 

(Rc + Rl) 

M' «« .... for general case 


Rc (m + 1 ) +Rl + Tp 
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2fiR 

M' — ■ .... for phase splitter 

R(^ + 2)+rp (R,-.Rl-.R) 

^R 

M' ■“ .... for cathode loading 

R (/i + 1 ) -t- tp (Re — R and Rl — 0) . 

Input resistance of phase splitter 


(-r) 


— 10 Rg when M' « 1.8. 

Editor's Note 

Since the preparation of thib chapter, a careful invehtigation hat* been made of a 
btage having a divided plate load rebistance (Fig. 5). One rehult of the invebtigation 
(which has not yet been published) is to show that the cathode portion of the load 
resistance (Rc) is subject to negative voltage feedback, while the plate portion (Rl) 
is subject to negative current feedback. The output resistance across Rl is given by 

Ro = fp -f- (fi "f 1) Rt 


while that across Rc is given by 


gin -f- 1/Rc 4“ 


tp + Rl 


or when Rl 0 as for cathode loading. 


Rc - 


1 1 

gm 4 1 

Rc rp 


which is approximately equal to the inverse of the mutual conductance. 
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Miller Effect 


The Miller Effect — with resistive load — example •— 
with partially reactive load — effect on tuned R.F. amplifier — 
change of input capacitance with grid bias — method of 
avoiding change of input capacitance with grid bias — 
automatic tone control. 


Miller Effect 

The grid Input impedance of a valve with a load in the plate circuit Is 
different from its Input Impedance with zero plate load: This effect is 
known as the Miller Effect. If the load in the plate circuit is a resistance, 
the input Impedance is purely capacitive, but if the load impedance has a 
reactive component the input impedance will have a resistive component. 

The case for a resistive load is readily 
calculated with reference to Fig. 1. The 
voltage on the grid is e, and therefore 
the voltage on the plate is — M . e, 
where M is the voltage gain from grid 
to plate. The difference in voltage be- 
tween grid and plate is therefore 

e, — ( - M .e.) or e, (M + 1). Flflure 1 

In any condenser, Q = C.E. and therefore the charge on the grid due 
to the grid-cathode capacitance is q, = . e,. 

In a similar manner the charge on the grid due to the grid plate 
capacitance C„ and the potential difference- e, (M -f- 1) is q^ = €„ (M H- 1) e,. 

• • qi “h ^1* = [Cgic -f- (M 4" 0 CjriJ 

The input capacitance corresponding to a charge of (qj q,) ig 
therefore 

c, -= Qk 4 - (M + 1) Qp . ... (1) 

As a practical example take a 6B6-6 (75) valve with 
Cpk —1.7 nixF 
C|rp — 1.7 |tnF 
and M — 60 times. 

We have therefore Q — 1.7 -(- (60 +1) 1.7 nfiF 
— 1.7 -f 61 X 1.7 
= 105 

which Is 81 times the Input capacitance with no load In the plate circuit 
The fact that the Input capacitance of a pentode valve is very much leaa 
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than that of a high-mu triode is one reason why pentodes are often pre- 
ferred as A.F. amplifiers. In all practical cases, of course, the stray 
capacitance from grid to plate should also be considered. 

When the load is partially reactive the input impedance is equivalent 
to that of a capacitance C' and a resistance R' in parallel from grid to 
cathode where 

C' - Qfc + (1 + M cos Qp (2) 

R'--C ^ (3) 

\ 2ir fCpp M sin d J 

and 6 is the angle by which the voltage across the load impedance leads 
the equivalent voltage acting in the plate circuit ie will be positive for an 
inductive load).* 

When S = 0, sin a r= 0 and cos 5 = 1, and these two expressions be- 
come similar to the results previously obtained for a resistive load (1). 
When the load is inductive, R' is negative and self-oscillation may occur. 
When the load is capacitive, R' is positive and there is reduced tendency 
to instability. When the load is purely reactive the Input capacitance 
becomes the same as for no load (C' = Cgt + Cgp). 

With an R.F. amplifier having a tuned plate circuit, when tuned to 
lesonance the load is resistive and the input capacitance is given by (1); 
when tuned to a frequency lower than the resonant frequency the load 
becomes inductive, the input capacitance decreases, and the input resist- 
ance becomes negative and tends to cause self-oscillation; when tuned to 
a frequency higher than the resonant frequency the load becomes partially 
capacitive, the Input capacitance decreases, and the input resistance be- 
comes positive 

One of the results of the Miller Effect is that in an R.F. or I.F. amplifier 
with A.V.C. applied to the signal grid, the capacitance across the tuned 
grid circuit varies with the signal strength and a certain amount of de- 
tuning occurs. In such amplifiers it is usually satisfactory to align the 
tuned circuits on a weak signal and to accept the detuning on strong 
signals. However in a sharply tuned (e.g., I.F.) amplifier, it is desirable 
to adopt a tuning capacitance of not less than 100 ju/uF, and a value of 
200 fifiiF is frequently adopted because, amongst other reasons, it more 
completely “swamps** the change of input capacitance. In a variable 
selectivity I.F. Amplifier the Miller Effect is undesirable, and it is pre- 
ferable to employ a low gain (low M) buffer stage to which A.V.C. may 
be applied without appreciable detuning 

Negative Feedback may be used •• to compensate for this change in 
input capacitance. An unbypassed cathode resistor of suitable resistance 
provides negative current feedback which gives approximately constant 
input capacitance with change of grid bias when 

(Cs + Q) 

R, 

Qk • glk 

where n cathode resistor, 

C, = increase in input capacitance due to .space charge. 


•For derivation see F E. Terman “Radio Engineering.*’ pp. 231«233, McGraw-Hill, 
Second Edition (1937); also Bibliography at end of Chapter. 

••R. L. Freeman “Use of feedback to compensate for vacuum-tube Input capacit- 
ance variations with grid bln.s,“ Proc IRE, Vol 26, pp. 1360-1366; November 
(1938) 
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Cf = increase In input capacitance due to feedback through 

and gik z= transconductance between the grid and all other elements 
whose current flows through Ry. 

It will be seen that not only the effect of feedback through Cgp, but 
also the change in input capacitance due to space charge, are avoided by 
a suitable selection of Ry. Fortunately It is found that the required value 
of Rk is very close to the value required for self-bias, so that all that is 
necessary in many cases is to omit the cathode bypass condenser. This 
results in a loss of gain, but its use may frequently be justified by the 
advantages conferred in the way of constancy of input capacitance, in- 
creased plate resistance and improved stability. When this arrangement 
is used, it may be found practicable to decrease the tuning capacitance of 
the I.F. transformers and obtain increased transformer gain and selec- 
tivity which may partly offset the loss of valve gain. Alternatively the 
cathode resistor may be included in the secondary circuit of the input 
transformer by returning the condenser to cathode and the inductance 
to earth, but in this case the resistance should be only about 10 or 20 ohms. 
With the latter arrangement the loss of valve gain is negligibly small. 

The Miller Effect may be utilised to provide Automatic Tone Control 
in an audio A.V.C. stage. An artificial Increase in is made by the 
addition of a small condenser, and the input capacitance, being approxi- 
mately proportional to the gain, varies from (Cgk + Cp,,) to [Cgk -f (M -f 1) 
Cgp]. Since the highest input capacitance occurs with weak signals there 
is a consequent attenuation of the higher audio frequencies on weak signals 
similar to that provided by the conventional manual tone control. The 
principal difficulty in the application of this arrangement is to obtain suf- 
ficient variation of M through audio A.V.C. action, without introducing 
distortion and overloading elsewhere in the circuit. 

One of the most valuable applications of the Miller Effect is to the 
Control Valve or Electronic Reactance used in A.F.C. Circuits (see under 
Automatic Frequency Control). 
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CHAPTER 8 

Audio Amplifier Design 

Input and output specifications Examples of design — 
(1) Amplifier with triode output— (2) Amplifier with 
pentode output — (3) Push-pull amplifier with triode out- 
put stage — (4) Push-pull amplifier with pentode output 
stage — (5) Single beam power tetrode with feedback — 
Frequency Response — Examples — Equivalent Circiuts 
for resistance capacitance amplifiers. 


Amplifier Design 

In thiB chapter It Is proposed to give an outline of the methods to be 
used In the accurate design of amplifiers on the basis of information which 
is available to the radio engineer. A high degree of accuracy Is possible 
and there is no reason for leaving to chance the gain, frequency response 
or distortion of an amplifier. 

The first step in the design of an amplifier is to set out the input 
voltage and output power which are required for the particular application. 
If these values are given in terms of decibels it is recommended that they 
be converted Into volts and watts respectively before commencing the de- 
sign. Reference may be made to the chapter on decibels for remarks on 
errors which are possible in decibel calculations and which are likely to 
be encountered in practice. Since the rating of microphones and similar 
sources of input voltage is often misunderstood, it is suggested that in place 
of these published ratings the approximate input voltage from the chosen 
microphone or pick-up should be determined. In order to allow for vari- 
ations in recording, or distance from the microphone, it is preferable to 
allow an amplifier voltage gain of three of four times the calculated mini- 
mum gain. An attenuator (volume control) in the amplifier may then be 
used to give any desired gain. 

A number of examples are given, and it is suggested that the general 
method of such calculations be followed if accuracy is desired. 


Gain 

Example 1. Amplifier with Triode Output 

Let us assume that an output of 3.5 watts is required from a triode. 
The obvious choice will be a 2A3 valve which gives an output power of 3.5 
watts with a load of 2,500 ohms, a plate voltage of 250 volts, and a grid 
bias of —45 volts. Actually the peak grid voltage tor the commencement 
of grid current will be less than 45 volts since the filament is directly 
heated and the centre tap returned to earth, but it will be convenient to 
work to the value of 46 volts. If self-bias is* used, and it is recommended 
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that it should be used in every case where permissible, the maximum grid 
resistor is 0.5 megohm; in order to suit this resistor, the coupling conden- 
ser may be 0.05 /xF. (see Chapter 1). It is now necessary to consider a 
suitable earlier stage capable of delivering 45 volts peak into a load of 0.5 
megohm. 

Type 6J7-G (6C6). with 250 volts supply, plate load resistance 0.25 
megohm, screen dropping resistor 1.5 megohm, cathode resistor 2,000 ohms 
and following grid resistor 0.5 megohm, gives a gain of 125 times at 0.25 
volt R.M.S. input, these values being obtained from the Radiotron data 
sheet on Resistance Coupled Pentodes. Suitable values of by-pass con- 
densers are 0.5 fiF from screen to earth and 25 /xP. from cathode to earth. 
The Input voltage will be 45/125 = 0.36 volt peak. The grid resistor of the 
6C6 should not exceed 1 megohm maximum; values of 1.0 or 0.5 megohm 
could be used. The coupling condenser may be 0.02 fiF. for 1 megohm or 
0.05 fiF. for 0.5 megohm. The input voltage of this stage Is suitable for an 
ordinary magnetic type of pick-up and the grid resistor may be made the 
volume control. A crystal pick-up may also be used but the volume control 
will need to be turned down lower than with a magnetic pick-up owing to 
the greater output voltage Note that no decoupling is required with a 
two stage amplifier (see Chapter 4). 

If it is desired to opeiate the amplifier from a microphone it will be 
necessary to add a preamplifying stage which may consist of a second 6J7-G 
(6C6) valve. Since this makes three stages In all, it will be necessary to 
decouple one stage which may be the first stage. With the same operating 
data as for the second stage and with a 1 megohm resistor following, the 
gain will be 150 times and the input voltage 0.36/150 = 0 0024 volt peak. 
If a 0.5 megohm resistor is used for the following valve, this voltage will 
be 0.36/125 = 0.0029 volt peak. Since the output ol a crystal microphone 
of the sensitive (diaphragm) type is approximately 0 01 volt R.M S , It will 
be seen that the voltage gain of the amplifier is five or six times 
as high as is necessary for the full power output specified. If the specified 
load resistance for the microphone is 5 megohms and only 2 megohms are 
inserted in the grid circuit of the first valve, it will then be necessary to 
insert 3 megohms in series with the microphone so that the Input voltage 
to the amplifier will therefore be 2/(2 -f 3) or 0.4 of the voltage developed 
by the microphone Alternatively a 5 megohm grid resistor may be used, 
and the heater voltage reduced to 4 5 volts For further information see 
Chapter 11 

It is necessaiy to insert in the amplifier a volume contiol which should 
not be in the first stage since the level is too low and noise may be encount- 
ered. It is suggested that this control should be in the second stage where 
it may form the control either for microphone or for pick-up input. 

The amplifier thus consists of three stages and the inputs to the first 
and second stages are 0 0024 and 0.36 volt peak, respectively. The distortion 
in the first stage will be negligible since the level is so low, while in the 
second stage the output voltage is well under the maximum output voltage 
(which is given for 3% distortion) and the distortion may therefore again 
be neglected. The sole remaining distortion is therefore that of the power 
stage which is approximately 5% second harmonic distortion and negligible 
third and higher harmonic distortion on a resistive load. On a loudspeaker 
load the distortion will vary with frequency, but normally will never exceed 
5% over the audio frequency range 


Example 2. Amplifier with Single Pentode Valve Output 

The method to be adopted in this case is identical with that of 
Example 1. 
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Example 3. Pueh-Puli Amplifier with Triode Output Stage 

(See Chapter 1, Pig. 11, for circuit diagram) 

Let us assume that an output of 7 watts is required; In this case two 
type 2A3's in Class A1 push-pull will be suitable. Reference to the char- 
acteristlcs shows that the load resistance plate to plate should be 6,00« 
ohms and the Input voltage 9n volts peak from grid to grid. If self-bias 
is used the grid resistor may be 0.5 megohm and the coupling condenser 
may be 0.05 nY, for each grid. A resistance coupled phase splitter is 
recommended in preference to a transformer, and if one having equal plate 
and cathode resistors is adopted, it may be treated (so far aa its output 
voltage Is concerned) as a straightforward resistance-coupled amplifier 
working Into a total load equal to the sum of the cathode and plate load 
resistors. Type 6J7-G (6C6) connected as a triode Is suitable for this 
position but any other general-purpose triode could be used with no 
appreciable difference in either gain or output. Reference to the table of 
resistance coupled amplifiers* shows that a peak output of 88 volts is 
obtainable with a supply of 300 volts, but since this Is barely sufficient for 
requirements the supply voltage should be increased to 400 volts, which 
will decrease the distortion in the stage and also allow for decoupling, if 
required. Loads of 0.05 megohm in cathode and plate circuits give a total 
load of 0.1 megohm; a decoupling resistor of one-fifth this value, namely. 
20,000 ohms, is suitable. For this load a cathode resistor of 4,000 ohms 
has been found suitable. The gain Is approximately 1.8 times from the input 
(grid of the phase changer to earth) to the output (from grid to grid). 
The Input voltage is therefore 90/1.8 = 50 volts peak from grid to earth. 
Note that the Input voltage from grid to cathode will be 5 volts peak and 
that there will be no overloading In this stage due to grid current since 
the remaining 45 volts peak of the input go towards counteracting the 
degenerative voltage in the cathode resistor. If a 1 megohm grid resistor 
were used for the phase splitting stage, this would be returned to the 
junction of the cathode bias resistor and the 0.05 megohm cathode load, 
and the input impedance of the stage would then be 10 megohms owing 
to negative current feedback (see Chapter 6). The coupling condenser 
therefore need only be 0.005 /iP. but It Is suggested that as 0.05 gP. Is 
used for other stages, its use should be standardised although such a high 
capacitance is not necessary. 

An additional stage is required before a pick up can be operated, and 
a second type 6J7-G (6C6) is recommended as a resistance coupled pentode. 
The gain is given in the table as 150 times with a grid resistor of 1 megohm 
for the following stage, and it will therefore be slightly greater than 160 
times with 10 megohms. The input voltage is therefore approximately 
60/160 or 0.33 volt peak, which is within the capabilities of most pick-ups. 
If a volume control be included in the amplifier it is suggested that it be 
incorporated in this grid circuit. 

If a preceding stage is required for operation from a microphone, the 
same method may be adopted as for Example 1. 

Example 4. Push-Pull Amplifier with Pentode Output 

The treatment of this amplifier is Identical to that for Example 3 


Example 5. Single Beam Power Tetrode with Feedback 
(See Chapter 6, Fig. 10, for circuit diagram) 

In order to demonstrate the method by which the gain of an amplifier 
with feedback Is calculated, let us assume a 6V6-G valve and the **8erles 
feedback’* circuit. This valve gives 4.25 watts output Into a load of 5,000 
ohms with 12.5 volts peak grid input voltage. Firstly it is necessary to 


*Radlotron loose-leaf valve data book. 
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calculate the gain of the preceding stage without feedback. Since the 
6V6-G grid resistor is limited to 0.5 megohm with self bias, the gain of a 
6J7-G (6C6) stage will be 125 times, and the input to its grid 12.5/125 or 
0.1 volt peak. Since this gain is unnecessarily high, a gain reduction factor 
of 2 or 3 times due to feedback is quite permissible. Since it is the gain 
reduction factor and not the percentage of feedback which is important it 
is now necessary to choose a percentage of feedback to give such a gain 
reduction factor. Since the load resistance is 5,000 ohms, let us assume 
that the percentage of feedback is sufficient to reduce the effective plate 
resistance to 2,500 ohms (i.e., RL/rp = 2) to be comparable with a triode. 
Reference to Chapter 6 gives the approximate formula: The feedback 
factor ^ is given by 


^ 1/ (Ro • S®) 

where Ro is the effective plate resistance In ohms (2,500 ohms) 

and g,„ is the mutual conductance in mhos (4,100 /umhos or 0.0041 
mho). 

This formula gives /3 = —0.098 or —9.8% approximately. The gain reduc* 
tion factor is (1 — /3M) where M is the voltage gain of the 6V6-C- from grid 
to plate under working conditions without feedback. The peak grid voltage 
is 12.5 volts for 4.25 watts output into 5,000 ohms, and therefore the audio 
plate voltage is X 5,000 or 146 volts R.M.S. which is equivalent to 

146 ^~2 or 206 volts peak. The voltage gain is therefore 206/12.5 or 16.5. 
The gain reduction factor (1 — pM) is therefore 1 + 0.098 X 16.5 which is 
2.62 times approximately. If the accurate formula given in Chapter 6 had 
been used the gain reduction factor would have been calculated as 2.53 
BO that the error due to the approximate formula is small. The voltage 
input to the 6J7-G (6C6) is therefore 0.1 X 2.53 or 0.253 volt peak (0.179 
volt R.M.S.), the gain reduction factor 2.53 and the effective plate resistance 
half the load resistance. The distortion produced by a 6V6-G with a re- 
sistive load is given as 4.5% second harmonic and 3.5% third harmonic; 
since the distortion is reduced by a factor equal to the inverse of the gain 
reduction factor, the distortion with feedback will be approximately 
4.5/2.53 or 1.78% second harmonic and 3.5/2.53 or 1.38% third harmonic. 
On a loudspeaker load the distortion will vary with frequency but will 
not rise much above these levels over the audio range. 

In order to provide 9.8% feedback, the voltage divider across the load 
must be such as to allow for the shunting effect of the grid resistor (0.5 
megohm) and the plate resistance of the preceding valve under working 
conditions (say 4 megohms) in parallel, or an effective shunt of 0.445 
megohm from grid to earth. The fed-back voltage at the grid is therefore 
0.445/(0.445 + 0.25) or 0,64 of the voltage fed back from the voltage 
divider connected across the load. The voltage divider across the load 
must therefore feed back 9.8/0.64 or 15.3% of the audio plate voltage. The 
total resistance of the voltage divider should be high compared with the 
load resistance. Suitable resistances are 9,000 and 50,000 ohms. If a 
higher input voltage is permissible the percentage of feedback may be 
increased up to 20% as desired. 

Example 6. Push-Pull Beam Tetrodes with Feedback 

When it is desired to use push-pull beam tetrodes with feedback, the 
calculation depends largely on the circuit arrangement. The circuit of Fig. 
11 of Chapter 6 will be adopted for this example. Let us assume that an 
output of 32 watts is required from 6L6-G valves with self-bias. A peak 
grid voltage of 28.5 volts is required for each valve for self-bias operation 
giving 32 watts into a load of 6,600 ohms plate to plate. If no feedback is 
used and the first stage is a 6J7-G (6C6) resistance coupled pentode and 
the second stage a similar type connected as a triode phase splitter, the 
total gain from the first grid to one grid of the push-pull stage will be 
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approximately 150 x 0.9 or 135 times as in Example 3. The Input voltage 
to the first grid will therefore be 28.5/135 or 0.211 volt peah. 

Let it be assumed that the feedback is taken from the appropriate 
6L6-G plate through a voltage divider to the screen of the first valve. The 
gain in a 6J7-G (6C6) from control grid to screen is approximately 20 
times, and therefore the gain from 6J7'G screen to one 6L6-G grid is 
135/20 or 6.75 times. The R.M.S. plate voltage of each 6L6-G at full output 
Is calculated from the square root of half the power output times half the 
load resistance plate to plate, i.e. V16 X 3,300' = 230 volts R.M.S. or 825 
volts peak. The gain in each 6L€‘G is therefore 325/28.5 or 11.4. The 
total gain from 6J7-G screen to one 6L6-G plate is therefore 6.75 X 11.4 
or 77. 

If a gain reduction factor of say 2 or 3 is required we may use the 
formula 

Gain reduction factor — 1 — 

where M = gain from 6J7-G screen to 6L6-G plate 

and = feedback factor (being negative for negative feedback). 

If a voltage divider consisting of 30,000 ohms and 1.5 megohm is adopted 
for convenience, /9 will be —0.03/1.53 or —0.0196 and the gain reduction 
factor 1 “h 77 X 0.0196 or 2.51. The input voltage will therefore be 0.211 
X 2.51 or 0.53 volt peak, equivalent to 0.37 volt R.M.S. The input voltage for 
any other feedback factor may be calculated similarly, and the effective 
plate resistance may be calculated as In Example 5. 

In the foregoing treatment it has been assumed that there is no shunting of 
the arm of the voltage divider betzveen screen and earth, caused by the valve. Such 
shunting zmll result in a slight reduction in the effective feedback fadtor. 


Frequency Response 

In any amplifier it is necessary to commence at the output end and 
work towards the input in order to determine the frequency response. 

EXAMPLE: To find the amplification of the circuit of Fig. 1 at 10,000 c/s. 
and at 50 c/s. 

In this case the output valve is a 2 A3 and the maximum output power 
is 3.5 watts into 2,500 ohms. The voltage across the load is therefore 


V3.5 X 2,500 = 94 volts R.M.S., or 132 volts peak. 

For this output a peak input 
voltage of 43 volts is requir- 
ed, and the voltage stage 
gain is 132/43 or 3 approxi- 
mately. 

The interelectrode cap- 
acitances are 
2A3: Cgt z= 9 fitiP. 

C„ = 13 fi/iF. 

Cpt = 4 fi/iF. 

6C6: Ciaput = 5 

C„ = 0.007 max. 

= 0.5 PpF. 

The input capacitance of the 2A3 is therefore (see Chapter 7) 

9 -f. [(3 -f- 1) X 13] or 61 ii/iF. 

Allowing 7.5 mmF. for stray capacitances and adding 6.5 p/iF. for the ouput 
capacitance of the 6C6, the total shunt capacitance across the input to the 
2A3 is 75 ttfiF. At 10,000 c/s, the reactance (Xe) of 75 p^F. is 0.212 megohm. 
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The resistance of the load resistor (0.25 megohm) and the grid resistor 
(0.5 megohm) in parallel is 

0.26 X 0.5 

, or 0.167 megohm. 

0.75 

The ratio XJRl is therefore 0.212/0.167 or 1.27. Reference to the Table 
of Shunt Capacitances (Chapter 9) gives, by interpolation M'/M = 0.80 
approximately. The only other source of high frequency loss is in the 
input to the 6C6. The gain of the 6C6 stage is 125 times and the input 
capacitance is 

5 + [(125 -f 1) X 0.007] or 5.88 /i/iF. maximum. 

This is negligible at 10,000 c/s. even with an input source (Z) of very 
high Impedance, while with a comparatively low value of Z the effect is 
still less. An interesting feature occurs with a low impedance input 
source when the volume control is moved. When the contact is at maxi- 
mum (A, Fig. 1) the grid input impedance is the resultant impedance of 
Z and 1.0 megohm in parallel, this being lower than Z. The effect of even 
a large input capacitance is therefore quite slight. As the contact is moved 
towards the centre (B) the resistance from grid to earth may rise, and 
the point of greatest input resistance is the point of greatest high frequency 
attenuation. 

In the case of Fig. 1 the input capacitance is so small that the effect 
of the input circuit on the high frequency response is negligible under all 
conditions. The overall response at 10,000 c/s. is therefore 80% of that at 
400 c/s., this corresponding to a drop of 2 db. If less drop is desirable 
and a slight loss of average gain is permissible the 0.25 megohm plate 
load resistor might be reduced to 0.1 megohm. If the 2A3 were replaced 
by a pentode, or if the 6C6 were replaced by a general purpose triode, the 
high frequency loss in the coupling between the stages would be reduced. 

If however a high-mu triode were used in place of the 6C6, the input 
capacitance would be very high and high frequency loss would occur unless 
a low resistance grid input circuit were adopted. 

The amplification at 50 c/s is affected by the 0.05 fiF. grid coupling con- 
denser and the three bypass condensers. 

Grid Coupling Condenser 

The reactance of 0.06 fiF at 60 c/s Is 63,700 ohms. This is in series with 
a total resistance of 


Rg + 

Tp Rl 

or in other words the grid resistor plus the combined resistance of the plate 
resistance and the load resistor in parallel. In this case 

Rg « 0.5 megohm 

fp «=*= 4 megohms (approximately) 

Rl ** 0.25 megohm 

and the total resistance is 


4 X 0.25 


0.5 -f 


4.25 


or 0.74 megohm 
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The Input Toltage to the 2A3 Is therefore 


55 


074 



or 0.996 of that at 400 c/s 


Cathode Bypass Condensers 

The effect of the cathode bypass condenser of the 2A3 may be calculated 
from the formula given in Chapter 4. 

M' * 1 + («Ck • Rk)* 

M (1 + aMRK)* + {o>Ck • Rk)* 

1 1 

where a *= -f* — 

M{Rl -f rp) Ri, 

1 1 

1 0.0005 

3 (2500 + 800) 2500 

Rk = 750 ohms 
M =3 

and oCk == 2ir50 X 25 X lO"® = 0.00785. 

.'. (1 + aMRK)2 = (1 + 0.0005 X 3 X 750)® = 4.52 
(uCk Rk)* ■= (0.00785X750)* = 34.6 


M' * 

1 + 34-6 

35*6 

M 

4-52 + 34*6 

39*12 

M" 




= 0*954 


M 




The effect of the cathode bypass condenser of the 6C6 stage may be 
calculated similarly. In this case 

a = 1/Rli approx. = 4 X 10“® approx 
Rk = 2000 ohms 
M «=“ 125 

and <»Ck = 2v50 X 25 X lO”® == 0.00785 

.•. (1 + oMRk)* = (1 + 4 X I0-« X 125 X 2000)* 4.0 

(o.Ck Rk)* — (0.00785 X 2000)* = 246. 

M' * 1-1- 246 

= 0-988 

M 4-1- 246 

M' 

=0-994 

M 
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Screen Bypass Condenser 

The effect of the screen bypass condenser of the 6C6 may be calculated 
from the formula given In Chapter 4. 


where 


M' 


1 a* + a*R.*to*C,* 

M 

A 

J {a + R.)* + 


Ra *= 1.5 megohm = 1.5 X 10^’ ohms 
loCg =- 27r50 X 0.5 X 10-® « 1.57 X 10“^ 
juLt 20 approximately 
gm *= 750 /Jtmhos = 750 X 10“® mhos 


ip 2.0 

i. 0.5 


ut ip 

a = — X — approximately 
gm It 


20 

X 4 == 1.07 X lO’*^ approx. 

750 X 10-® 


a*^ 

= 1.145 X 

10'" 



Rb) = 

= 2.582 X 

10'2 



o 

= 5.798 X 

10'^ 



M' 

/M45 

X 10'® 

+ 5-798 X 

10'« 

M 

V 2-582 

X 10'* 

+ 5-798 X 



/5-7y81 X 10^^ 


5-8238 X 


v/0-99557 
= 0-998 

The total reduction of gain at 60 c/s is approximately the product of the 
four individual gain ratios 

i.e., 0.996 X 0.953 X 0.994 X 0.998 == 0.941 
or approximately 0.5 db. 

The gain of the complete amplifier is therefore approximately down 2 
db. at 10.000 c/s and down 0.5 db. at 50 c/s. 
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Equivalent Circuits for Resistance Capacitance Amplifiers 


EQuivalent circuits are frequently of use in amplifier calculations. An 
equivalent circuit is generally restricted to audio (or radio) frequencies 
only, and no regard is paid to D.C. so that care is necessary to avoid errors 
due to misunderstanding. A valve may be considered as a generator of a 
constant voltage equal to in the plate circuit, the negative sign indi- 

cating the change of phase in the valve. The internal resistance of the 



From this understanding the equiva- 
lent circuit for Fig. 2 may be evolved. 
Fig. 3 shows one form of equivalent 
circuit at high frequencies when the 
reactance of C may be neglected. The 
load resistance R is obviously equal 
to that of Rl and R. in parallel. 

For certain purposes it is some- 
times convenient to adopt a different 


Figure 2 


form of equivalent circuit as shown in 
Pig. 4. In this arrangement the 


generator is assumed to deliver a constant current of — g^ . e^. In this case 
the load is equivalent to r- Rl and R, in parallel. For further information 
see P. E. Terman *‘Radio Engineering** (Second Edition) McGraw-Hill 1937, 



Figure 3 Figure 4 


Page 172 et seq., also W. G. Dow ‘‘Fundamentals of Engineering Elec- 
tronics,** McGraw-Hill 1937, Pages 266, 281, 318 et seq., also W. A. Barclay 
“The Variation of Magnification with Pitch in Resistance Capacity Coupled 
Amplifiers,*’ Wireless Engineer, Vol. 8, No. 94, pp. 362-369, July (1931). 


O 



58 


CHAPTER 9 

Tone Compensation and Tone Control 

Types of Tone Compensation circuits — - (a) Resonant •— 
effect of plate resistance of preceding valve — method for 
increasing effective plate resistance — typical circuits and 
frequency characteristics — boosting at resonance — attenu* 
ation at resonance — effect on apparent voliune — parallel- 
fed audio transformer — defects of resonant circuits — (b) 
Non-resonant circuits — using inductances — using combina- 
tions of resistance and capacitance — (1) shunt capacitance 
— (2) grid coupling condenser — (3) screen and cathode 
bypass condensers — (4) general filter circuit for constant 
voltage supply — (5) for constant current supply — (6) 
negative feedback — using tapping switch — selective har- 
monic distortion — to avoid effect on apparent volume — 
compensation for change in volume level — bass boosting 
for pick-up — Summary — Bibliography. 


Tone Compensation and Tone Control 

An "ideal** audio frequency amplifier Is one having a response which 
is linear and level over the whole audio frequency range. It Is sometimes 
desirable to control the frequency response so as to compensate for certain 
non-linear components such as pickups or loudspeakers, or to enable the 
listener to adjust the tone to suit his taste. Such methods of control are 
known by many naihes, such as Tone Compensation, Tone Control, and Bass 
Boosting. 

There are various methods which may be used to obtain special forms 
of tone compensation. Complicated "electrical networks’* with many com- 
ponent Inductances, resistances and capacitances are used largely by tele- 
phone engineers, in broadcast transmitting stations, and for the compensa- 
tion of high quality pickups, but their design is beyond the scope of this 
handbook. 

Comparatively simple combinations of resistance, capacitance and in- 
ductance may be used, in conjunction with amplifying valves, to produce 
a fairly wide range of frequency characteristics. These combinations may 
be divided into two principal groups 

(a) Resonant 

(b) Non-resonant. 

RESONANT types of tone compensation circuits incorporate values of 
inductance and capacitance which resonate within or close to the audio fre- 
quency range. Fig. 1 shows a parallel tuned resonant circuit L, C, in the grid 
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circuit of V2. At frequeucies far from resonance, the presence of L and 
C has no appreciable effect. At resonance, however, the, dynamic resistance 

of the tuned circuit becomes large, and 
the total impedance from the grid to V2 
to earth is Increased. If R1 is consider- 
ably less than the value of Rl and the 
plate resistance (rp) of VI In parallel, 
there will be an increase in the gain of 
the amplifier at the resonant frequency. 
If, however, Rl is nearly as great as, or 
greater than, Rl and r^ in parallel the 
effect at resonance will be slight. If 
VI is a resistance-coupled pentode, its 
plate resistance will be very great, and 
as a fair approximation may be regarded 
as having no shunting effect in comparison with that of Rl. If, on the 
other hand, VI is a triode, then Its plate resistance will normally be less 
than Rl, and Rl must be considerably lower than Vp for there to be any 
appreciable rise of output voltage at resonance. With a triode valve the 
load resistance should preferably be higher than the plate resistance, for 
if lower than the plate resistance there is danger of serious distortion 
unless the input voltage is very small. It is for these reasons that the 
circuit of Fig. 1 is more satisfactory with a pentode valve than with a 
triode. 



A resistance inserted (point X in Fig. 1) between the plate of Vs and 
the coupling condenser Ci may be used with a triode valve to increase the 
effective “internal generator impedance*’ so as to be equivalent to the use 
of a pentode valve. This results in a serious drop in gain but may be 
permissible in certain cases. An equivalent arrangement Is used in Figs. 
11, 13, 16, 16 and 17 which are described later in this chapter. 




Figure 2 (left) and figure 3 (right). Frequency Characteristics 
in fig. 3 are obtained when VI = Pentode; Rl = 40,000 ohms; 
L = 2.5 henries; C = 0.01 ^F.; Ci 0.02 ii¥. or higher; 
R, rr 1.0 megohm; and R is (curve C), infinity, (curve B), 
60,000 ohms, (curve A), 15,000 ohms. 


Fig. 2 is a variation of Fig. 1, with the resonant circuit in series with 
the plate load resistance. The increase of gain at resonance is only 
appreciable when Rl is considerably smaller than rp and Rl in parallel. 
For this reason the circuit of Fig. 2 is more suitable for use with a pentode 
than with a triode. 

Fig. 3 shows the effect of a typical amplifier using a pentode valve 
for VI and the circuit of either Fig. 1 or Fig. 2. Three curves are shovm, 
“A“ corresponding to fairly heavy damping of the tuned circuit, **B** to 
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decreased damping, and *'C*' to minimum damping. In Fig. 1 the total 
shunt resistance across the tuned circuit, with the resistance R omitted, is 

/ rp Rl 

Ri + 

\ fp Rh 

and in Fig. 2 it is 

/ fp Rl 


' fp + Ri 

The damping on the tuned circuit may be increased by the addition of the 
shunt resistance R shown in Figs. 1 and 2. 




Figure 4 (left) and figure 5 (right). Frequency Characteristics 
in fig. 5 are obtained when VI = Pentode; Rl =: 0.25 megohm; 
L = 2.5 henries; C = 0.01 mF.; C, = 0.5 ^F. or higher; Rj 
= 1,0 megohm; and R is (curve A), 0.2 megohm, (curve B), 
75,000 ohms, (curve C), 35,000 ohms. 


A series resonant circuit is shown in Fig. 4 and the corresponding 
frequency response curve in Fig. 5. At the resonant frequency the tuned 
circuit acts as an absorption filter and reduces the gain of the amplifier. 
Curves A, B, C in Fig. 5 correspond to varying values of the series resist- 
ance R, At resonance, the total load on the valve is approximately the 
resultant of Rl, R^ and R in parallel. A pentode valve is desirable for VI, 
but a triode valve may be used provided that the input voltage is very low. 

A slightly modified arrangement is shown in Fig. 6 with the correspond- 
ing experimental frequency response curves in Fig. 7. This arrangement 
may be used to compensate for the apparent loss of bass and treble when 
listening at a low volume level 

All simple methods of continuously-variable tone control have an 
effect on the apparent volume, and a movement of the tone control generally 
necessitates a further adjustment of the volume control. The effect may 
he seen clearly from Fig 7 in which there is a loss of nearly 12 db at 
1000 c/s. between curves A and C. This is because these circuits merely 
attenuate certain frequencies, and the maximum gain at any frequency 
must always be less than the maximum gain of the amplifier under normal 
conditions for resistance-coupling. 

A special case of a resonant tone compensation circuit is that of a 
parallel-fed audio-frequency transformer, in which the frequency at which 
resonance occurs may be arranged to provide bass boosting, or to offset 
the bass attenuation due to low primary inductance (see Chapter 1). 
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There are certain defects in all resonant t 3 rpe 8 of tone compensation 
circuits, among which are the following:— 

(1) If the resonant circuit be lightly damped there is a danger T)f 
distortion, particularly with transients* Any sudden electrical dis- 
turbance causes the tuned circuit to oscillate at its natural fre- 
quency. The lower the damping, the longer this undesirable 
oscillation persists before it has decayed to a negligible level. 

(2) The shape of the characteristic is such that, for light damping 
and hence for large rise in gain at the resonant frequency, the 
response is too sharply peaked. 

(3) The resonant frequency is often critical, and in such cases both 
the Inductance and capacitance should be within rigidly narrow 
limits. The inductance of iron-core inductances varies with change 
of either direct-current or A.C. flux. 

(4) The inductance tends to pick up stray electromagnetic fields, and 
may give rise to hum, etc. Electrostatic screening (e.g. in 
aluminium can) is frequently of little value, while heavy iron 
shield cans are generally undesirable. 



Fig. 6. 


Non-Resonant Circuits 

Non*resonant circuits including Inductances have certain drawbacks 
compared with circuits using capacitances, among which are the following: — 

(1) The cost of inductances is very high compared with that of con- 
densers for the values usually required. 

(2) Inductances resonate with the stray self and circuit capacitances 
causing a peak or dip which may fall within the desired range of 
uniform response. 

(3) Inductances are liable to pick up considerable hum voltages from 
a nearby power transformer, and are therefore unsuitable for use 
in the early stages of an amplifier. 

On account of these defects, the following treatment will be limited to 
combinations of resistance and capacitance. 


(1) Shunt Capacitance 

One of the most common methods of tone control is to shunt the plate 
circuit of a valve by a capacitance, so as to attenuate the higher audio 
frequencies. The attenuation is a function of the plate resistance of the 
valve and the load resistance as well as of the frequency and capacitance. 
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The following formula may be used to calculate the relative amplification 
with and without a shunt capacitance: — 


M' 


M 


1 


v/1 4- (RVXc») 


RL X Tp 

Where R =: , 

Rl + Tp 

Rl =3 total effective load resistance in plat© circuit, 

Tp = plate resistance of valve, 

Xe = reactance of shunt capacitance across Rl, 
and X* = 

In many cases this formula may be used directly, and is reasonably 
simple for slide-rule calculations. In cases in which there Is a following 
grid resistor (R*). as well as a plate load resistor (Rl'), Rl should be 
taken as the resultant of Rl' and R, in parallel. The formula may also be 
stated as a function of Rl/X„ provided that the ratio of RL/rp is known. 

The following table has been calculated from this formula, and gives 
the relative gain with and without a shunt capacitance. 


Table 

Gain with capacitive shunt as a fraction of gain without shunt 


Xc 


M'/M 



Rl 

RL/rp»= 10 

RlAp = 5* 

RL/fp -= 2**1 

Pentodes 

0.05 

0.48 

0.29 

0.15 

0.05 

0.10 

0.74 

0.51 

0.29 

0.10 

0.20 

0.91 

0.77 

0.51 

0.20 

0.30 

0.957 

0.87 

0.67 

0.29 

0.40 

0.974 

0.92 

0.77 

0 37 

0.50 

0.983 

0 95 

0.83 

0.45 

0.60 

0.988 

0.96 

0.87 

0.51 

0.80 

0.994 

0.98 

0.92 

0.63 

1.0 

0.996 

0.986 

0 95 

0.71 

2.0 

0.999 

0 997 

0.986 

0.90 

6.0 

0.9999 

0.9995 

0.998 

0.98 

10.0 

0.99996 

0.99986 

0.9995 

0.995 

20.0 

0.99999 

0.99997 

0.99986 

0.999 


^Suitable for most general purpose triodes. 
•♦Suitable for most high-mu triodes. 
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(2) Grid Coupling Condenser 

The low audio frequency attenuation due to a grid coupling condenser 
may be used for purposes of tone control where bass attenuation is requir- 



rprouCMCv IN CVCLCS SECOND 


Figure 8. Frequency characteristics due to grid coupiing condenser 
with a grid resistor (Rg) 1.0 megohm. It is assumed that the plate 
resistance and load resistance in parallel of the preceding valve are 
negligibly small in comparison with Rg. When this does not hold 
(as with a pentode valve in the preceding stage), the attenuation is 
less than is shown by the curves, but may be obtained accurately 
by making Rg represent the grid resistor, in senes with r^ and 
Rl in parallel. These curves may be applied to any value of Rg 
by multiplying the values of C shown on the curves by a factor 
equal to that by which Rg is reduced (e.g., for Rg = 0.5 megohm 
multiply values of C by 2.). 

ed. The calculation of the loss of gain is treated in Chapter 1, to which 
reference should be made. The attenuation curves obtained under typical 
conditions are shown in Fig. 8. 

If the bass attenuation is required to be 
more gradual, or not to exceed a given 
value, the circuit of Fig. 9 may be used. In 
this circuit C2 is a blocking condenser 
and may be large in comparison with Cl. 
The resistor Rl limits the loss of gain to 
the value 

Figure 9 Rl 

Rl + 

at very low frequencies, neglecting the effect of C2. This circuit is a par- 
ticular case of the general type to be considered. 

Two or more stages having similar attenuation characateristics may 
be arranged in cascade to provide a steeper attenuation characteristic. 
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(3) Screen and Cathode Bypass Condensers for Tone Control 

A low value of cathode bypass condenser results in limited* bass at- 
tenuation. A low value of screen bypass condenser results in bass 
attenuation, particularly when the screen supply is from a high resistance 
dropping resistor. A sharper attenuation characteristic may be obtained 
by adjusting both screen and cathode bypass capacitances to produce 
simultaneous commencement of attenuation at the specified frequency. A still 
sharper attenuation characteristic may be obtained by using two or more 
such stages in cascade, or by combining with the above arrangement the 
simultaneous commencement of attenuation due to the grid coupling con- 
densers. 

Reference should be made to Chapter 4 for the calculation of the 
attenuation due to inadequate screen and cathode bypassing. 


(4) General Filter Circuit for Constant Voltage Supply 

The circuit shown in Fig. 10 may be used for the purpose of obtaining 
many forms of tone compensation. The values of the six components 
may be varied as desired to provide bass boosting or attenuation as well 
as treble boosting or attenuation. It is to be understood that the choice 
of values extends from zero to infinity, this being equivalent to the 
optional short-circuiting or open-circuiting of any one or more resistors 
or condensers. This form of filter is intended for use with a constant 
This holds approximately when a triode valve is used 


Figure 10. General filter circuit for constant 
voltage input. In the following treatment 
(Figures 11-18, inclusive), the values selected 
for the components as a basis for the fre- 
quency characteristics are : — 

Ri = R,^ =: 0.1 megohm. 

R3 = Ri = 15,900 ohms. 

Cl = Ca =: 0.01/uP. (Xc = 15,900 ohms at 1,000 c/s ) 


to supply the input voltage provided that the minimum load presented to 
the valve is not less than about Sr^. A pentode valve may be used provided 
that the minimum load presented by the filter network is not less than 
five times the plate load resistor. 

A number of special cases of this general circuit are shown In Figs. 
11 to 19 inclusive. 


input voltage (E,). 




•Even with no bypass, the attenuation is limited since it Is due to negative cur- 
rent feedback brought about by the cathode resistor being common to both Input 
and output circuits (see Chapter 6). Under no conditions is infinite attenuation 
possible by this means. 
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Fig. 11 shows an arrangement which may be used for bass boosting 
or for limited treble attenuation. The curve of frequency response may 
be moved bodily to the left or to the right by increasing or decreasing re- 
spectively the capacitance of Cs. The curve is asymptotic* to the values 


B.-E, 1 

R2 \ 

and E» = E) { 

R. ^ 

Ri + R2 / 

Ri + R. / 


\ 


^ R2 R4 ^ 



where Rg 

\ R2 + R J 




This network is equivalent to any valve (pentode or triode) in which R* 
represents the plate resistance, and Rs represents the resultant of the 
plate load resistance and the grid resistance in parallel. Resistor R, (BHg. 
11) may be in the form of a volume control. 



Fig. 12 is identical with Fig. 11 except that it is inverted, and may be 
used for limited bass attenuation or for limited treble boosting. The 
curve is asymptotic to the values 


Rg —j— R 2 


] and Eo = E, ( ^ \ 

/ \ Ri + R2 / 


/ Ri R:i 

where Rg j 

\ Ri + R:i 



*A curve is asymptotic to a straight line when it approaches it gradually, but does 
not reach it except at an infinite distance. 


C 
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Fig. 13 is a simple arrangement frequently used for treble attenuation, 
the curve is asymptotic to 

Eo = El and Eo =* 0. 



Fig. 14 is the inverse of Fig. 13 and may be used for bass attenuation. 
It is equivalent to the common arrangement in which Ci is the grid coup- 
ling condenser and R« is the grid resistor. The curve is asymptotic to 


Eo = Ei and Eo = 0. 



Fig. 15 is similar to Fig. 11 except that the resistor Ro has been re- 
moved. This circuit is particularly useful for bass boosting, but has the 
disadvantage that there is no resistor in the filter network which may be 
used as a volume control. The curve is asymptotic to 

Eo = E, and Eo == E, ( — ) 

' K] Ka I 




Figure 16 
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Fig. 16 is the inyerse of Fig. 16 and may be used for bass attenuation. 
This circuit is equivalent to a valve in which R. represents the plate resist* 
ance and plate load resistance in parallel, Ci represents the grid condenser 
and Rs the grid resistor. The curve is asymptotic to 

R2 

Eo « Ei and E© « 0 

R 2 *4" R 3 



C2 £0 

1 

10 - 

Figure 17 

Fig. 17 may be used for treble attenuation. It is equivalent to an 
arrangement in which Rj is the valve plate resistance, Ra the plate re- 
sistor, and Ca a shunt capacitance from plate to cathode. The curve is 
asymptotic to 


R. 

Ri *4” R 2 


id Eo 



10^^ 10^ 

Figure 18 


Fig. 18 18 the inverse of Fig. 17 and may be used for limited bass at- 
tenuation or treble boosting. The curve is asymptotic to 


Ei and £« « Ei 

Ri + R 2 

(3) Filter Networks for Constant Current Supply 

A pentode valve, when operated with a load which is always very much 
smaller than its plate resistance, may be considered as a source of constant 
current. Some typical filter networks which may be used with a source 
of constant current (I) are shown in Pigs. 19 and 20. 
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Fig. 19 Is a network whick may be used for bass boosting or treble 
attenuation. R, may represent the plate load resistor in parallel with the 



iO 10^ 10* 10* 


Figure 19. General filter circuit for constant current 
input (I). The frequency characteristic is obtained 
when Rj = 0.1 megohm; R, r= 15,900 ohms; and Ci = 

O.OImP. 

grid resistor; the grid coupling condenser is assumed to have negligible 
reactance. The curve is asymptotic to 



f ► 

Figure 20. Filter circuit for constant current input (I). 

The frequency characteristic is obtained when Rj = 0.1 
, megohm and Ci = 0.01 fiF. 

Pig. 20 is similar to Fig. 19, but with R short-circuited. The curve 
is asymptotic to 

E„ = IRi and Eo = 0 

(6) Tone Control by Negative Feedback 

One of the most attractive methods of Tone Control is by the use of 
Negative Feedback. If the feedback network is designed to feed back at 
one frequency a greater voltage than that at a second frequency, the de- 
generation will be greater at the first frequency than that at the second 
frequency. For example, if the voltage fed back at 400 c/s is greater than 
that at 50 c/s, there will be greater degeneration at 400 c/s than at 50 c/s, 
this being equivalent to bass boosting. By suitable choice of circuits and 
constants it is possible to obtain any combination of bass boosting or 
attenuation and treble boosting or attenuation. 

It is unfortunate that this method of tone control is liable to produce 
instability due to change of the phase angle of the voltage which is fed 
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back. This Is less likely to occur when the voltage Is fed back over one 
stage only, but under all circumstances care should be taken to check for 
stability. Instability may occur at very low or at very high frequencies 
which may be beyond the range of audible frequencies, but may, never- 
theless, result In distortion or “motor-boating.” 

Reference should be made to numerous articles in periodicals, some of 
which are Included in the Bibliography at the end of the chapter. 

TONE CONTROLS USING TAPPING SWITCH 

A tapping switch with two or more positions may be used to provide 
pre-selected tone combinations. 

For Speech It is desirable to give slight bass attenuation, particularly 
if the loudspeaker has a pronounced bass resonance at a frequency at or 
above 100 c/s. 

For Short-wave Reception it is desirable to give (at least as an alter- 
native) both bass and treble attenuation. 

For Music it may be desirable to have two positions, the first giving 
slight bass boosting alone, and the second increased bass boosting and 
either treble boosting or, preferably, wide I.F. band*pass. 

Special combinations may be arranged to suit Individual requirements. 

Selective Harmonic Distortion 

When a signal containing harmonics is applied to the grid of a tone- 
compensating stage, the harmonic distortion components may be either in- 
creased or decreased owing to the frequency response characteristic of the 
stage. This effect is quite independent of any harmonic distortion which 
may be introduced by the tone-compensating stage. 

For example, consider a tone-compensating stage which has the fol- 
lowing characteristic: — 


Frequency Gain above that at 400 c/s 

1.000 c/s 0 db 

2.000 c/s 4 db 

3.000 c/s 8 db 


If now an Input voltage having a fundamental frequency of 1,000 c/s, with 
5% second harmonic and 3% third harmonic distortion, is applied to the 
grid, the output will have 7,9% second harmonic and 7.5% third harmonic 
components. Since these harmonic frequencies were not present in the 
original signal their presence in the output voltage constitutes genuine dis- 
tortion. It is this distortion which is one of the most objectionable features 
of amplifiers which give a large degree of treble boosting, and cannot be 
avoided by any circuit arrangement or special device. 

The converse of this effect also holds, and treble attenuation results 
in a reduction of harmonic distortion for frequencies having greater at- 
tenuation of the harmonic frequencies than of the fundametal. A similar 
reduction of harmonic distortion for a certain band of frequencies results 
from the use of bass boosting. In both cases it is assumed that the tone- 
compensating stage Itself does not introduce any distortion. 

To Avoid Effect on Apparent Volume 

Whenever possible, it is desirable to reduce the effect on the apparent 
volume brought about by so-called “bass boosting,” which in reality 
amounts to attenuation of a wide band of frequencies in the middle of the 
audio range. If the “boosting” does not extend appreciably into the range 
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of middle frequencies, it will be satisfactory to maintain the middle fre- 
quencies at a constant level. In an amplifier using a tapping-switch tone- 
control it is possible to remove the bass (or treble) boosting without any 
serious effect on the apparent volume by short-circuiting the reactance 
which provides the increased impedance at the frequencies being boosted. 
For example in Pig. 11, a typical circuit for bass boosting, condenser C2 
may be short-circuited to remove the bass boosting without a serious effect 
on the apparent volume. If the degree of boosting is pronounced, or if 
it extends somewhat into the range of middle frequencies, a closer approxi- 
mation to constant volume on both positions may be made by switching 
C2 (Fig. 11) out of circuit and replacing it by a suitable resistor, the resist- 
ance of which may be determined by trial. 

With resonant methods of tone compensation (Figs. 1 and 2) a similar 
effect may be obtained by cutting out the tuned circuit and replacing it by 
a suitable value of resistance. In any other particular arrangement the 
method to be adopted should be sufficiently obvious to need no description. 

Although change in apparent volume may easily be avoided with a 
tapping-switch type of tone control, it is very difficult to avoid with a 
continuously variable type of control. One practicable arrangement is to 
use two audio channels, one of which handles the extreme bass without 

attenuation, and portion of the middle frequencies with progressively in- 

creasing attenuation, and the other handles the extreme treble without 
attenuation and portion of the middle frequencies with attenuation. A 

single control may then be used to give a suitable balance between bass 

and treble. The same principle may be extended to cover three or more 
frequency bands. 


Compensation for Change in Volume Level 

If the whole of the equipment from microphone to loudspeaker in- 
clusive has a uniform frequency response, the reproduction will only sound 
natural if the acoustic level of the reproduction is the same as that of the 
original sound. At lower levels, due to the characteristics of the human 
ear, there will be a pronounced drop in the apparent bass, and a less pro- 
nounced drop in the apparent treble. If the closest possible approach to 
the impression of the original sound is required at a lower acoustic level, 
it is necessary to provide the requisite degrees of bass and treble boosting. 

One method w'hich has good features is to combine the requisite tone- 
compensation with the volume control, so that at high settings of the 
volume control there is very little tone-compensation, while the degree of 
compensation increases as the setting is reduced. This method is only 
satisfactory if the input voltage to the volume control remains nearly 
constant over the whole range of conditions for which compensation is 
required. The method is only a compromise when used with a normal 5 
valve receiver with A.V.C., since the signal voltage may vary by as much 
as 16 db or more over the range of signal strengths likely to be encountered. 

A typical arrangement Is shown in Pig. 

21 in which a* tapped volume control is 
used. The maximum degree of compensa- 
tion is obtained when the moving contact 
is at the tapping point, and this point 
should therefore be arranged so as to suit 
the conditions found in a particular re- 
ceiver. The filter circuit may be of any 
design, and may be arranged to give bass 
boosting only, or a suitable balance between 
bass boosting and treble boosting. The 
one shown Is only for the purpose of illu- 
stration, and Incorporates a series resonant circuit tuned to 1,000 c/s which 




71 


Chapter 9. 

provides both bass and treble boosting. A more effective arrangement 
may be devised by the use of two tappings, each with a suitable liUer net- 
work. 

It should be noted that the lower portion of the volume control acts 
as a shunt on the filter circuit and thereby affects the frequency charac- 
teristic. 


Bass Boosting for Pickup 

The circuit of Pig. 22 may be used for insertion between the pickup 
and the amplifier to give bass boosting. As with other such circuits there 
18 a considerable loss of gain at middle frequencies, and it is only at low 
audio frequencies that the output voltage more nearly approaches that 
given by the pickup. As a close approximation, the maximum voltage 
output at middle and high frequencies may be taken as 



Figure 22. Filter circuit for 
bass boosting, intended for 
insertion between the pick- 
up and the grid of the first 
amplifier stage. 


Rm R;i 

E, 

Ri R2 + + ^2 R3 

where E, is the input voltage from the 
pickup. 

At very low frequencies the voltage 
output may be taken as being approxi- 
mately 


Rs 

El 

Ri * 4 “ R;i 


It is desirable for the load presented to the pickup at middle and high 
frequencies to be that recommended by the manufacturer of the pickup. 
This load is equal to 


R.> R3 

R, .4 

Ro -j- R3 

At low frequencies the load will approach the value (Rx -f R 3 ). 




Figure 23 (left). Frequency characteristic (solid line) of Fig. 22 
when Rx = 0.225 megohm; R, = 25.000 ohms; R, =: 1.0 megohm 
potentiometer; and C 0.02 fiF. Under these conditions, the 
bass boost approaches the 6 db. per octave (broken line) required 
for complete compensation of recording loss. 

Figure 24 (right). Frequency characteristic (solid line) of Pig. 22 
when Rx = 0.1775 megohm; R, = 75,000 ohms; R, =r 1.0 megohm 
potentiometer; and C = 0.01 ftP. Under these conditions the 
arrangement provides only partial compensation (approaching 3 db. 
per octave) for recording loss. 
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The frequency response curves obtained with selected values of com- 
ponents are giveu in Figs. 23 and 24. Fig. 23 shows an arrangement 
which provides approximately the full compensation (6 db. per octave*) re- 
quired by a pickup which, in itself, provides no increased bass response. 
The output curve of the pickup is assumed, for simplicity, to be straight 
and horizontal. Such a degree of compensation should not be used with 
a pickup which, as is generally the case, itself provides a certain amount 
of bass boosting, unless an exaggerated bass response is required. Fig. 24 
shows the frequency curve of an arrangement giving less pronounced 
bass boosting. 

Both Figs. 23 and 24 are taken for values of components which give 
a load on the pickup of 0.25 megohm at middle and high frequencies. If, 
for example, the load on the pickup is required to be 0.5 megohm, then the 
values of the three resistances should be multiplied by 2, and the value 
of the capacitance should be divided by 2, to give a similar frequency curve. 


Summary of General Features 

1. All methods of tone compensation result in a serious loss of gain over 
the portion of the frequency band which is not required to be ‘‘boosted.'* 

2. Most methods of tone compensation give a more or less slight decrease 
in gain at the frequency of greatest gain as compared with that obtain- 
able with normal resistance coupling. 

3. The frequency characteristic is dependent upon the impedance of the 
source of input voltage as well as upon the filter network. 

4. The maximum input voltage which may be applied without distortion 
to the grid of a valve having a filter network in its plate circuit is, in 
most cases, very much less than would be the case with normal 
resistance coupling. 

5. If any appreciable degree of “boosting** is required, it is at least desirable, 
and in many cases necessary, to have an additional stage of amplifica- 
tion. In most cases this stage should be the first stage in the amplifier, 
and in all cases should be operated at a low volume level. 
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CHAPTER 10 


Volume Expansion and Compression 

Volume Expansion — Volume Compression — Typical 
volume expander — Requirements for received sound to be 
identical with that in the studio. 

It is possible in an amplifier to vary the gain in such a manner that 
the greater the Input the greater the gain. Such procedure is called 
volume expansion and the reverse action is called volume compression. It 
is not possible here to comment on the desirability of such systems since 
many factors have to be considered. Various types of expansion or con- 
traction characteristics can be produced and a wide variation of the time 
constant can be obtained In general a time constant of about one-fifth 
of a second is usually considered reasonably satisfactory, but with elaborate 
amplifiers it is possible to obtain a more rapid pickup and a slower decline. 

A typical arrangement of a 
volume expander is a resist- 
ance - capacitance coupled 
super-control pentode which 
is used to amplify the incom- 
ing signals, and a separate 
amplifier also operated from 
the incoming signal, the out- 
put of which is used to feed 
a diode rectifier and thence 
to provide negative bias to 
the control grid of the super- 
control amplifier. Many 
arrangements may be adopt- 
ed, either single or push-pull, 
the push-pull arrangement 
being preferable since even 
harmonic distortion is bal- 
anced out. The super-con- 
trol valve may be either an ordinary R.F. pentode or one of the 6L7-G type. 
In the latter case use is made of the two separate grids, one being used 
for the signal input and the other for the control. A very widely used 
arrangement is shown in Fig 1, which is reasonably satisfactory provided 
that the input voltage does not exceed 0 25 volt R.M.S.; at higher input 
voltages the distortion becomes appreciable. In order to avoid micro- 
phonic troubles the controlled stage should be Radiotron 1612, this being 
a non-microphonic equivalent of the 6L7. 

Volume compressors are somewhat similar to volume expanders ex- 
cept that the action is inverted. 

All existing types of volume expanders and compressors necessarily 
need to be a compromise. If it is desired to make the received sound 
identical with that in the studio, it is necessary to have identi(‘ai contrac- 
tion and expansion characteristics, and zero time delay. This can only 
be obtained or approached closely by a system in which a monitor signal 
is transmitted In order to control the gain in the reproducing amplifier to 
correspond with the compression in the studio. 


1612 



Figure 1 
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CHAPTER 11 

Recording, Pickups, Microphones and Microphone 

Amplifiers 

Gramophone records — Pickups — Microphones — High 
and low impedance types — Microphone transformers — 
Mixing and attenuation — Ratings of output level — 
Coupling of crystal microphones — Microphone amplifiers 
— Appendix. 


Gramophone Records 

Standard “lateral-cut” grnTnophone records are recorded with 
a characteristic in which the amplitude of the needle move- 
ment is proportional to the input voltage for frequencies above 
250 c/s. Due to the fact that for constant acoustic power 
the amplitude increases as the frequency is decreased, a point is reached 

beyond which there is 
danger of one groove cutting 
into the next. Consequently 
below 250 c/s. the recording 
is made to follow a “Con- 
stant Amplitude Characteris- 
tic,” which means that the 
same amplitude holds for a 
given applied acoustic power 
at all frequencies. This is 
equivalent to a drop in out- 
put of 6 db. per octave (1 
octave =r frequency ratio 
2 ; 1), or to a voltage ratio 
of 2 : 1 per octave. The 
diagram (Fig. 1) shows the 
theoretical output given by an ideal uncompensated pickup, and also the 
compensation required (upper curve with broken line) for overall level 
response. 



Pickups 

There are many types of pickups in use and a complete survey is not 
practicable in this Handbook. All types, including crystal types, suffer to 
a greater or less extent from the following: — 

(1) Mechanical resonances of the pickup either in part or whole. 

(2) Mechanical resonance of the arm and pickup as a whole, 

(3) Harmonic distortion of the output due to non-linear relationship 
between the movement of the needle and the output voltage, 

(4) Non-uniform output voltage at all audible frequencies. 

(5) Wear of the record due to weight, poor tracking, mechanical 
damping, etc. 
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Mechanical resonances at the higher audio frequencies are objection- 
able, and may only be reduced by a modification in the internal structure of 
the pickup. Nearly all pickups employ some form of damping (usually 
mechanical) to reduce these resonances to some extent, but complete 
elimination is not practicable owing to wear caused on the record. 

Resonance of the arm as a whole is unavoidable, and is frequently 
used in popular types to improve the bass response, thereby giving some 
compensation for the recording characteristic. 

Harmonic distortion from many types of pickups is quite appreciable. 

The frequency response 
is one of the few character- 
istics generally available. In 
the case of most types for 
home use there is some in- ^ 
ternal bass compensation, g 
but the compensation is gen- ° ° 
erally rather poor, being too ? 
great at some frequencies o 
and too small at others. 

Most crystal pickups give an 
accentuated response from a 
very low frequency to a fre- 
quency above 400 c/s. A rntoucNcr c/s 

typical crystal pickup re- Figure 2 

sponse curve is shown in 

Fig, 2 so that it may be compared with the desired characteristic. The 
relative placing of the two chaiacteristics was arranged so that the response 
above 900 c/s. agrees very closely wdth the desired characteristic. The 
output of the crystal pickup is then 5 db above the desired characteristic 
at 125 and 400 c/s., and 7 db above at 200 to 250 c/s. At very low fre- 
quencies the output from the pickup does not continue to rise so rapidly 
as the desired characteristic, and the difference between the two curves 
becomes less. The overall result is that this crystal pickup gives an 
output which is accentuated at all frequencies below 800 c/s., with 
the greatest accentuation between 

200 and 260 c/s. This is not true C0UIV4UENT CIRCUIT 

bass boosting, nor does it give 
correct bass compensation for the 
recording A close approach to crystal 
the desired characteristic may, 
however, be made by adding an 
absorption filter tuned to about 
250 c/s. Figure 3 

The equivalent circuit of a crystal pickup (Fig. 3) is a voltage source 
(E) in series with a low resistance (R) and a capacitance (C) equal to 
that of the crystal. This series capacitance may be looked upon as the 
coupling condenser to the amplifier and load resistor. The bass response 
will be reduced if the resistance of the load resistor is low in the same 
manner as with a coupling condenser and grid resistor in a resistance 
coupled amplifier (see the Appendix at the end of this chapter for the 
mathematical formula). 

All popular types of pickups require a frequency correction filter in 
order to obtain correct compensation. A correction filter which gives 
compensation in accordance with the theoretical curve (Fig. 1) will not 
provide correct compensation if there is any non-linearity in the pickup 
response curve. For further information on simple frequency correction 
circuits see Chapter 9. 
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Record wear is unavoidable with all popular types of pickups, due to 
the weight which is necessary to prevent the ne^le from leaving the 
bottom of the groove. Wear of the walls of the groove is more serious than 
wear on the bottom, and may be caused by bad tracking, needle wear or 
heavy mechanical damping of the pickup. It is not possible to obtain good 
tracking with a simple straignt arm, although a long arm is less harmful 
than a short one. Most good pickups have either a bent arm or inclined 
needle in order to provide good tracking. In all cases the instructions 
provided by the pickup manufacturer should be followed in mounting the 
arm. 

The volume control should have a resistance value as recommended 
by the manufacturer. It must be understood that the resistance of the 
volume control should not be made equal to the impedance of the pickup. 
Operation with an incorrect resistance of volume control will in most cases 
affect the frequency response. 

The leads from the pickup should be as short as possible, shielded 
and earthed. The pickup arm or case, if of metal, should be earthed. 
It is generally also advisable to earth the motor and turntable. Even with 
these precautions hum may be experienced. Some types of motors induce 
hum into certain pickups, and this can be discovered by moving the pickup 
to and from (or across) the record. It may also be found with certain 
motors that the hum may be reduced by reversing the connections to the 
motor. If there is any difference in hum level with the motor switched on 
or off it is preferable for the connections to be arranged so that the hum 
is a minimum with the motor running. 

With high resistance volume controls it may be found that the hum is 
worst when the moving contact is about midway, since at higher settings 
the impedance of the pick-up is in parallel with the resistance of the 
volume control. This latter type of hum may be due to hum voltage picked 
up by the lead from the volume control to the grid of the valve. This lead 
should be short and thoroughly screened. 


Microphones 


Microphones may be divided into two groups: 

(1) Low impedance 

(2) High impedance. 

In the first group are various types of carbon or granule, velocity (or 
ribbon), and dynamic microphones. In the second group are condenser 
and crystal microphones. The latter may be subdivided into: 

(a) Diaphragm types, giving greater output but having poorer fidelity, 
and (b) Sound cell types in which the air pressure operates directly on the 
crystal face. 


All low Impedance types of microphones are normally used with transform- 
ers which operate into a loaded line and which reflect into the primary a 
load suited to the particular type of microphone (Fig. 4). 

If the rated load for a particular microphone is R, and the transformer 
has a step-up turns ratio of N times, then the secondary should be loaded 

by a resistance N*R. 


tMPCOAMTC 
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Figure 4 


If the rated microphone load resist- 
ance is 50 ohms, and the secondary is 
to feed a 500 ohm line, then the trans- 
former turns ratio (neglecting losses) 
should be 

N — V500/50 — 3.16 


The **loading'’ is not due to the microphone or to the transformer, 
but must be introduced by a resistance. If this load resistance is applied 
to the secondary of the transformer the '^reflected** load resistance on the 
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primary is equal to this resistance divided by the square of the transformer 
step-up turns ratio. For further information on transformers see Chapter 26. 

If the secondary of the transformer is to feed directly into the grid of 
a valve (as is generally the case with low level microphones) the trans- 
former step-up ratio may be very high. There is difficulty in the design 
of very high-ratio transformers owing to imperfect coupling between wind- 
ings (i.e., leakage inductance) and the ratio may be restricted for this or 
other reasons. A secondary load impedance of 100,000 ohms is a fairly 
typical value under these conditions. 

Mixing and attenuation with low level microphones is preferably carried 
out after pre-amplification so as to avoid any increase of noise level. With 
high level microphones (say —45 db or above where 0 db = 6 mW.) mixing 
may be carried out, if desired, between the microphone and the first grid. 
For mixing methods see Chapter 12. 

The “level*’ of microphones is frequently given in terms of decibels 
(see Chapter 13) but care should be taken to avoid errors due to confusion. 
Some low impedance microphones appear to be rated In terms of decibels 
of power on a basis of 0 db — 6 mW. although the basis of 0 db = 1 mW. 
is used very widely. Other reference levels used by certain microphone 
manufacturers are 10 mW. and 12.5 mW.,* the latter being used by R.C.A. 
At least some crystal microphones are rated in terms of decibels of 
voltage, on a basis of 0 db = 1 volt for a sound wave having a pressure 
of 1 dyne per square centimetre. The reason for the voltage rating is that 
the internal resistance of crystal microphones is very small compared with 
the load resistance, and their output voltage at middle and high frequencies 
is therefore approximately constant for widely differing values of load 
resistance. A further rating of microphone levrel, and one which has much 
to commend it, is in Volume Units (vu)t. The level in “vu” is numerically 
equal to the number of decibels above a standard reference volume level 
of 1 milliwatt. For further information see Chapter 13. 

It is impossible to stress too strongly the necessity for stating the zero 
reference level in connection with all decibel ratings for microphones. 
Serious errors have frequently arisen owing to the omission of the reference 
level in specifications. Many manufacturers of microphones fail to state 
what reference levels are u.-^ed. and as a consequence the output voltage 
can only be guessed at. 

It is also necessary for the sound pressure to be stated, but fortunately 
a pressure of 1 dyne per square centimetre is becoming standardised for 
studio type microphones. A sound pressure of 10 dynes per square centi- 
metre is frequently used for microphones which are intended to be used 
in close proximity to the speaker, as more closely resembling typical 
operating conditions To convert from a pressure of 10 dynes/cm.® to 
that of 1 dyne/cm.“ it is only nece.ssary to subtract 20 db. It is advisable 
to avoid using the term “1 bar” as indicating 1 dyne per square centimetre, 
since 1 bar (correctly used) represents 10* dynes per square centimetre. 


Coupling of Crystal Microphones 

Crystal microphones require a high load resistance, generally of the 
order of 5 megohms. Since this is well above the maximum permitted in 
the grid circuit of a valve it is necessary to find a way out of the difllculty. 

•The reference level of 12.5 mW. appeare to be used in conjunction with a sound 
pressure of 10 dynes per square centimetre, and due allowance should be made 
for the latter. 

tHoward A. Chinn, “Broadcast Studio Audio-Frequency Systems Design,” Proc. 
I.R.B. February, 1939, page 83. 

H. A. Affel, H. A. Clhinn and R. M Morris, “A Standard VI and Reference Level,” 
Communications. April, 1939, pp. 10-11 ff 
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Fig. 5 shows one method which is satisfactory with all types of resist* 
ance coupled valves. The load is divided into sectioits of 3 and 2 megohms, 
and the 2 megohms section only is in the grid circuit. This results in a 
loss of gain of approximately 8 db. 

An arrangement which may be used only with particular types of valves 
is to reduce the heater voltage until grid emission in the valve is negligible, 
in which case the grid resistor may be increased to 5 megohms (Fig. 6) 
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Figure 5 Figure 6 

This is possible with types 6J7-G or 6C6, in which the heater voltage may be 
reduced to 4.5 volts. Only resistance coupling may be used with such a 
high grid circuit resistance and the total cathode current is limited to 
1 mA. Other types of valves should not be used at low heater voltages 
unless specifically recommended for this application by the valve 
manufacturers. 


Microphone Amplifiers 

Either triode or pentode valves or combinations of both, may be used 
in microphone amplifiers. Pentode valves have the advantage that the 
input circuit is very little influenced by the Miller Effect and a high imped- 
ance source may be used. Low Mu triodes may also be used with a high 
impedance input circuit, but have the disadvantage of low stage gain. High 
Mu triode valves may only be used for fidelity with a low impedance source. 

The pentode has the advantage of giving a very high gain (40 db or 
more) in a single stage, but is more subject to hum pickup in the plate 
circuit or the grid circuit of the following stage. Due to the high imped- 
ance of the combined plate and grid circuit, extreme care is necessary to 
avoid hum pickup due to the proximity of A.C. leads. For this reason, a 
valve having a grid brought out to a top cap is desirable, since the grid 
circuit may be screened effectively from the heater leads. The lead to 
the grid should be completely screened. Heater leads should be twisted 
and wired so as to be least likely to cause induction into other leads. 

Owing to the characteristics of a pentode valve, it is necessary for the 
following stage to have low input capacitance, and hence low Miller-Effect 
capacitance. A pentode may be followed by a low Mu triode stage or by 
a second pentode stage, but should not be followed by a high Mu triode 
stage owing to the excessive Miller-Effect capacitance. See also Chapter 8. 

The use of a valve which has been specially designed for low level micro- 
phone amplifier work is strongly to be recommended. Type 1603 is a glass 
valve particularly suited for use with A.C. operated amplifiers, and in addi- 
tion to being non-microphonic it should be found less likely to cause hum. 
An equivalent valve In the metal series is type 1620. The return point 
from the heater circuit may be made from a centre tapped resistor across 
the heater terminals, although in certain cases a slight advantage is ob- 
tained through varying the tapping point slightly to one side or the other 
along the divider. It will generally be found that there is a point dt which 
minimum hum occurs. In many cases it will be sufficient merely to centre- 
tap the resistor across the heater terminals and td return this point to 
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earth. When extremely high gain is used the heater may be returned 
to a point of variable D.C. voltage, having a range of up to say 12 volts 
either positive or negative with respect to the cathode. 

Low level microphones require extremely high ampliiication so that 
noises, due to electron movements either in circuit impedances or in the 
valve, assume large proportions. Care should be taken to select resistors 
which have the minimum of noise, since considerable variations exist be- 
tween different makes. However, even with perfectly made resistors, the 
residual noise is unavoidable, and any decrease of impedance with a view 
to decreasing the noise results in a greater decrease of signal level. The 
valve noise and resistor noise are due to the fact that an electric current Is 
not a perfectly smooth uniform stream, but is equivalent to the passage 
of large numbers of discrete electron charges. Due to the nature of elec- 
tricity, it is impossible to avoid such noise when extremely high amplifica- 
tion is used. 

In order to avoid noise from attenuators, it is advisable to carry out 
attenuation or mixing at an intermediate level. Thus, the amplifier 
usually consists of a preamplifier between the microphone and the attenua- 
tor, and a main amplifier beyond the attenuator. 


Appendix 

A crystal microphone or crystal pickup is equivalent to a capacitance 
having small internal resistance. Owing to the low internal resistance, the 
output voltage at middle frequencies is almost entirely independent of the 
load resistance. The loss of gain due to long leads is given in decibels by 

20 logto (1 + C,/C>) 

where Ci represents the capacitance of the load and Cg that of the crystal 
device. 

The capacitance of the crystal may be considered as a coupling 
capacitance between the source of voltage and the load (Fig. 3). The 
lower the load resistance, the greater the loss of low frequencies, so that 
attenuation of the bass may be obtained by operating with a lower value 
of load resistance than is recommended. 

The loss in db. at a frequency f is 

10 logic [1 + (159,000/fCRL)2] 
where Rl = load resistance in ohms 

and C = capacitance of crystal together with capacitance of cable (if 
any) in ^F. 
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CHAPTER 12 


Audio Frequency Mixing Systems 

j 

Simple mixing devices •— Series and parallel arrangements 

— T attenuators — Bridge circuit — Common plate load 
for two valves — Means for preventing loading of one stage 
by the plate resistance of the other — Use of pentode valves 

— Complete mixing systems. 


In studio equipment, it is generally necessary to provide 
some convenient method of changing the source of input. The simplest 
method is to use a change-over switch (Fig. 1), which may have as many 
contacts as desired. Rotating such a switch, however, gives rise to volt- 
age surges, which if not injurious to the output valves, at least cause 
objectionable “thumps” in the reproduction. Hence it is usually necessary 
to Insert a volume control after the switch, which may be turned down 
during the change-over. 

When it is desired to “mix” the Inputs in controllable proportions, 
more complicated circuits become necessary. 

The simple series mixer of Fig. 2 has three serious drawbacks. (a) 
Both sides of Input B are above earth. (b) Stray capacitances to earth 
of channel B tend to by-pass the high frequencies of channel A. (c> Any 
hum picked up in channel B is fed without appreciable attenuation to the 
following grid. With care the system may be made to give reasonable 
results, but is limited in its usefulness. 

A more satisfactory circuit is shown in Fig. 3. The inputs are really 
in parallel and one side of each is returned directly to earth. The series 
resistors Ra and R, prevent either control short-circuiting the other. Too 
low a value will reduce their effectiveness. The upper limit is set both by 
the maximum permissible grid resistance and the input capacitance of the 
following valve. 

For very high-Mu triodes, such as type 75, which have a comparatively 
large input capacitance, attenuation at high audio frequencies becomes 
serious if R* and exceed 0.25 megohm. For most other valves, 0.5 
megohm may be considered a practical limit. 

If Rg and R 4 be each 0.5 megohm, then the potentiometers R^ and Rt 
may have any values up to 0.5 megohm, which is the correct load for high 
impedance or crystal pick-^ps. Under these conditions the maximum loss 
is 6 db. 

Figs. 4 and 5 show two methods widely used in communication engi- 
neering. The first uses a pair of T-attenuators, which provide constant 
input and output impedances for all settings. The second is a bridge 
circuit Both circuits are intended for use with low impedance lines, and 
are too costly for the average experimenter. 
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Possibly the most satisfactory arrangement is to feed the two inputs 
to the grids of two valves which have a common plate load. In this way 
the input circuits are quite isolated and the setting of one control can 
have no effect on the other. 



Figures 1 to 9, inclusive 

Fig. 6 shows the simplest possible arrangement, using a 6N7-G twin 
triode valve. It is obvious that the plate resistance of the two sections 
are in parallel, so that each triode works into an A.C. load less than its own 
plate resistance. Under such conditions the voltage output for a given 
percentage of distortion is seriously limited. 

The effect is greatly reduced by the insertion of isolating resiators 
as in Fig. 7. With this arrangement a stage gain of 10 may be obtained 
with a peak voltage output capability of 35 volts. 

The performance of such a mixer may still further be improved by re- 
placing the two triode units with a pair of pentodes. The plate resistance 
of Radiotron 6J7-G as a resistance coupled amplifier is in the order of 3 
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megobms, so tbat the isolating resistors at Fig. 7 are not necessary, and 
very nearly the tuJl gain of the pentode stage may be realised. With the 
circuit as Fig. 8 the stage gain will be 120, with a peak voltage output of 
approximately 45 volts. Omission of the cathode by-pass condenser re- 
duces the gain by one-half, but improves the linearity of the stage. 

In any mixing system it is desirable that the input voltages to all 
channels be as nearly equal as possible, so that similar settings of the 
controls will produce similar output voltages. Hence where the output 
from a pick-up is to be mixed with that of a low-level microphone, it will 
generally be desirable to incorporate one stage of amplification between 
the microphone and the mixer stage to raise its level to that of the pick-up 
(cf. Pig. 1). 

Fig. 8 illustrates a fairly large mixing system which provides adequate 
control of two microphones and two pick-ups and has sufficient gain to 
provide from them an output of about 30 volts. Note that no controls 
have been used in the grid circuits of the 6N7-G, since the low level micro- 
phones can never overload that valve. 


0 
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CHAPTER 13 


Decibels, Nepers, Volume Units and Phons 

Bels — Decibels — Reference level — Application of 
decibels — Barely perceptible changes — Use of decibels for 
voltage ratings — Errors due to incorrect use — Microphone 
ratings — Nepers — Volume units — Phons. 


Bels and Decibels 


It has been found that the impression of magnitude of many physical 
quantities is approximately proportional to the logarithm of their magni- 
tudes. Therefore a convenient method of comparing them would be on a 
logarithmic basis. 

The common logarithm of the ratio of two powers defines a number 
which is expressed in “bels.” The more commonly used unit is the 
“decibel.” which is one-tenth of the bel. 


Thus, the number of decibels difference in level between Wj watts and 
Ws watts is 


Wa 


10 logio 

Wi 


Since W E X I = EVR, the ratio WVW, is equal to E;VEj= provided 
that R is the same in each case. 


In this case the difference in magnitude is 

E2* Eo 

10 logio =“ 20 logio (R being constant) 

Ei2 El 

The same holds in the case of A.C. circuits provided that the impedances 
Zx and Za across which E^ and E, are measured are equal. 

When the impedances are not equal the gain in decibels is equal to 


E2 

Zi 

^2 

20 logio — 

+ 10 logio 

4" 10 logio — 

El 

Z2 

ki 

I 2 

Z2 

1^2 

20 logio 

+ 10 logio 

-(-10 logio 

It 

Zi 



where Z, and Z,, are the corresponding impedances and kj and k,. the power 
factors of these impedances. The expression for decibel gain of two power 



Chapter 13. 

magnitudes Is not affected by the impedances. 
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W2 

I.C., the gain in decibels — 10 logic db. 

W, 

Since decibels refer to ratios, they may only be used as a measure of 
absolute magnitude when referred to a reference level. For example, *'20 db. 
(0 db. = 0.006 W.)" is a measure of power which may be expressed in 
milliwatts by the use of the expression already given. 

Let Wi represent the power to be determined (expressed in Watts) 
and W* be the reference level (— 0.006W.) 

Wi Wi 

Then 20 = 10 logic 10 logic 

Wo 0.006 

A simple application of logarithms shows that logjo 100 .•= 2 

w, 

100. W, «= 100 X 0.006 = 0.6 W. 

0.006 

Unfortunately there is no reference standard which has been universally 
adopted and until such standardisation has been accomplished it is always 
necessary to state what reference level is being used. In telephone prac- 
tice 6 milliwatts into 500 ohms is generally used, although 6 milliwatts into 
600 ohms is also used. Other reference levels in use are 1, 10 and 12.5 
milliwatts. 

The Application of Decibels. 

The normal application of decibels is to indicate a change of power. 
Suppose for example that a power valve driving a loudspeaker is delivering 
1 watt which is then increased to 2 watts. To say that the power has 
‘'increased by one watt” is misleading unless it is also stated that the 
original level was 1 watt. A far more satisfactory way is to state that 
a rise of 3 db. has occurred. This may be calculated quite simply since 
the gain in decibels is 

10 login (2/1) -= 10 logic 2 -= 10 X 0.301 «= 3.01 db. 
or approximately 3 db. 

In a similar manner a decrease from 2 watts to 1 watt is a change 
of approximately — 3 db. 

It has been found that a change in level of 1 db is barely per- 
cei)tible to the ear, while an increase of 2 db is only a slight apparent 
increment. For this reason attenuators are frequently calibrated in steps 
of 1 db or slightly less. In a similar manner an increase from 3 watts 
to 4.75 watts Is only a slight audible increment, being an increase of 2 db. 

In order to simplify the understanding of barely perceptible changes 
the following table has been prepared, and it will be seen that a move 
from one column to the nearest on left or right is equivalent to a change 

of 2db. In this table 0 db is taken as 3 watts. 

db.: KIO 1 —8 1 —6 I —4 I —2 I 0 | + 2 | + 4 ) + 6 1 + 8 | + 10 1 + 12 

Watts: 1 0.80 1 0.47 1 0.76 | 1.2 | 1.9 1 3.0 j 4.76 | 7.6 j 12 1 iT] STpRIS 
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In addition to the application of decibels to indicate a change in level 
at one point, they may also be used to indicate a difference in level between 
two points such as the input and output terminals of a device such as an 
amplifier or attenuator. For example, consider nu amplifier having an input 
of 0.006 watt into 500 ohms and an output of 6 watts. The power gain is 
6/0.006 or 1,000 times, and reference to the tables shows that this is equiva- 
lent to 30 db. The amplifier may therefore be described as having a gain 
of 30 db, this being irrespective of the input or output impedance. Since 
the input is 0.006 watt into 500 ohms this also may be described as being 
an input of 1.73 volt into 500 ohms, but care should be taken to state the 
impedance of the circuit across which the voltage is measured. 

Difficulty is experienced immediately an attempt is made to apply 
similar methods to an amplifier having a “voltage” input. 

Devices such as pickups and microphones are equivalent to a source 
of constant voltage in series with the equivalent internal resistance and 
calculations which do not take this fact into account are liable to be In error. 
However, in order to demonstrate the principles involved in a simple cal- 
culation, a typical example will be taken and the weaknesses of such a pro- 
cedure will be emphasised. 

Consider an amplifier having an input of 1 volt across 1 megohm, and an 
output of 2 watts into a load of 5.000 ohms. The voltage across the load may 
readily be calculated, since 

Eo- 

= 2 Eo- == 10,000 £> == 100 V. 

5000 

The gain in decibels is 

E2 Z] 

20 log 1- 10 log — 

E, Z. 

where E, = 1 volt 

E. = 100 volts 
Zj = 1 megohm 
Zj = 5000 ohms 

The gain is therefore 


20 log 100 + 10 log 200 

ie., 20 X 2 -f- 10 X 2.301 

i.e., 40 + 23.01 or 63 db approximately. 

A similar calculation shows that if the same output is obtained from another 
amplifier having an input of 1 volt across 0.5 megohm, the amplifier gain Is 
60 db. Now it is a characteristic of a crystal pickup that the output volt- 
age at middle frequencies is very nearly con.slant, irrespective of the load 
resistance, and the difference in voltage developed across loads of 0.5 and 
1.0 megohm is very slight. Consequently it will be seen that in one case 
the amplifier will be “rated” as having 63 db gain, and in the other case 
60 db, although the same pickup and the same amplifier are used in each 
case. Even greater errors are frequently encountered in such calculations. 

There is no logarithmic unit for indicating the voltage gain of amplifiers 
and as a consequence the decibel is frequently used, although incorrectly, 
for a rating of voltage gain. The use of decibels in this manner is very 
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undesirable and apt to be misleading, in effect it is tbe result of omitting 
the second term of the expression 


E 2 Zi 

20 logio f- 10 logic — 

El Z 2 

and therefore gives a so-called decibel gain which differs from the true 
decibel gain unless Z, ~ Z,. If the use of some such unit Is unavoidable, 
it is suggested that it be termed ‘‘decibels of voltage” or dbv. 

These errors may be avoided by making the necessary calculations In 
voltages rather than in decibels and this method Is recommended, although 

if care is taken to interpret correctly the decibel ratings there is no reason 
why they should not Ik* used when preferred. 

Microphones an* sometimes rated in terms of decibels below 1 volt. 
The voltage output in such cases may readily be calculated by reference to 
the table. For example 

—50 db corresponds to 0.003102 volt R.M.S. 

-55 db ,. „ 0.001778 volt R.M.S. 

-GO db. , .. 0.001 volt R.M.S. 

-65 db. .. 0.00050 volt R.M.S. 

-70 db. ,. 0.00032 volt R.M.S. 

(’ar(‘ should be taken to avoid confusion tliroutrh the rating of microphones 
or other input sources in “decibels” without any basis being stated. 
Typical examples of correet specifications for microphones are: — 

(a) — 54 db. (0 db -r 1 volti; .sound pressure 1 dyne/cm.®; load re- 
sistance 5 megohms. 

(b) — 78 db. (0 db. — 0 000 watt into 500 ohms); sound pressure 1 
dyiie/cm.-; load resistance 250 ohms. 

In the specifications for amplifiers it is neee.ssary to state 

(i) The input impedance, 

(ii) The output impedance, and 

(iii) Kither fn) the dc'cibel gain 

(1)) the input or output level in decibels, and 
(c) the decibc'l reference level, 
or (a) tbe input in volts or watts, and 
(b) the output in volts or watts. 

\Vhoth(*r dc'cibel or volts/ watts ratings are used is largely a matter 
of convenience. The examples given may bo taken as preferable to the 
alternatives in each particular case. For example, decibel ratings of micro- 
phones are extremely conv<*nic*nt whereas voltage ratings are so minute 
as to be difficnlt. In tbe case of pickups tbe output is sufficiently high to 
1)0 capable of overloading the grid of a valve in certain cases, and the 
voltage output is very convenient since it can be used Immediately for 
checking overloading as well as for the calculation of gain. 

Nepers 

Two powers W, and W,. arc said to differ by N nepers when 
N -= i logc (W,/W,) 

Tho Neper thus bears a resemblance to the decibel, although differing In 
numerical value. The Neper is based on Naperian logarithms to the base e. 

To convert nepers to decibels, multiply by 8.6S6. 


To convert decibels to nepers, multiply by 0.1151. 



88 


Cluipter 13. 


Volume Units 

The use of decibel ratings for indicating power has led to much 
confusion owing to the lack of standardisation of the reference level. The 
recently devised rating known as Volume Units* (vu) has the advantage 
of a definite reference level. The volume level In vu Is numerically equal 
to* the number of db above a reference level of 1 milliwatt in 600 ohms. 
To state the volume level of an amplifier in vu is therefore equivalent to 
giving a definite power rating which may be converted immediately Into 
the equivalent power in watts. When a level is given in db it is necessary 
also to state the reference level. When a level is given in vu there is no 
necessity to state the reference level since it is implied in the definition. 

It is desirable therefore to state a volume level in vu, but where ratios 
are involved the db should always be used. For example the output of 
an amplifier or microphone should be given in vu, but the gain of an ampli- 
fier or the loss in an attenuator should be given in db. 

It should be noted that the programme volume level when given In vu 
implies the use of the new standard Volume-level Indicator*, although 
where steady sine-wave power is concerned it may be measured with any 
suitable Instrument and converted to vu. 

The Phon. 

The Unit of Loudness. 

This name la of recent origin and was standardised by the British 
Standards Institution as a unit of loudness. There tends to be con- 
fusion between the Decibel which is not a loudness unit but a unit of 
change of power, and the Phon which is a true loudness unit. If the 
ear were equally responsive to all frequencies, the Phon and the Decibel 
would be identical. The Decibel bears no relation whatever to the fre- 
quency response of the ear but lather to the conditions existing in an 
electrical circuit. The Phon being a unit of loudness is directly affected 
by the characteristic of the ear and therefore there is no direct relation- 
ship between Decibels and Phons over the audio range. 

For convenience the fre- 
quency of 1,000 c/s has been 
taken as a common basis so 
that at this frequency the level 
in Decibels is identical numeri- 
cally with the level in Phons, 
provided that the same zero 
reference level is used in each 
case. At other frequencies due 
to the non-linear frequency re- 
sponse of the ear, the level in 
db and the level in Phons will 
be different. The definition of 
the measure of loudness may 
be given as: “The loudness of 
sound in Phons is numerically 
equal to the sound Intensity in 
Decibels of an equally loud 
1,CM)0 c/s pure tone.” It Is 
therefore possible to compare Figure 1 

different sounds for loudness 

by comparing each with a pure 1.000 c/s tone from an oscillator fed to a 

«(I. A. Affel, H. A. Chinn and R. M. Morris, **A Standard VI and Reference 
Level,'* Communications, April. 1939, pp. 10-11 ff. 
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head phone and controlled by an attenuator calibrated In Decibels. The 
attenuator is adjusted until the loudness from the head phone at one ear 
is Judged to be equally loud as the sound entering the uncovered ear. The 
loudness of the sound in Phons is then said to be numerically equal to the 
Intensity of the reference tone In Decibels. 

• 

Zero reference level is taken as the average limit of audibility which 
has been standardised as 0.0002 dyne per sq. cm. (10-16 watts per sq. cm.). 

Taking as a typical case a level of 70 Phons which is somewhat like 
the average loudness from an ordinary radio set, it will be obvious from 
the definition that at 1,000 c/s the power level in relation to the* standard 
zero will be 70 db. At 100 c/s 70 Phons will be equivalent to 80 db, while 
at 50 c/s it will be equivalent to 84 db. (Fig. 1). At the most sensitive 
frequency for the human ear, which is between 3,000 and 4,000 c/s, the 
equivalent level is 67 db, while at 10,000 c/s where the ear is less sensitive, 
the level is 83 db. From this it will be evident that a loudspeaker which 
is to give equal loudness at all frequencies will need to handle greater 
power at very low frequencies and at very high frequencies than it does at 
1,000 c/s. In practice it is rarely found that a high level exists at the 
higher frequencies but it does very frequently occur at the lower audio fre- 
quencies. An amplifier of the type mentioned which is to give equal loud- 
ness at 60 and 1,000 c/s will need to deliver 14 db. more acoustic power at 
50 cycles than it does at 1,000 c/s. 

The real value of the Phon is as a measure of loudness and the fol- 
lowing table, which has been compiled in England, will give an interesting 
comparison. 


No. of phons. 

Comparable Sound. 

130 

Threshold of feeling or pain. 

110-120 

Vicinity of aeroplane engine. 

105-110 

Vicinity of pneumatic drill. 

100-105 

Vicinity of loud motor horn. 

90-95 

Interior of tube train, windows open. 

90 

Interior of noisy motor vehicle; loud radio set. 

80 

Interior main line train, windows open. 

70 

Interior of quiet motor car; medium radio set. 

60-75 

Conversation (average to loud). 

40-50 

Suburban residential district. 

20-30 

Quiet country residence. 

0 

Threshold of audibility. 

In this table zero 

1 level corresponds to an RMS pressure of 0.0002 dyne 


per SQ. cm. 


0 
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PART 2 RADIO FREQUENCIES 

(Chapters 14 to 21, Inclusive) 


CHAPTER 14 


Radio Frequency Amplifiers 

Advantages of R.F. stage — Coupling for maximum gain — 
Expression for gain at resonance — EflFective Q of trans- 
former — Coupled impedance — Effect of primary induc- 
tance — Variation of amplification with frequency — 
Capacitive coupling — R.F. transformers at high frequencies 
— Input loading of receiving valves at radio frequencies. 

Radio Frequency Amplifiers 

Although many radio receivers are not fitted with a Radio Frequency 
amplifying stage the advantages of such a stage are considerable. In- 
creased sensitivity is one obvious result of the addition of an R.F. stage, 
but the gain obtained with this arrangement, if gain is the only factor to 
be considered, could be exceeded if the same valve were operated as an 
additional I.F. amplifier. Amplififation ahead of the converter stage re- 
sults in decreased noise level, and if the gain is of the order of 10 to 15 
times or more, the noise due to the converter stage is almost inaudible. In 
such cases almost the whole of the noise which is heard will be that due 
to the valve noise of the R.F. stage itself, which is much smaller than that 
occurring in a converter operated at the same overall sensitivity, together 
with the thermal agitation noise in the input circuit to the grid. 

With superheterodyne receivers the image ratio may bo much improved 
by the addition of a selective R.F. stage. With an intermediate frequency 
of 176 Kc/s at least two tuned circuits ahead of the converter valve are 
desirable to eliminate the “second spot.*’ Although two coupled tuned 
circuits may be used without an 11 F. stage (sometimes spoken of as ‘ band 
pass’* or “pre-selector” circuits) these result in a loss of gain and there- 
fore a higher noise level on any given station The addition of the R.F. 
stage gives the advantage of better selectivity together with higher gain 
and lower noise. 

Another important feature of the operation of the R.F. stage is that by 
applying A.V.C. to its grid the converter may be operated at fixed bias; this 
is frequently of advantage with short-wave reception. Alternatively the 
converter valve may be protected from overloading or from severe cross 
modulation. Since the effectiveness of A.V.C. action depends upon the 
gain between the controlled stage and the A.V.C. diode, it Is evident that 
A.V.C. applied to the R.F. stage is more effectivo than when applied singly 
to any other stage in the receiver. 

The gain of the R.F. stage is usually measured between its grid and 
the grid of the following (converter) stage. Although the aerial coil has a 
pronounced effect on the overall performance of the receiver, this Is not 
generally considered as being part of the R.F. stage. The gain of the 
R.F. stage, as usually measured, is affected by regeneration or degeneration 
caused by the converter valve and by regeneration existing between grid 
and plate circuits. 
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In order to obtain the highest gain from any given valve and secondary 
of the coupling transformer, the coupling should be huch that the Imped* 
ance presented to the valve is equal to the valve plate resistance. With 
pentode R.F. amplifiers this is quite impracticable, and in any case is un- 
desirable since it would give very poor selectivity. The final design to be 
adopted must therefore be a compromise between gain and selectivity. 
Neglecting regeneration, the gain at resonance of an R.F. amplifier valve, 
followed by a transformer with untuned primary and tuned«.aficondary, is 
given approximately* by 

gm (<oM) Qa 

Gain =* ^ 1 ) 

(a)M)2 Qa 

1 + 

(oLa fp 

where g^ = mutual conductance of valve, 
rp = plate resistance of valve. 

M = mutual inductance between primary and secondary, 

L, = inductance of secondary, 

Q. = Q factor of secondary — wL,/R., 

R. = series resistance of secondary, 
and 0 ) = 27 r X frequency. 

The effective Q of the whole transformer, as affecting the overall selec- 
tivity, is always less than the Q of the tuned secondary alone (Q,). The 
ratio between the effective Q of the amplification curve and the actual Q 
of the tuned secondary (Q,) is given by the relation 

Effective Q R< 

Q, R.+ [(,«M=)/rp] 

where the symbols have the same meaning as in (1). When optimum 
coupling is obtained (ie. wM the effective Q is half Q*. and as 

the coupling is decreased below the optimum the effective Q increases, with 
a limit equal to Q, when the coupling is reduced to zero. For practical R.F. 
amplifiers, therefore, the effective Q is between 0.5 and 1 0 times Q,. 

The "coupled impedance" of the transformer at resonance is 

orM-Q, 

which is the load impedance presented in the plate circuit of the valve. 

The effect of the primary Inductance is to give a resonant frequency 
which Is slightly higher than that of the secondary alone. 

The amplification of a tuned R.F. amplifier varies approximately with 
frequency in the same way as does the current in a series-resonant circuit 
having a Q the same as the effective Q of the transformer. The amplification 
at any frequency off resonance can th»^n be determined by reference to the 
Universal Resonance Curve (Chapter 16). 

For a more detailed treatment of tuned circuits see Chapter 16. 

The foregoing treatment is on the assumption that capacitive coupling 
is negligible and that the frequency is not higher than that of the broadcast 


Neglecting the primary impedance In comparison with the secondary reflected 
impedance. 



92 Chapter 14 . 

band. For a treatise covering the capacitive coupiing case, reference may 
be made to H. Diamond and E. Z. Stowell, “Note on Radio-Frequency Trans- 
former Theory” (Proc. I.R.E., Vol. 16, No. 9„ September, 1928). For a 
treatment on the design ot R.F. amplifiers at high frequencies the reader 
is referred to Bernard Salzberg “Notes on the Theory of the Single Stage 
Amplifier” (Proc. I.R.E., June, 1936, pp. 879-897). 


Input Loading of Receiving Valves at Radio Frequencies* 

The input resistance of an R.F. amplifier valve may become low enough 
at high radio frequencies to have appreciable effect on the gain and selec- 
tivity of a preceding stage. Also, the input capacitance of a valve may 
change enough with change in A.V.C. bias to cause appreciable detuning 
of the grid circuit. It is the purpose of this Note to discuss these two 
effects and to show how the change in input capacitance can be reduced. 

Input Conductance. 

It is convenient to discuss the input loading of a valve in terms of 
the valve’s input conductance, rather than input resistance. The input 
conductance, gt, of commercial receiving valves can be represented approxi- 
mately by the equation 

g. = k<.f + k,.F (1) 

Where f is the frequency of the input voltage. A table of values of k* and 
kh for several R.F. valve types is shown at the foot of this page. The approxi- 
mate value of a valve’s input conductance in micromhos at all frequencies 
up to those in the order of 100 megacycles can be obtained by substituting 
in Eq. (1) values of kc and kn from the table. In some cases, input con- 
ductance can be computed for conditions other than those specified in the 
table. For example, when all the electrode voltages are changed by a factor 
n, kh changes by a factor which is approximately n-i/2. The value of kc is 


Table 

of Approximate Values kc 

and kh for Several 

Valve Types 





Grid 

Sup- 

ke 

kh 

Valve 

Heater 

Plate 

Screen 

Bias 

pressor 

Micro- 

Micro- 

Type 

Volts 

Volts 

Volts 

Volts 

Volts mhos/Mc 

mhos/Mc^ 

6A8 

6.3 

250 

100 

~3 

- 

0.3 

-.0.05* 

6J7 

6.3 

250 

100 

—3 

0 

0.3 

0.05 

6K7 

6.3 

250 

100 

-3 

0 

0.3 

0.05 

6K8 

63 

250 

100 

-3 


0.3 

-0.08t 

6L7 

6.3 

250 

100 

—3 

- 

0.3 

0.15t 

6SA7' 

6.3 

250 

100 

0 

- 

0.3 

-0.03§ 

6SA7* 

6.3 

250 

100 

~2 

- 

0.3 

-.0.03§ 

6SJ7 

6.3 

250 

100 

-3 

0 

0.3 

0.05 

6SK7 

6.3 

250 

100 

—3 

0 

0.3 

0.05 

954 

6.3 

250 

100 

-3 

0 

0.0 

0.005 

1851 

6.3 

250 

150 

-2 

0 

0.3 

0.13 

1852 

6.3 

250 

150 

-2 

0 

0.3 

0.13 

1853 

6.3 

250 

200 

—3 

0 

0.3 

0.065 


•For oscillator-grid current of 0.3 ma. through 50,000 ohms. 
tFor oscillator-grid current of 0.15 ma. through 50,000 ohms. 
tFor wide range of oscillator-grid currents. 

§For grid No. 1 current of 0.5 ma. through 20,000 ohms. 
^Self-excited. ‘Separately excited. 


•From R.C.A. Application Note, by courtesy R C.A. Mfg. Co 
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practically constant for all operating conditions. Also, when the trans* 
conductance of a valve is changed by a change in slgnahgrid bias, ki, varies 
directly with transconductance over a wide range. In the case of converter 
types, the value of kh depends on oscillator-grid bias and oscillator voltage 
amplitude. In converter and mixer types, kn is practically independent of 
oscillator frequency. 

In Eq. (1), the term kef is a conductance which exists when cathode 
current is zero. The term khf' is the additional conductance which exists 
when cathode current flows. These two terms can be explained by a 
simple analysis of the input circuit of a valve. 


Cold Input Conductance. 

The input impedance of a valve when there is no cathode current is 
referred to as the cold input impedance. The principal components of this 
cold impedance are a resistance due to dielectric hysteresis, and a react- 
ance due to input capacitance and cathode-lead inductance. Because these 
components are in a parallel combination, it is convenient to use the 
terms admittance, the reciprocal of impedance, and susceptance, the re- 
ciprocal of reactance. For most purposes, the effect of cathode-lead induct- 
ance is negligible when cathode current is very low. The cold input 
admittance is, therefore, a conductance in parallel with a capacitive suscept- 
ance. The conductance due to dielectric hysteresis Increases linearly with 
frequency. Hence, the cold input conductance can be written as k,f, where 
kc is proportional to the power factor of grid insulation and is the 
kc of Eq. (1). 


Hot Input Conductance. 

The term khf*. the input conductance due to the flow of electron current 
in a valve, has two principal components, one due to electron transit time 
and the other due to Inductance in the cathode lead. These two components 
can be analysed with the aid of Fig 1. In this circuit, is the capacitance 
between grid and cathode when cathode current flows, C, is the input 
capacitance due to capacitance between grid and all other electrodes except 
cathode, gt is the conductance due to electron transit time, and L is the 
cathode-lead inductance. Inductance L represents the Inductance of the 
lead between the cathode and its base pin, together with the effect of mutual 
inductances between the cathode lead and other leads near it. Anaylsis 
of the circuit of Fig. 1 shows that, with L small as it generally is, the 
input conductance, gi,, due to the presence of cathode current in the valve, 
is approximately 


gl, gn.<»‘LCh + gt . (2) 

where w = 2wt The term g,„(i;**LC|, is the conductance due to cathode-lead 
inductance. It can be seen that this term varies with the square of the 
frequency. In this term, g,„ is the grid-cathode transconductance because 
the term is concerned with the effect of cathode current flowing through L. 
In a pentode, and in the 6L7, this transconductance is approximately equal 
to the signal-grid-to-plate transconductance multiplied by the ratio of D.C. 
cathode current to D.C. plate current. In the converter types 6A8, 6K8 
and 6SA7, the signal-grid-to-cathode transconductance is small. Cathode 
circuit impedance, therefore, has little effect on input conductance in these 
types. 

For an explanation of the conductance, gt, due to electron transit time, 
it is helpful to consider the concept of current flow to an electrode in a 
valve. It is customary to consider that the electron current flows to an elec- 
trode only when electrons strike the surface of the electrode. This con- 
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cept, wlUle valid for static conditions, fails to account for observed high- 
frequency phenomena. A better concept is that, in a diode for ex^plc. 
plate current starts to flow as soon as electrons leave the cathode. Every 
electron in the space between cathode and plate of a diode induces a 
charge on the plate; the magnitude of the charge induced by each electron 
depends on the proximity of the electron to the plate. Because the proxi- 
mity changes with electron motion, there is a current flow to the plate 
through the external circuit due to the motion of electrons in the space 
between cathode and plate. 




Figures 1 to 6, inclusive 

Consider the action of a conventional space-charge-limited triode as 
shown in Pig. 2. In this triode, the plate is positive with respect to cathode 
and the grid is negatively biased. Due to the motion of electrons between 
cathode and grid, there is a current I, flowing into the grid. In addition, 
there is another current I,, flowing out of the grid due to the motion of 
electrons between grid and plate receding from the grid. When no alter- 
nating voltage is applied to the grid, I, and I„ are equal and the net grid 
current (I,) is zero. 

Suppose, now, that a small alternating voltage (ej is applied to the 
grid. Because the cathode has a plentiful supply of electrons, the charge 
represented by the number of electrons released by the cathode (Q^) is in 
phase with the grid voltage, as shown in Pigs. 3a and 3b. The charge 
induced on the grid (Q,) by these electrons would also be in phase with 
the grid voltage if the charges released by the cathode were to reach the 
plane of the grid in zero time, as shown in Pig. 3c. In this hypothetical 
case, the grid' current due to this induced charge (Fig. 3d) leads the grid 
voltage by 90 degrees, because by definition, current is the time rate at 
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which charge pasBes a given point. However, the charge released by the 
cathode actually propagates towards the plate with finite velocity; there- 
fore, maximum charge is induced on the grid at a time later than that 
corresponding to maximum grid voltage, as shown in Fig. 3e. This condition 
corresponds to a shift in phase by an angle $ of Qg with respect to e.; 
hence, the grid current lags behind the capacitive current of Fig. 3d by an 
angle $, as shown in Fig. 3f. Clearly, the angle 9 increases with frequency 
and with the time of transit r. Expressed in radians, 9 = 

The amplitude of Q, is proportional to the amplitude of the grid volt- 
age; the grid current, which is the time rate of change of Q^, is thus pro- 
portional to the time rate of change of grid voltage. For a sinusoidal 
grid voltage, e, = EgSinwt, the time rate of change of grid voltage is 
(tfEgCOSctft. Therefore, for a given valve type and operating point, the 
amplitude of grid current is 


Ig = KEgO) 

and the absolute value of grid-cathode admittance due to induced charge 
on the grid is 

h 

Y, Ko, (3) 

E, 

The conductive component (g,) of this admittance is 

gt = Ytsin^ = Yt^ == Kco^ (for small values of H) 

Because 9 z= wt, this conductance becomes, for a given operating point, 

g, = (4) 

Thus, the conductance due to electron transit time also varies with the 
square of the frequency. This conductance and the Input conductance, 
g„w*LCii, due to cathode lead inductance, are the principal components of 
the term kbf* of Eq. (1). 

This explanation of input admittance due to induced grid charge is 
based on a space-charge-limited valve, and shows how a positive input 
admittance can result from the induced charge. The input admittance 
due to induced grid charge is negative in a valve w'hich operates as a tem- 
perature-limited valve, that is, as a valve where cathode emission does 
not increase when the potential of other electrodes in the valve is in- 
creased. The emission of a valve operating with reduced filament voltage 
is temperature limited: a valve with a screen interposed between cathode 
and grid acts as a temperature-limited valve when the screen potential is 
reasonably high. The existence of a negative input admittance in such 
a valve can be explained with the aid of Fig. 4 

When the value of Ecs in Fig. 4 is sufficiently high, the current drawn 
from the cathode divides between G 3 and plate; any change in one branch 
of this current is accompanied by an opposite change in the other. As a 
first approximation, therefore, it is assumed that the current entering the 
space between 0 , and 0 , is constant and equal to pv, where p is the density 
of electrons and v is their velocity. Gs may now be considered as the 
source of all electrons passing to subsequent electrodes 

Suppose now, that a small alternating voltage is connected in series 
with grid Gg, as shown in Fig. 4. During the part of the cycle when is 
increasing, the electrons in the space between G» and G, are accelerated 
and their velocities are increased. Because the current (pv) is a con- 
stant, the density of electrons (p) must decrease. In this case, therefore. 
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the charge at Gs is 180 degrees out of phase with the grid voltage^ as shown 
at A and B of Fig. 5. This diminution in charge propagates toward the 
plate with finite velocity and induces a decreasing charge on the grid. Be- 
cause of the finite velocity of propagation, the maximum decrease in grid 
charge occurs at a time later than that corresponding to the maximum 
positive value of e,, as shown in Pig. 6c. The current, which is the deriva- 
tive of Qj with respect to time, is shown in Pig. 6d. If there were no 
phase displacement (S = 0), this current would correspond to a negative 
capacitance; the existence of a transit angle 0, therefore, corresponds to 
a negative conductance. By reasoning similar to that used in the deriva- 
tion of Eqs. 3 and 4, it can be shown that the absolute value of negative 
admittance due to induced grid charge is proportional to u, and that the 
negative conductance is proportional to These relations are the same 
as those shown in Eqs. 3 and 4 for the positive admittance and positive 
conductance of the space-charge-limited case. 

A negative value of input conductance due to transit time signifies 
that the input circuit is receiving energy from the “B” supply. This 
negative value may increase the gain and selectivity of a preceding stage. 
If this negative value becomes too large, it can cause oscillation. A 
positive value of input conductance due to transit time signifies that the 
signal source is supplying energy to the grid. This energy is used in 
accelerating electrons toward the plate and manifests itself as additional 
heating of the plate. A positive input conductance can decrease the gain 
and selectivity of a preceding stage. 

It should be noted that, in this discussion of admittance due to in- 
duced grid charge, no mention has been made of input admittance due to 
electrons between grid and plate. The effect of these electrons is similar 
to that of electrons between grid and cathode. The admittance due to 
electrons between grid and plate, therefore, can be considered as being 
included in Eq. (3). 

Change in Input Capacitance. 

The hot grid-cathode capacitance of a valve is the sum of two com- 
ponents, the cold grid-cathode capacitance, C,, which exists when no 
cathode current flows, and a capacitance, Ct, due to the charge induced on 
the grid by electrons from the cathode. The capacitance Ct can be derived 
from Eq. (3), where it is shown that the grid-cathode admittance due to 
induced grid-charge is 


Yt Ko> 

The susceptive part of this admittance is Ytcos0. Since this susceptance 
is equal to wCt, the capacitance Ct is 

Ct = Kcos^ = K (for small values of 

Hence, the hot grid-cathode capacitance Cn is 

Cb = Cc 4" K 

The total input capacitance of the circuit of Fig. 1, when the valve is in 
operation, includes the capacitance Ch and a term due to inductance in the 
cathode lead. This total input capacitance, C|, can be shown to be ap- 
proximately 


Cl *= Cg + Ch — gingtL ( 5 ) 

where the last term shows the effect of cathode-lead inductance. This last 
term is usually very small. It can be seen that if this last term were 
made equal in magnitude to Cg 4. Cb, the total input capacitance would 1^ 
made zero. However, the practical application of this fact is limited be- 
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cause gm And gt change with change in electrode voltages, and gt changes 
with change in frequency. 

When cathode current is zero, the total input capacitance is practic- 
ally equal to C, -f €«. Subtracting this cold input capacitance from the 
hot input capacitance given by £q. (5), we obtain the difference, which is 
K — gmSt^* In general, K is greater than gmgtL* Therefore, in a space- 
charge-limited valve, where K is positive, the hot input capacitance 
Is greater than the cold input capacitance. In a temperature- 
limited valve, where K is negative, the hot input capacitance is 
less than the cold input capacitance. In both valves K changes 


1851, 1652 

TYPICAL CHARACTERISTICS 


1853 

TYPICAL CHARACTERISTICS 



FLATC MILLIAMPCflES 


Figure 7 


PLATE MILLIAMPERCS 


Figure 8 


with change in trans-conductance. Because of this change, the input 
capacitance changes somewhat with change in A.V.C. bias. In many re- 
ceivers, this change in input capacitance is negligible because it is small 
compared to the tuning capacitances connected in the grid circuits of the 
high-frequency stages. However, in high-frequency stages where the 
tuning capacitance is small, and the resonance peak of the tuned circuit is 
sharp, change in A.V.C. bias can cause appreciable detuning effect. 


Reduction of Detuning Effect 

The difference between the hot and the cold input admittances of a 
space-charge-limited valve can be reduced by means of an unby-passed 

n 
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cathode resistor, Rk in Fig. 6. The total hot input admittance of this cir- 
cuit is made up of a conductance and a capacitive susceptance wC/. 
Analysis of Fig. 6 shows that, if cathode-lead inductance is neglected, the 
total hot input capacitance, C/, is approximately. 

1 + K/Q. 

Q' - Q + Cc (6) 

1 “h gm Rk 

inspection of this equation shows that if K is positive and varies in pro- 
portion with g„, the use of the proper value of will make Ci indepen- 
dent of g„,. In a space-charge-limited valve, K is positive and is found 
by experiment to be approximately proportional to g„,. It follows that the 
proper value of Rk will minimise the detuning effect of A.V.C. in a space- 
charge-limited valve Eq. (6) is useful for illustrating the effect of Rk but 
is not sufficiently precise for computation of the proper value of Rk to use 
in practice. This value can be determined by experiment. It will be 
found that this value, in addition to minimising capacitance change, also 
reduces the change in input conductance caused by change In A.V.C. bias. 
The effect of unby-passed cathode resistance on the change in input capa- 
citance and input conductance of an 1852 and 1853 is shown in Figs. 7 and 
8. These curves were taken at a frequency of 40 megacycles. The 
curves for the 1852 also hold good for the 1851. 

It should be noted that, because of degeneration in an unby-passed 
cathode resistor, the use of the resistor reduces gain. The reduced gain Is 
1/ (1 -f gniRw) times the gain with the same electrode voltages but with 
no unby-passed cathode resistance. The hot input conductance of a valve 
with an unby-passed cathode resistor can be determined by modification of 
the values of k in the table on page 92. The value of kh in the table should 
be multiplied by g„,/ (1 -f g,nHk). The resultant value of kh, when sub- 
stituted in Eq. (1), with k^ from the table, gives the input conductance of 
a valve with an unby-passed cathode resistor. In the factor (1 + g,„ Rk), 
gm is the grid-cathode transconductance when Rl is by-passed. 

When an unby-passed cathode resistor is used, circuit parts should 
be so arranged that grid-cathode and plate-cathode capacitances are as 
small as possible. These capacitances form a feedback path between 
plate and grid when there is appreciable impedance between cathode and 
ground. To minimise plate-cathode capacitance, the suppressor and the 
screen by-pass condenser should be connected to ground rather than to 
cathode. 


O 
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CHAPTER 15 

Frequency Conversion 


The principle of the Superheterodyne — Constructional 
features of Converters — Characteristics of Converters and 
Mixers — Special features of Converters (1) Gain, (2) 
Space charge coupling, (3) Capacitive coupling from oscil- 
lator grid to signal grid, (4) Capacitive coupling from 
oscillator plate to signal grid, (5) Capacitive coupling from 
signal grid to plate, (6) Signal frequency degeneration, (7) 
D.C. signal grid current flow (transit time), (8) Input 
loading, (9) Frequency shift, (10) Negative transconduct- 
ance between signal grid and oscillator, (11) Effect of the 
I.F. amplifier, (12) Noise — The Application of Conver- 
ters — Formulae for oscillator tracking. 

The Principle of the Superheterodyne 

In a receiver there are certain advantages in changing the frequency 
of the incoming signal so that the resultant frequency (Intermediate Fre- 
quency or I.F ) is constant for all signal frequencies These advantages 
include 

(a) Fixed tuned circuits for the I.F. amplifier. 

(b) More nearly constant sensitivity and selectivity over the wave- 
band. 

fc) Higher possible gain per stage in the I.F. amplifier than in an 
R.F. amplifier, especially when the IF. is a lower frequency than 
the signal frequency.* 

(d) Improved selectivity, especially when the I.F. is a lower frequency 
than the signal frequency.* 

(e) Better control of overall fidelity (le. sideband cutting) by means 
of variable selectivity 

The change of frequency is accomplished by mixing the signal voltage 
with a local oscillator voltage at a suitable frequency (this operation tak- 
ing place in a '‘mixing valve") and by selecting the sum or difference 
frequency by means of a tuned circuit in the output. 

In the plate circuit of the mixer there will appear many frequencies, 
the strongest of which will be the signal frequency, the oscillator frequency 
and the sum and difference of the signal and oscillator frequencies. In 

•Even when the I.F. Is a higher frequency than the signal frequency, Improved 
selectivity and gain may be obtained owing to the greater possible effletency 
of fixed tuned circuits as compared with a tunable system. 
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addition there will also appear other frequencies due to combinations of 
the fundamentals and harmonics of the signal and oscillator frequencies. 

For example if the signal frequency is 1,000 Kc/s and the oscillator 
frequency 1,466 Kc/s the frequencies in the output will include : — 

Signal Frequency . . . . 1,000 Kc/s 

Oscillator Frequency . . 1,465 Kc/s 

Sum 2,465 Kc/s 

Difference 465 Kc/s 

Of these frequencies it can be assumed that the desired intermediate 
frequency is 465 Kc/s and the undesired frequencies are 1,000. 1,466 and 
2,465 Kc/s. These undesired frequencies will normally be filtered out 
by the sharply tuned circuits in the I.F. amplifier. 

With an oscillator operating at 1,465 Kc/s it is obvious that an incom- 
ing signal having a frequency of 1,930 Kc/s will provide a difference 
frequency of 465 Kc/s with the oscillator frequency, which also will be 
capable of passing through the I.F. amplifier. Reception of this kind is 
known as Image Reception. This image or double spot should be avoided 
in good receiver design. If a low frequency is used for the I.F. it is 
difficult to attenuate the second spot without using at least two tuned R.F. 
circuits which, with the oscillator, necessitate at least three tuned circuits 
in the receiver. For this reason frequencies in the region of 450-465 Kc/s 
are very widely used since the desired signal and the second spot are 
then 900 to 930 Kc/s apart. Reasonable performance can thus be given 
by receivers having only one tuned RF. circuit in addition to the oscilla- 
tor. On the short-wave band a leceiver of this nature will bring in the 
image at appreciable strength although by good coil design it is possible 
to reduce the strength of the image quite considerably. Superheterodyne 
receivers, designed specially for short-wave communication work, usually 
have a higher frequency for the I.F., from about 1,600 to 3,000 Kc/s, and may 
also incorporate double frequency changing For example the receiver 
may change the Incoming signal first to 3,000 Kc/s and then to 465 Kc/s 
or lower. By this arrangement the second spot may be made less pro- 
minent and the advantages of the good selectivity provided by the low 
intermediate frequency may still be retained. 

In the superheterodyne receiver difficulties are experienced in obtain- 
ing correct tracking between the signal and oscillator circuits so that the 
resulting difference frequency is constant over the whole wave band. In 
most receivers the oscillator operates at a higher frequency than the 
signal and the oscillator circuit is not required to cover such a wide ratio 
of maximum to minimum as the signal circuits. The most common method 
of obtaining approximately correct tracking is to insert a “series padder“ 
condenser in the oscillator tuned circuit and suitably adjust the Inductance 
of the oscillator coil so that correct tracking is obtained at three points 
over the band and approximately correct tracking at Intermediate points. 
Formulae for calculating the inductances and capacitances in such circuits 
are given later In this Chapter. 

Under certain conditions regeneration may be applied to the converter 
stage in order to improve the performance, particularly in “communica- 
tion** receivers. This matter is treated by H. C. C. Erskine-Maconochle, 
“Regeneration in the Superheterodyne,** Wireless World. Vol. 46, No. 4 , 
pp 77-80, July 27 (1939). 

Constructional Features of Converters 

The construction features of five main groups of converter valves 
are shown in Figs. 1 to 5 inclusive. Type 6A8-0 has five “grids,** but of 
these the second or anode grid consists of tw*o vertical rods without any 
of the usual turns. Types 6L7-0 and 6J8-G are similar so far as the 
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mixer section is concerned, but the € 
section using the lower end of the 
triode is internally connected to gild 


6Ae-Q 6L7-G 



J8-G also incorporates a small mode 
common cathode. The grid of the 
No. 3 of the mixer. Both 6L7-G and 
6J8>G have suppressor grids in 
order to Increase the plate resist- 
ance. Type 6K8-G is in principle 
very similar to type 6A8-G but the 
oscillator anode has been removed 
completely from the electron 
stream between cathode and 
mixer plate. The oscillator grid, 
which also forms the first grid of 
the mixer, completely surrounds 
the cathode, the side towards the 
oscillator plate acting as an oscil- 
lator control grid and the side fac- 



Figure 1 (left), Figure 2 (right) 


ing the mixer serving to modulate 
the cathode stream at oscillator 
frequency. Owing to this pecular 
construction a single grid is used 
to fulfil the functions of screen 
between the first grid and the sig- 
nal grid and also between the sig- 
nal grid and the plate. The signal 
control grid is made in the form 
of a flat wound grid with one half 
of the windings removed. Tw’o 


6J6-G 6K8‘G 6SA7 



Figure 3 (left), Figure 4 (centre). Figure 5 (right). 


metal shields which are connected to the cathode prevent stray electrons 
from causing undesired couplings: they also isolate the oscillator and mixer 
sections. Although no suppressor grid is used in the 6K8-G the fact that 
ine plate is situated at some distance from the screen and that the ex- 
tremities of the side shields are brought sufficiently close to the electron 
stream to cause a point of minimum potential between the screen and 
plate, is sufficient to result in considerably higher plate resistance than 
would otherwise be the case. No suppressor grid is therefore necessary 
with this construction. 
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The 6SA7 is somewhat similar in construction to the 6L7-G but No. 
3 grid has a super control characteristic whereas in the 6L7-0 the first 
grid has a super control characteristic. In the 6SA7 the third gi'id is 
arranged with its side rods in the centre of the cathode stream so as to 
cause a division due to its negative potential. Two collector plates are 
fitted to the sides of No. 2 grid so that electrons turned back from No. 3 
grid are prevented from reaching No. 1 grid. This action is made neces- 
sary by the curved electron paths brought about by the side rods of the 
grid No. 3. The 6SA7 has a suppressor grid in order to increase the plate 
resistance. 


Characteristics of Converters and Mixers 

(1) Autodyne 

A screen grid or pentode valve may be used as an autodyne frequency 
changer and in this service provides high plate resistance, good sensitivity 
and good signal to noise ratio. The operation is normally limited to the 
broadcast band owing partly to the difficulty of maintaining oscillation 
at higher frequencies, and partly to the fact that comparatively large 
voltages of oscillator frequency appear across the tuned signal grid circuit. 
A sharp cut-off valve is preferred for sensitivity and signal to noise ratio, 
but a valve having a super control characteristic may be used in order to 
enable A.V.C. to be applied. 

(2) Triode-pentodc (6F7) 

A triode oscillator and pentode mixer may be used either with separate 
valves or with the two combined in a single envelope as with the 6F7. 
This arrangement provides good sensitivity but the operation Is only 
satisfactory on the broadcast band since comparatively large voltages of 
oscillator frequency appear across the signal grid circuit 

(3) Pentagrid (6A8-G) 

The pentagrid converter*, of which a typical example is the 6A8-G, 
gives good sensitivity on the broadcast band and on the short-wave band 
down to about 25 metres, but below this wavelength the sensitivity drops, 
the falling off being particularly rapid below 20 metres. A.V.C. may be 
applied on the broadcast band but when applied on the short-wave band 
there is a pronounced frequency shift due to the operation of A.V.C. The 
oscillator stability with variation in the supply voltage is not very good 
For these reasons other types «are frequently preferred for operation on 
the short-wave band. 

(4) Pentagrid mixer (6L7-G) with separate oscillator 

The 6L7-Gt has a sensitivity on the broadcast band which is generally 
slightly less than that of the 6A8-G due to lower conversion conductance, 
but this is offset to some extent by the very high plate resistance. Opera- 
tion on the short-wave band is very nearly as good as on the 
broadcast band provided that the screen voltage and negative 
grid bias are increased to prevent positive grid current from flowing. 
A.V.C. may be applied at all frequencies up to about 25 Mc/s provided 
that the initial bias is increased. At still higher frequencies the valve may 
be used provided that the grid circuit resistance is low, necessitating 
operation at fixed bias Variations of electrode voltages in the 6L7-G have 
very little effect on the oscillator frequency, although change of signal 
grid voltage results in a greater frequency- shift than with the 6K8-G. The 
6L7-G has a lower noise level than pentagrid or 6K8-G types of converters. 

•See also W. A. Hams, “q’he Application of Superheterodyne Frequency Con- 
version Systems to Multirange Receivers,*’ Proc. I.R.E., p. 279. April (1935). 
fSee also C. F. Nesslage, E. W. Herold and W. A. Harris, **A New Tube for 
Use in Superheterodyne Frequency Ponverslon Systems,” Proc. I.R.B., p 207, 
February (1930) 
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(5) Triode-heptode (6J8-G) 

The 6J8-G is equivalent to the 6L7-G (except for slightly lower conver- 
sion conductance) with an oscillator combined in the same envelope; the 
remarks as for the 6L7-G also apply. The low noise level of this type 
makes it popular for receivers without an R.F. stage. 

(6) Ttiode-hexode (6K8-G) 

The 6K8-G has less sensitivity on the broadcast band than the 6A8-G 
owing to lower conversion conductance, although the plate resistance is 
higher. A.V.C. may be applied at all frequencies and the drift of oscillator 
frequency with variation in control grid voltage is less than that with 
types 6A8-G, 6J8-G or 6L7-G. There is a .slight tendency to flutter due lo 
this eifect, but it may he avoided by the use ot an S/tF. filter condenser 
in the oscillator plate circuit. At very high trequencies the conversion 
gain of the 6K8-G rises; below 20 metres this type gives an extremely 
good performance. 

(7) 6SA7 type pentagrid 

The 6SA7 type of converter valve has a higher gain at broadcast fre- 
quencies than other types of converters owing to a fairly high conversion 
conductance and high plate resistance. The operation up to 6 Mc/s (50 
metres) is excellent, but some falling off is evident at higher frequencies 
owing to the difficulty of maintaining optimum oscillation. Wth separate 
excitation improved performance may be obtained at high frequencies. 
A.V.C. may be applied at all frequencies and does not result in any serious 
change in oscillator frequency. The oscillator frequency is also reasonably 
stable with variations in supply voltage. This type of pentagrid should 
not be confused with other pentagrids since it is of an entirely different 
construction and the different grids are employed for different purposes. 
Special circuit arrangements are necessary with this type, and the Hartley 
oscillator circuit Is generally employed, using a single tapped coil. 


Special Features of Converters 

(1) Gain 

When the load consists of a single parallel tuned circuit the gain of 
a converter valve is given by the equation: — 

Se Tp Rl 

Gam = 

fp + Rl 

Where S, = conversion conductance, 
rp r= plate resistance, 

Rl r= dynamic resistance of tuned circuit at resonance. 

When coupled tuned circuits are used the value of Rl should be the 
dynamic resistance of the primary with the secondary coupled under normal 
conditions (i.e., coupled impedance). 

(2) Space Charge Coupling 

The space charge in the vicinity of the signal grid, changing at oscil- 
lator frequency, causes a displacement current to flow in the signal grid 
circuit and a voltage to appear across the tuned grid circuit which, when 
the oscillator frequency is higher than the signal frequency, is 180* out of 
phase with the oscillator voltage and gives lower conversion conductance 
and lower gain, particularly at high frequencies. Valve types 6L7-0 and 
6J8-0 are practically free from this effect. 
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Neutralisation of this effect may be accomplished by means of a very 
small capacitance (preferably in series with a resistance in order to give 
satisfactory neutralisation over a range of frequencies) between oscillator 
grid and signal grid. The capacitance may be adjusted so as to give 
maximum sensitivity at or near the high frequency end of the short- 
wave band. Alternatively it may be adjusted so as to give minimum oscil- 
lator voltage across the signal grid coil. Omission of this neutralising con- 
denser may result in positive grid current at high frequencies. When e 
high resistance grid return circuit is used (as with A.V.C.) the effect of 
the positive grid current is to cause additional negative bias with loss of 
sensitivity. Even if positive grid current does not flow there is a loss of 
gain due to space charge coupling, this being very apparent below 20 
metres. With the 6SA7, neutralisation is not satisfactory unless separate 
excitation is used. 

(3) Capacitive Coupling from Oscillator Grid to Signal Grid 

Although a comparatively minor effect, this is experienced with all 
types of converter valves, independently of space charge coupling, with the 
result that a voltage at oscillator frequency appears across the signal 
grid tuned circuit. The capacitance between oscillator grid and signal grid 
is of the order of 0.1 /x/xF. for all types. At very high frequencies the 
impedance of the tuned circuit to the oscillator frequency is high and the 
voltage at oscillator frequency may exceed the bias and cause positive 
grid current to flow. If the oscillator frequency is higher than the signal 
frequency, the oscillator voltage appearing in the signal grid circuit is in 
phase with the oscillator voltage. This results in slightly higher conversion 
gain. If the oscillator frequency is lower than the signal frequency the 
reverse occurs and results in lower conversion gain. This effect is much 
less pronounced than that of space charge coupling and is opposite in 
phase. 

(4) Capacitive Coupling from Oscillator Plate to Signal Grid 

This coupling is in phase with the space charge coupling and is only 
appreciable with type 6A8-G. 

(5) Capacitive Coupling from Signal Grid to Plate 

A certain voltage at oscillator frequency is developed across the prim- 
ary of the intermediate frequency transformer, and Is fed back to the 
signal grid through the capacitance between signal grid and plate. 
The effect is negligible with types other than the 6A8-G and is very small 
even with this type. 

(6) Signal Frequency Degeneration 

Since the signal frequency is higher than the intermediate frequency, 
the first I.P. transformer presents a capacitive load to the signal frequency. 
This produces degeneration through decreased input conductance and de- 
creased Q of the tuned grid circuit. This is most marked at signal fre- 
quencies approaching the intermediate frequency (e.g., 650 Kc/s), The 
value of the resistive component of the input impedance due to this effect 
is R, 

C 

where Rg « 

SniCgp 

and C = effective capacitance of load 

Sm = mutual conductance from signal grid to plate with the oscil- 
lator oscillating (with the 6A8-G this is about 700 
ihicromhos). 

C„ ~ capacitance from grid to plate. 
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It Is for this reason that a large condenser for tuning the 1.F* trans- 
former primary is desirable when values such as the 6A8-0, having appre- 
ciable degeneration due to high capacitance from signal grid to plate, are 
employed. 

(7) D.C. Signal Grid Current Flow (Transit Time) 

Types 6L7-G and 6J8-G produce positive signal grid current flow at 
high frequencies due to a transit time effect. Electrons accelerated by the 
positive voltage peak on G, may not reach G* until its voltage is decreas- 
ing and they are therefore deflected back to G.. and Gi. Some of these 
are collected by G„ thereby increasing the screen current* and the others 
go through Gs and may approach G, with suflicient velocity to overcome 
the negative bias and cause positive current to flow in the Gi circuit. This 
effect may be minimised by operating with increased bias on Gi and* where 
permissible, also increased voltage on Gs in order to retain the conversion 
conductance (6L7-G only). 

With the 6SA7 during the negative portion of an oscillation cycle the 
cathode may swing more negative than the signal grid. If this occurs 
the signal grid will draw current unless the oscillator grid is sufllclently 
negative to cut off cathode current. The remedy for the trouble is to 
increase the excitation until suflicient negative bias is developed. 


(8) Input Loading 

The loading of the tuned signal grid circuit, due to the input conduct- 
ance resulting from transit time losses. Is important at high frequencies. 
Types 6J8-G and 6L7-G give positive loading and a lower coll Q. Types 
6A8-G, 6K8-G and 6SA7 give negative loading and a higher Q, these pro- 
viding higher R.F, stage gain and an increase in the image latio. 

We thus have negative loading with inner modulated types (6A8-G, 
6K8-G, 6SA7) and positive loading with outer modulated types (6L7-G and 
6J8-G). Increased bias on the signal grid reduces the loading effect on 
all types. It has been found that negative loading reverses Ctud becomes 
pcsitive loading at high values of negative signal grid bias. 

(9) Frequency Shift 

(a) Frequency Shift due to Change of Supply Voltages 

In all converters there is some change In oscillator frequency when 
the voltages supplied to certain electrodes, in the mixer as well as in 
the oscillator, are varied. Of these, the voltages applied to the screen 
of (he mixer and to the plate of the oFcillator are the most critical 
The resultant change of frequency when the voltage of the supply source 
is varied is the sum or difference of the changes of frequency occurring 
when the voltage of each electrode is varied. With types 6A8-G and 6K8-G 
the individual changes of frequency are considerable, but the resultant 
is the difference of the two and is less than either separately. With type 
6J8-G the resultant is the sum of the two, but since both are extremely 
small the resultant is also extremely small. Type 6SA7 has no separate 
oscillator plate, and the effect of the change in screen voltage is most 
prominent. 

Of the types mentioned, type 6J8-G is the most stable, types 6K8-G and 
6SA7 are intermediate and 6A8-G is least stable in respect to changes of 
supply voltage. 

One effect of such instability is a tendency towards ‘'flutter** or motor- 
boating. With type 6AS-G the anode-grid supply is sometimes takon from 
the filament of the rectifier valve, through a dropping resistor with a 
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large bypass condenser to earth in order to reduce the tendency to “flutter" 
and to give additional hum filtering. 

(b) Frequency Shift due to Voltage on Signal Grid 

Type 6A8-G produces a considerable change of oscillator frequency due 
to change in the bias of the signal grid. This effect cauaes detuning 
through A.V.C. action during fading and is particularly serious when 
sharply peaked I.F. transformers are used. On an ideal frequency changer 
the D.C. voltage of the signal grid should not have any effect on the fre- 
quency of the oscillator. Types 6J8-G. 6L7-G and 6SA7 are much better In 
this respect than the 6A8-G, whilst with the 6K8-G the change is so small 
over practical limits to be negligible. 

(10) Negative Transconductance Between Signal Grid and 
Oscillator Plate 

The value of the transconductance between the signal grid and the 
oscillator plate gives an indication of the interference between these two 
electrodes. In the 6A8-G, as the signal grid is made more negative the 
oscillator plate current Increases and therefore the mutual conductance is 
negative. The mutual conductance in the 6A8-G between signal grid and 
oscillator plate is about — 400 inicromhos; in other types it is practically 
negligible. In addition to an effect on the frequency of the oscillator there 
is also a "pulllng-in" effect sometimes observed with the 6A8-G. This may 
be eliminated by using a separate oscillator. 

(11) The Effect of the I.F. Amplifier 

A sharply peaked I.F. amplifier may only be used satisfactorily when 
the oscillator frequency is very nearly constant, say within ± 1.5 Kc/s. 
On the broadcast band there is no great difficulty in such an attainment, 
but on the short-wave band great difficulty is encountered through fre- 
quency drift. The effect of reasonably small degrees of frequency drift 
may be made less serious if the I.F. amplifier is designed with a more 
or less "flat-top" response curve. Even in this case serious distortion, 
possibly accompanied by some form of instability, occurs as the frequency 
approaches the limits of the flat-top The design of "flat-top" I.F. amplifiers 
is considered in Chapter 17. 

(12) Noise 

Without going deeply into the involved subject of background noise, it 
is possible to divide such noise into two main divisions 

(1) Thermal Agitation Noise (sometimes called "Johnson Noise") 

(2) Valve Noise. 

Thermal Agitation Noise occurs in all impedances but is most appar- 
ent in those at the input of the first stage of a radio receiver or microphone 
amplifier owing to the large amplification following. The Thermal Agita- 
tion Noise at the tuned grid circuit of the first stage in a radio receiver 
is about S/iV. on the broadcast band and about IfiV. on the short-wave band. 

Valve Noise may be best considered as occurring at the grid of the 
valve and is about IfiY. for a super-control pentode R.P. amplifier. When 
a valve is used as a converter the noise voltage is approximately doubled. 
80 that a pentode a.s converter under ideal conditions will give about 
2/*V. valve noise, referred to its grid. A pentagrid type of converter gives 
about 4/iV. valve noise since the design of such types makes them inher- 
ently somewhat more noisy than R.F. pentodes. When the oscillator volt- 
age does not completely modulate the converter current, the noise will 
increase. 
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Since both Thermal Agitation Noise and Valve Noise are referred to 
the grid, the two voltages may be combined and the* resultant will be the 
square root of the sum of the squares of the individual noise voltages. 
For example if the valve noise is 4fiV. and the thermal agitation noise is 
3 mV., the resultant noise will be ^4'^ -f 3* or hfiV. This same method holds 
for any number of combined noise voltages 

When an R.F. stage is used ahead of the converter, the noise from the 
grid of the converter may be referred to the grid of the R.F. valve by 
dividing by the R.F. stage gain. Thus with a normal R.F. stage gain the 
converter noise becomes practically negligible either on the broadcast band 
or on short-waves, leaving the resultant of the thermal agitation noise and 
the valve noise of the R F. stage as the total noise referred to the grid of 
the R.F. stage. 

The noise at the grid of the first stage may be referred to the aerial 
terminal by dividing it by the gain of the aerial coil. The design of the 
aerial coil is therefore one of the principal features of the design of a 
receiver having high sensitivity. 

The s!gnal-to-noise ratio* for any given signal strength is the criterion 
of performance as regards noise, and is particularly important in a receiver 
having a sensitivity approaching 1/tV. Increasing the gain of a converter 
valve decreases the noise referred to its grid, since the noise originates in 
the plate circuit. Consequently there is distinct advantage in obtaining 
maximum stage gain from the converter. No increase or decrease of gain 
following the converter has any effect on the signal-to-noise ratio. The 
selectivity of the I.F. amplifier, and the fidelity of the A.F. amplifier, affect 
the noise output as well as the higher audio frequencies in the signal. For 
communication purposes, where only limited fidelity is required, it is 
usual to cut the higher audio frequencies by using an extremely selective 
I.F. channel together with a manually operated A.F. tone control. The 
noise is reduced by this means in proportion os the audio frequency band- 
width is reduced, although the intelligibility is also reduced. 

There are many articles on Noise to which reference may be made for 
further information. A short and simple survey is given by D. A. Bell, 
“Receiver Noise.” Wireless Woild, March 16, 1939. For the relationship 
between noise and bandwidth see V. D. London, “A Study of the Charac- 
teristics of Noise,” Proc. 1 U.E , November, 1936. A good book on the 
subject is by E. B. Moullin, “Spontaneous Fluctuations of Voltage,” 
^Oxford University Press) 



Figure 6. 


The Application of Converters 

Fig. 6 4iows a typical auUniyne circuit using \alve 
typ<‘ 6C6 although almost any other screen grid or pen- 
lotie \alve could be used in a similar manner. It can 
he ''cen from the circuit that the impedance of the tuned 
circuit is in series with the oscillator voltage as applied 
between grid and cathode. If the impedance of the 
tuned circuit at the oscillator frequency is appreciable 
(as will norniaily he the case with shortwave recep> 
tion) then appreciable voltage of oscillator frequency 
will appear across the tuned circuit, thus tending to 
cause radiation, and the oscillator voltage appearing 
between grid and cathode will be reduced, thus causing 
inefficient operation. For these reasons the simple auto- 
dyne circuit as shown is not suitable for the higher 
frequencies, although there is a modified circuit which 
may be used. 


*Tha signal to noise ratio under different conditions may only be compared whm 
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Fig, 7 shows the circuit of the 6F7, a typical triode pentode valve. Simi- 
lar remarks apply as for the autodyne. Fig. 8 show’s a circuit incor- 
porating the 6A8-G pentagrid converter. This circuit is equally suitable 
for operation at broadcast or higher frequencies. The values of compon- 
ents, as given on the circuit, are typical although some variation in the 
grid condenser and the oscillator grid leak is sometimes made. Neutrali- 
sation between oscillator grid and signal grid is frequently employed in 
order to improve the operation at the highest frequencies on the short-wave 


1L2 6A8-G 


Figure 7. Figure 8. 

band. This is obtained by a small condenser (see C in the diagram) which 
would normally be of the order of ImmF. This needs to be adjusted under 
operating conditions for optimum results. Owing to the frequency drift 
caused by A.V.C. on the short-wave band, it is preferable for the 6A8-G 
to be operated at fixed bias on this band, but alternatively if A.V.C. is 
applied the I F. amplifier may be arranged with a comparatively flat “top” 
so that reasonable drifts in frequency are permissible. The maximum volt- 
age which should be applied to the anode grid of the 6A8-G is 200 volts; 
when operated from a higher voltage a dropping resistor is necessary. In 
order to avoid flutter the anode grid is frequently supplied directly from 
the filament of the rectifier valve through a dropping resistor with a 
suitably large by-pass condenser from the low voltage end of this resistor; 
good filtering is required to avoid modulation hum. 

Fig. 9 shows a typical 
circuit of the 6L7-G mixer 
with a 6C5-G (or 6J7-G 
triode) oscillator. Either 
direct or capacitive coupling 
is possible between the oscil- 
lator and the mixer with 
slight differences in opera- 
tion between the two 
methods, and any of several 
oscillator at rangements may •rccommenoco r » smo«t 

be adopted. The one shown 

may be regarded as only Figure 9 

typical. On very high fre- 
quencies it is advisable to operate the 6L7-G with fixed bias in place of 
A.V.C. and to decrease the resistance of the grid circuit to the minimum. 
On the short-wave band it is also desirable to increase the minimum bias 
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on No. 1 grid to — 6 volts and then, in order to prevent loss of sensitivity, 
the screen voltage may be Increased to 150 volts. 




Fig. 10 shows a typical operating 
circuit for the 6J8-G triode-heptode con- 
verter. Direct coupling between the triode 
and the mixer is provided inside the valve 
but in other respects the operation is very 
similar to the 6L7G. No increase of screen 
voltage is permissible in the 6J8'G but this 
does not appear necessary in practice on the 
ordinary short-wave band. A.V.C. may be ap- 
plied to this valve at all normal short-wave 
frequencies. Plate tuning Is fiequently used 
in the oscillator in order to improve the 
strength of oscillation and to provide better 
'Stability Owing to the high plate resistance 
and low conversion conductance it Is desirable 
to use a following I.F. transformer having 
high dynamic resistance. One method of as- 
sisting the attainment of a high dynamic re- 
sistance is to increase the L/C ratio by in- 
creasing the inductance and decreasing the 
capacitance to a limit of about 70 fifiF. 

Fig. 11 shows a typical operating circuit 
for the 6K8-G triode-hexode and it will be 
seen that the circuit is essentially similar to 
that for 6A8-G Owing to the fact that the 
voltage w'hich may be applied to the oscillator 
plate is limited to 100 volts some modification 
of the 6A8-G circuit is necessary. In order 


to obtain the greatest stability in oscillator frequency it is desirable to use 
a common dropping resistor of 15,000 ohms from B -f to both screen and 
oscillator plate. A by-pass condenser of about S gF. is sufficient to avoid 
all traces of flutter. Special high dynamic resistance I F. transformers are 
not required for the 6K8-G although some benefit is given by an improve- 


ment in this direction. 



Figure 12. 


Fig. 12 shows a typical circuit incorporat- 
ing the 6SA7 converter. A Hartley oscillator 
is employed in this circuit and only a single 
tapped coil is required. Various other alter- 
native arrangements of the coil are possible. 
At the higher frequencies some improvement 
is possible by adopting a separate oscillator 
since otherwise it is difficult to obtain com- 
plete modulation. With sclf-excitatlon 
neutralisation similar to that with the 6A8-Q 
is not satisfactory but with a separate oscil- 
lator it is beneficial. Owing to the high plate 
resistance, high dynamic resistance I.F. trans- 
formers are advantageous, but not necessary 
in most cases, since the conversion conduct- 
ance is high. 
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Formulae for Oscillator Tracking in Superheterodyne 

Receivers 



For correct tracking,* the oscillator frequency must be maintained at 
a constant frequency difference from the R.F. signal frequency, the oscil' 
lator frequency generally but not always being higher than that of the 
signal. When the oscillator frequency is higher than tho signal frequency, 
the band-frequency-ratio of the oscillator circuit must be less than that 
of the signal circuit, and if similar ganged condenser sections are used 

for both it is necessary to restrict 
the capacitance range of the oscil- 
lator section. This is generally 
accomplished by means of a 
padder condenser inserted in series 
with a section of the ganged con- 
denser (Fig. 13). By suitable ad- 

gan^co. Is Justment of the inductance of the 

oscillator coll and the padder and 
Figure 13. trimmer condensers of the oscil- 

lator circuit, it is possible to secure exact tracking at three frequencies 
over the band. It is usual so to adjust these values that exact tracking 
is obtained at a slight distance from each end of the band and at a point 
somewhere near the centre of the band. 

A tracking diagram* for the broadcast band is shown in Fig. 14 on 
which, in addition to the optimum value of oscillator coil inductance Li, 

there are shov/n the 
curves for higher and 
lower inductances. 
The maximum track- 
ing error over the 
band 540-1,600 Kc/s 
need not exceed 
about 3 Kc/s, this 
deviation being negli- 
gible since the oscil- 
lator tuning *‘take8 
charge" and the lack 
of alignment only af- 
fects the R.F. and 
aerial circuits, which 
are relatively un- 
selectlve. 



It is advisable 
select values of 


to 

U 


and C,. (padder) by 
calculation as a first step and then to check experimentally on the middle 
frequency to determine w'hether the choice of Lj was sufficiently close. No 
matter what value of Lj is taken, it is possible to obtain correct tracking 
at at least two frequencies, and if a fairly close approximation is taken 
tracking will be coirect for three frequencies, but the in-between fre- 
quency will not be centrally situated unless the correct value of L, is 
selected. 

On the short-wave band conditions are different, and in most cases 
the padder is omitted or is of fixed capacitance. If the padder is omitted 


•See A. L. M. Sowerby, “Ganging the Tuning Controls of a Superheterodyne 
Receiver," Wireless Engineer, Vol. 9, No. 101, pp. 70-75, February (1932); also 
“Design of Oscillator Circuit for Superheterodyne Receivers,'* ineetronice, Vol. 
12, No. 1, January (1939); C P. Singer, "Ganging a Superhet," Wireless En- 
gineer, Vol. 18, No. 153, p. 307, June (1936); V. D. Landon and B. A. Sveen, 
“A Solution of the Superheterodyne Tracking Problem," Electronics, p. 860 , 
August (1932); I. M. Wald, "Ganging Superheterodyne Receivers," Wireless 
Engineer, Vol. 17, No. 198, pp. 105-109, March (1940). 
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the inductance is adjusted to give correct tracking towards the low fre- 
quency end, and the trimmer towards the high frequency end. Aerial 
coupling introduces tracking difficulties on the short-wave band, parti- 
cularly when interwound coils are used, and where three point tracking 
is required it is advisable to use coils with high impedance primaries. 


Formulae for Superheterodyne Oscillator Design 

C, C Gang condenser 4- trimmer capacitance on R.F. circuit. 

C 2 Padder capacitance. 

C 3 (Oscillator trimmer capacitance) — (R.F. trimmer capacit- 
ance). 

(\ Distributed capacitance of 

If f\ is small compared to it may be considered as part 
of C\ 

Ijct fi be the resonant frequency of the oscillator circuit 

/ be the resonant frequency of the R.F. circuit. 

and fo be the l.F, 

/j = / 4 - for exact tracking. 

Exact tracking can only be obtained with this circuit at three 
frequencies Fg and F 3 which should be situated one near (but not 
at) each end of the band and near the centre of the band. Let the 
value of C at a frequency Fo be Co 

Then if L is expressed in microhenries, 

C^ is expressed in micromicrofarads, 

Fo IS expressed in megacycles, 

25330 

L . 

Co Fo^ 

Let F, I F 3 F 3 

//■“ = F,F, + F,F, ^ 

d == a + 2 /. 

(b*d — c») 

/* ^ 

2 /. 
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wi* = /* + f* + ad — b* 


{cH +/,»P) 



B = < 73 . 

1* 


Case 1. C 4 very much less than C 2 and considered as part of 
Cs (the usual case) 

/ ^ * 

<7* = 

\n* B 

CoFo^ 


F C, + C, 

== L . . . 

m* Cj 

Case 2. When Cs — 0 

CoFo^ 

C 3 = 

n* 

CoFo^ 

C, = 

1 * — n* 

1 * ^3 

Li = L . . . 

TO* Ct + 0^ 

Case 3. When C 4 is known 



CoFo* C* C4 

Cs 

C, + c. 


p 
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P Ct + C, 

— if , — — ^ 

wi^ C^ “f* Ci 


Case 4. When Cs is known 


C, = 
C« = 


CoFo^ 
n* 

C* B 

C, — B 


— C's 


= Zf . 


p + c. 


m* Cj + Ci 


Check formulae: 

Equation for oscillator frequency 


/i = ”» 


//* + n* 


r -h P 

Equations for P, m* and n* in terms of oscillator constants 

CoFo* 


+ 


Ct + 


m* = 


Li r c, c, ' 

— ^ C4 + 

^ I C, + <?,. 


n* = 


CoFo* 

Cf + c. 


These formulae give accurate results provided that the signal fre- 
quency circuits are not associated with resonant primaries. 

In practice, however, this is often far from the truth. If a signal 
frequency secondary circuit is coupled to a primary of natural resonant 
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frequency t\ and the coupling factor is K, then the inductance L of the 
secondary alters to an apparent value L\ where 



The change of inductance is a function of the inverse square of the 
signal frequency f and is greatest at the end of the tuning range at which 
f most nearly approaches f'. When V is lower than t L' is less than L, 
and the divergence increases as V approaches the low frequency end of 
the band. A lower value of padding condenser in the oscillator circuit, 
about 10% or 20% less than calculated. Is usually required before tracking 
errors are minimised. 

When the oscillator primary coil resonance lies near the high frequency 
end of the oscillator tuning range L'l is greater than T.*, A reduction of 
both the minimum tuning capacitance and padding capacitance provides 
satisfactory compensation. 

Therefore, in practical cases, the oscillator circuit constants calculated 
from these formulae can be taken as a guide only, and experimental work 
Is necessary to determine the correct values. A sound practical rule is 
to arrange that the ratio f'/f does not lie between vTs and 1/V"2, for which 
condition L' = L(1 ± 2K*). When K = 0.1, the inductance ratio tZ/L 
becomes 0.98 to 1.02. When the ratio f'/f is near unity, L' diverges widely 
from L, and it is almost impossible to obtain good tracking over a practical 
range of signal frequencies. 


O 
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CHAPTER 16 

Tuned Circuits, Calculation of Inductance 
and Design of Low Loss Inductances 


Part 1 — Tuned Circuits 

Natural resonant frequency — Resonant frequency — 
Logarithmic decrement — Series impedance of tuned circuit 
— ^Series resonance — Currents and voltages — Q factor — 
Parallel resonance — Currents — Equivalent series and shunt 
resistances — ^Dynamic resistance — Selectivity — Phase angle 
— ^Experimental method for determination of Q — ^Trans- 
former with tuned secondary — ^Transformer with tuned 
primary and tuned secondary— Critical coupling factor— 
Transitional coupling factor — ^Band width between peaks— 
Determination of points on selectivity curve — Graphical 
method for two identical tuned circuits — Case when the two 
resistances are not equal — ^Maximum posuble selectivity — 
Methods of coupling other than mutual inductive — High 
impedance (top) coupling — Low impedance (bottom) 
coupling — Values for K for various couplings — Effect of 
increasing coupling above critical-^Position of peaks rela- 
tive to centre frequency — ^Tuning over a wide range of fre- 
quencies — Combined couplings — ^Tuned circuits in cascade 
— T.imi t to selectivity by reduction of coupling — ^Universal 
selectivity calculator — Bibliography — Summary of formulae 
for tuned circuits. 

Tuned Circuits 

Wben a violin is tuned, the tensions of its strings are adjusted to permit 
vibration at particular frequencies. In radio, when an arrangement of L, 
C, and R responds to particular frequencies, it is called a "tuned" circuit. 

In principle, the tuned circuit is similar to a pendulum or violin string, 
tuning fork, etc.— it has the property of storing energy in an oscillating 
(vibrating) state, regularly changing from kinetic form (magnetic field, 
when current flows through the coil) to potential form (electric fleld, when 
the condenser la charged) and back again at a frequency called the natural 
resonant frequency. 
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In Fig. 1 let the condenser C be charged. It will dis- 
charge its energy through the inductance L, causing the 
current to increase all the while, until it reaches the 
maximum when there is no potential across C. At that ca ^ 

instant the energy is all magnetic, and the current con- i 

tinues, fed by the magnetic field, to build a voltage of | 

reversed polarity across C. When all the energy has 
been transferred from L to C, the voltage across C has Figure 1. 
its original value, but is reversed in sign, and the current 
Is diminished to zero. The process then reverses, and repeats itself in- 
definitely, cycle after cycle. 

Were there no loss of energy, each cycle would be identical with the 
preceding one, but this is not the case In practice, as there is always re- 
sistance in the coil. The loss of energy is in proportion to the energy 
remaining in the circuit. 



Figure 1. 


For a detailed and accurate account of the processes 
involved, reference should be made to standard textbooks 
relating to the theory of radio circuits A list of several 
such books is given in the accompanying bibliography. 

In Fig. 2, if be the maximum current amplitude 
that occurs during a given cycle of the oscillation, and 
we measure the time t from the instant of this maximum, 
then the current i at any subsequent instant is given by 
the equation. 


C 



Figure 2. 


i = COSa>nt 

where cdq = 27 r x fn, fn being the natural resonant frequency, 

n ^ 

<^n = / 

V LC 4L2 

a = r/2L = damping factor, 

where L is in Henries, C is in Farads, r is in Ohms, and fn is In Cycles per 
second. 

When the resistance r in the circuit is zero, the resonant frequency U 
is given by 


Wo == Z^rfo = Vl/LC 

The ratio of the naturai resonant frequency to the resonant frequency Is 

f„/f„ = Vi - iU^Q-) 


ti)oL 2 7rft,L Reactance of the coil 

where Q 

r r Series resistance 

This relation Indicates how little the natural frequency differs from 
the resonant frequency. Q must be less than four before f« differs from 
f« by as much as 1%. Q is normally greater than 50, for which value the 
two frequencies differ by one part in roughly twenty thousand. 
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In the eQuation for the current i, if t be increased by an amount 
2tr/4tfiii the period of one cycle, we arrive at the corresponding point in the 
next cycle, and 

i' = COS [t + {2n/w^)] 

= e~2tra/ain j 

or I'/i = since a = r/2L 

This is the ratio of the amplitude of one cycle to that of the one next 
preceding. 

Logarithmic decrement is defined as 

Trr 1 

8 = = log€ 

conL i' 

and is thus the naperian logarithm of the ratio of the amplitudes of two 
successive cycles. 

The series impedance z of the circuit in Fig. 2 at any fl*equency 
(f = «/2ir) is given by the relation 

z ■= x/r^ -j- [(i>L — ( 1 / (uC ) ] “ 

If an alternating voltage of frequency f be applied in series with the 
circuit, we find that the current reaches a maximum when the second 
term in the square root is zero, or « = 1/ V LC = the resonant frequency. 

It is perhaps surprising that the condition for maximum current is in- 
dependent of the circuit resistance r, and does not occur when the applied 
frequency is equal to the natural frequency f„. The condition for maximum 
current fiow is designated ^‘series resonance.’ 

If the R.M.S. value of the alternating voltage applied in series with 
the circuit be E, then the R.M.S. value I of the current produced is 

E 

I =* E/z = 

Vr^ + [o.L — {l/o>C)]* 

— “ E/r when u> — ■ 1/VLC — Wo 

The voltages across the several parts of the circuit under this condition 
of resonance are 

rl = E across the resistance, 
woLI across the inductance, 
and — (l/ca«C).I across the condenser. 

The voltages across the inductance and the condenser are equal and 
opposite in sign, thus cancelling each other, and they are usually large 
compared with the voltage across the resistance. 

The voltage across the inductance is also equal to (wuL/r).E, since 
I = E/r, and therefore its ratio to the voltage E applied in series with 
the circuit is e«L/r. This ratio, usually designated Q, is the ratio of the 
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reactance of the coil to the resistance in series with it, and is called the 
”coll magnification factor,” or “energy factor.” Thus, 



If L, C. and r be all connected in series, as in Fig. 2, and the alternat- 
ing voltage be applied across the condenser C, instead of in series with the 
circuit, the current divides between the two branches. 

The current in L and r is 

E 

II « - - 

\/ r“ -f- ci>“L" 

and the current in C is Ic = — wCE, assuming the condenser loss to be 
negligible. Taking the sum of the two currents, with due regard to their 
phase relation, 


I = E 


coL 


a)C 


r2 + 



— ) 


WhenwCzrwL/ (r^ -f- urL-), the total current is in phase with the applied 
voltage E, and has the value 


I E 



at resonance. 


This is the minimum current for varying values of f, and is the condition 
for what may be called “parallel resonance” as distinct from the “series 
resonance” case considered before. The currents in the condenser and coil 
are large compared with the current in the external circuit, because they 
are very nearly opposite in phase. 

The value of w at which resonance occurs is 


1 1 

Vlc vr-fTrV®*!?) 

It was pointed out before that wE/r, the ratio of reactance of the coll to 
resistance in series with the circuit, is usually greater than 50. Thus, with 
an error of about one part in five thousand at wL/r r= 50, and with still 
smaller errors for larger values, we may write for the parallel resonance 
frequency «« = 1/VXC, which is the same result as that obtained in the 
series resonance case. 

With a similarly small degree of error we may write the following 
simple relations for the currents at resonance: The current in the external 
circuit 


= E . ^ ^ E.Cr/L = E.<«.,=C-r, 

oy o 

E 1 E E.0)oC 

o>oL Q Re Q 

where Q = o^oWr as before, and R, = L/Cr, as shown in Figs. 4a and 4b. 
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Tti6 current In the coil end reeietance is irery closely equal to tliat in 
the condenser, or 


II — Iq wqCE, 

and is Q times larger than the current in the external circuit. 

A far more important practical case than any others considered so 
far is the circuit shown in Fig. 3, in which a second resistance R appears in 
shunt with the condenser C. R represents the effect of all insulation losses 
in the condenser, the coil, wiring, switches, and valves, together with the 
input or plate resistance of valves. 



Figure 3. 






IS EQUAL TO 


Re 





Flgure 4a (left), Figure 4b (right). 


We saw in the last case that the series resistance r may be considered 
instead as a resistance L/Cr = R« shunted across the condenser. This 
equivalence is shown in Figs. 4a and 4b. It may be shown further that 
Q = «uL/r = (1/r), \^L/C\ as for the series resonance case. Hence 


R.. = L/Cr = Q.<.).,L = Q/<«„C = QvTTC 


In the present case we have R in parallel with 
L/Cr, and the resultant ^‘dynamic resistance’* is 

1 

Rp — 

(l/R) + (Cr/L) 

Therefore the resultant value of Q Is 



Figure 5. General 
case of series cir- 
cuit. 


_ I 

Q = v/C/L . Rd = 

1 /R + r 


1 


^R) {T / KOqLi) 


The expression VL/C is equal to the reactance of both the inductance 
and the condenser at the resonant frequency. That is, 

(DoL = \^L/C = l/uvC. 

In the circuit of Fig. 3 we saw that the resistance r in series with L 
may be considered as a resistance L/Cr in shunt with condenser C. By 
similar reasoning the converse case may be shown for the shunt resistance 
Ri which may be considered as a resistance L/CR in series with r. The 
resultant equivalent series resistance is i*' =: r -h (L/CR). 

At other frequencies such as f, which do not coincide with the resonant 
frequency f», the reactances of the coil and the condenser no longer balance. 
In the series circuit the resistance r becomes an impedance z which is 
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greater than r. In the parallel circuit the dynamic resistance Rd becomes 
an impedance Z which is less than Rd. The ratios of these quanti- 
ties determine the selectivity or response of the circuit, and are related to 
Q and f by the following expression: 



approximately when m,/m > 10, where m» is the gain at a frequency 
f« and m is the gain at a frequency f. 

The phase angle between the current in the external circuit and the 
applied voltage is such that 

/ f f o \ Afo 2 + ( A^o/to) 

tan^=— Q I 1 = — Q. . , 

\fo f/ to 1 + (AVfo) 

where Afo = f — U- 


The reactance varies with the frequency f, and equals the resistance 
r or Rd when the phase angle is 45"*, or when 

tan ^ = 1, and z/r = Rp/Z = \/ 2 . 

For values of ^fo/fo small compared with unity, tan 4 > = Q.(22^fo/fo) 
approximately, and the error does not exceed 1% when ^fo/fo is not greater 
than Vbo* Thus, when Q = 100 the reactance equals the resistance when 
A^® = V 200 -^o. or 0.5% of f„. 

When the phase angle is 45*, we have 

tan = 1 = Q ((f/fo) - (fo/f)] 

1 

and Q 

(f/fo) - (fo/f) 

*= fo/(2Afo) approximately, 

with an error of 1% when Q = 50, which diminishes at higher values of Q. 
Under this condition, since the impedance of the circuit is such that 

mo/m = z/r « Rd/Z = 

the voltage developed across the coll or the condenser is 1/V2 of that at 

resonance. This occurs at two frequencies f, and fb which are related 
f. as follows (See Fig. 17): 

fl — fo — Afo 

fb fo "I" Afo 



121 


Chupter 16(1). 

That is, fb — fi — 2Af*, 

centre frequency 


Band width of selectivity curve 
at l/y/1 of maximum response. 

This relation forms the basis of an experimental method for the deter- 
mination of Q. A very low loss valve voltmeter shunted across the coll or the 
condenser of the tuned circuit indicates when the voltage has fallen to 
1/V2 of the resonance value, and the frequencies fo, fi and fh are obtained 
from the calibration of the radio frequency generator employed 

Fig 6 illustrates a typical case of the 
application of a high frequency transformer 
with tuned secondary in a radio receiver. 

From the theory of high frequency trans- 
formers (see bibliography), when the 
primary reactance is negligible compared 
with the reflected resistance wo®MVr* of 
the resonant secondary, and when the 
stray capacitances shunting the primary 
that its resonance frequency is at least ten 
times that of the secondary, the following approximate expression may be 
used to determine the gain of the valve and transformer at the resonance 
frequency of the secondary: 



Figure 6. 

are sufficiently small to ensure 


and Q 


fh - f. 


Sm gm KRn v^Li/Lj 

= mo = = 

e, (M/rpL^) + 1 + K^RoAp) . (VL,) 

= gm ^*^oMQ 2 = gm KRd \/-Li/L2 

when r, is sufficiently large for K*Rd (Lj/L^) to be less than five per cent 
of rp, where 

gm =z mutual conductance of the valve in mhos, 
rp = plate resistance of the valve in ohms, 

Li =r primary inductance in henries, 

L| = secondary inductance in henries, 

M = mutual inductance between Li and L,, in henries. 

K = M/ /LjLs coupling factor, 

Qs =z ratio of secondary reactance to resistance at the resonant fre- 
quency, 

Wo = 2ir X resonant frequency of secondary in cycles per second, and 
Rn = WtLiQs = dynamic resistance of secondary in ohms. 

If the inductances Li and L, have similar ratios of diameter to length, 
or form factor, and the turns are N, and N, respectively, then in 

the above formula may be replaced by Nx/N^. 

The plate resistance Fp of the valve is reflected as a reaiatanee 
(Fp/K*) . (L,/!^) in parallel with Ro across the secondary circuit If 
(Fp/K*) . (Li/L|) be less than twenty times Rd the shunting action should 
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be taken into account when determining the selectivity of the circuit from 
the expression 


in which 


R7Z Vi + QV ((f/f„) - (f«/f)l* 

1 

R' 

(1/Rd) + [(KVrp) .(WL,)] 

R' 1 

and Q' > == — 

.u„L, (I/Q 2 ) 4- I(K7rp) .--oLi] 


However, R' and Q'o should not be used in place of Rn and Qa in the 
calculation of the gain m*. 

The ciitiuit shown in Fig. 7 
is a typical example of the appli- 
cation of a high frequency trans- 
former with a tuned primary and 
tuned secondary. Intermediate 
frequency transformers in super- 
heterodyne receivers are usually of 
this type. Very thorough discus- - 

sions of such transformers have Figure 7. 

been given from the theoretical point of view by Aiken (Proc. I.R.E., Vol. 
25, No. 2, p. 230, February 1937), and from the design point of view by 
Scheer (Proc. I.R.E., Vol. 23, No. 12, p. 1483, Dec. 1935) Holh of these 
sources of Information should be consulted. 




h 

1 

M 

0 

n 

T* 

c« 

• 

^>1 

•-1 

l‘'2 


■ ©0 


u 

0( 



LJ 


It may be shown that the gain of the circuit in Fig. 7 at resonance is 


gin \^R R2 

ei 1 

K\/Q'Q2 + 

K\/Q^ 


1 I 1 

where — = — + — , 

R' rp R, 


1 oioLi 1 

and — *= + — 

Q' rp 

All symbols have the same significance as before. 

The expression for calculating the selectivity is lengthy and compli- 
cated, and a graphical treatment to be given later is recommended. 
Alternatively, reference should be made to Aiken's work. 

There are some simple and useful relationships for certain special 
conditions. 

As K is Increased, the gain Inc rease s until K VQ'Q« = 1> after which it 
decreases. The value of K = 1/ VQ'Q, is designated the critical coupling 
factor. 
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When Q' is equal to Qa and K is increased beyond this critical value, 
the resonance curve has two frequencies of maximum ^ response. These 
are separated by equal amounts above and below the value fo = at 

which the single maximum response occurs below critical coupling. 

When Q' is not equal to Q,, two peaks of maximum response do not 
appear as soon as K is increased above critical value. The value of K,at 
which the two peaks Just appear in place of one has been defined as 
''transitional coupling factor" by Aiken (Proc. Vol. 25, No. 2, p. 

230, February 1937). In terms of Q' and Qj its value is 
Vi[(l/Q'*) 4- (1/Q7®73. It will be seen at once that when Q' equals Q,, 
the values of K for transitional and critical coupling are coincident. 

When the inductance, capacitance and resistance of the primary are 
the same as the secondary 

Band width between peaks 

sr (l/ 27 rL) yj uj*W — r*, where Li = L, = L, and r, = r, = r 


r= Kfo v'l — (1/K-Q-), where Q' = Q. = Q. 

The frequency band width between the points on either flank of the 
resonance curve at which the response is equal to the minimum in the 
"valley" between the two peaks is V2 times the peak separation. 

From the foregoing it will now be seen that five points on the resonance 
curve for two similar overcoupled circuits can be obtained very simply. 
Further points on the resonance curve may be found from the relation 


mo 

m 


/r 1 

2 

/ 1 

+ 

/ L 1 + K*Q*J 



2QY 


1 + K2Q2J 


where Y = [(f/fo) — (fo/f)] and L, C, and r are equal for both circuits. 

This expression may well be solved graphically according to the follow- 
ing procedure developed by Beatty (Wireless Engineer, Vol. IX, No. 109, 
p 646, October 1932). 


Graphical Method 

A single tuned circuit in the plate load of a valve has the well-known 
frequency characteristic shown in Fig. 8. At tho resonant frequency, 
where the reactance becomes zero, there is a peak of response, and the 
gain falls off on either side. The curve may be plotted graphically by 
the construction of Fig. 9. The ratio of gain at lesonance, to the gain 
at any frequency off tune may be termed the attenuation function of the 
stage, and may be plotted as a vector quantity, having magnitude and 
phase. As the frequency is varied, it may be shown that the vector OP 
in Fig. 9 rotates about its own origin, O. and that its extremity traces out a 
linear path, PoP. At resonance, the ratio m„/m is unity, and has its least value. 
If OPo is the vector representing the condition of resonance it will be per- 
pendicular to the line P,P. The distance P.P for any frequency is equal 
to Q (f/fo — fo/f). and is seen to be governed by the Q factor as well as 
the frequency. Where f is nearly equal to f„, the resonant frequency P^P 
may be taken as approximately 2Q^fo/fo where — ^o)- Thus 

the length PoP close to resonance, is very nearly proportional to the 
amount of detuning. 

It is found that when two Identical tuned circuits are coupled, either 
by some common reactance component in the circuit or by mutual magnetic 
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couplins, the locus of the end of the rmdius vector OP becomes a parabola 
(see Fig. 10), Instead of a straight line. The form of the parabola is seen 
to depend upon the Q factor of the coils, and the coupling co-efftcient K. 
The distance OT is the criterion of form and may be expressed 
2/Vl -f K*Q*. It is found that where OT < V^, corresponding to KQ >1, 
there are two frequencies of maximum gain, corresponding to the vectors 
OP', OP' in Pig. 10. If the attenuation is plotted against ^f., as in Fig. 
11, it Is clear that a much flatter top may be attained by using coupled 
pairs of circuits than could ever be realised with single Isolated tuners. 
Fig. 11 serves also to show the variation in band wid th with variations of 
OT (that is, changes of KQ since OT = 2/\^l -f K=Q*). It should be noted 
that the form of the skirt of the curve remains practically similar for all 
values of KQ. 



Figures 8 to 11, Inclusive. 


When the circuit resistances r^ and r^ are not equal, the selectivity curve 
remains symmetrical, but as coupling is increased the amplitude of the 
two peaks decreases. From data given by Aiken (Proc. T.R.B., Feb., 1937), 
when the L and C values of two coupled circuits are equal, but the ratio of 
ri to Ti is 10, the amplitude of the response at critical coupling being re- 
garded as unity, the amplitude of the peaks is about 0.67 at three times 
critical coupling. He states also that 


Band width between peaks 


1 


27rL 



+ r/ 


which may be reduced to 



The last expression holds also when L, is not equal to L*, but LiCi _ 
I^Ci, for mutual inductive coupling (see editorial by G. W. O. Howe, Wire- 
less Engineer, June, 1937), and is therefore a particularly useful practical 
result. It can also be shown that the band width between the points on 
the flanks of the selectivity curve level with the minimum response In the 
‘•valley’* between the peaks is VT times the peak separation 
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When mutual indue* 
tive coupling ie in- 
creased above the cri- 
tical value and the two 
peaks appear in place 
of one, they are placed 
symmetrically o n 
either side of the 
centre frequency. Fur- 
ther Increase of coup- 
ling causes both peaks 
to move equal inter- 
vals further away from the centre frequency. No other types of coupling, 
such as those shown in Figs. 12, 13, 14, 15 and 16, possess this useful 
characteristic. 

When the highest possible selectivity without too much loss of gain is 
desired from a pair of tuned coupled circuits, a practical compromise is to 

reduce coupling to 0.5 of critical, 
when the gain is 0.8 times the maxi- 
mum possible. The selectivity then 
approaches that which would be ob- 
tained by separating the two circuits 
with a valve (assuming this be done 
without altering Q' and Q,.). For 
other relationships between gain and 
selectivity, refer to Reed, Wireless 
Engineer, July 1931, or to Aiken, 
Proc. I.R.K, Feb. 1937. 

There are other types of coupling which may be used between tuned 
circuits as alternatives to mutual inductance. Four such circuits are 
shown in Figs. 12, 13, 14, and 15. A fifth type is “link'* coupling shown 
in Fig. 16, in which a relatively small coupling inductance L', is coupled to 

L, and similarly to and L'x is connected 
directly in series with L'.. The behaviour of 
this circuit is the same as that to be described 
for Fig. 15 . 

In Figs. 12 and 13 high impedance or 
'*top’* coupling is used, while in Figs. 14 and 
15 low impedance or “bottom** coupling is 
shown, Howe (editorial. Wireless Engineer, 
Sept. 1932) defines coupling between two cir- 
cuits from a general point of view as the 
relation between the possible rate of transfer of energy and the stored 
energy of the circuits. Application of this principle leads to the result 
that for high impedance coupling, 

K =. , 

while for low impedance coupling, 


K 

Where is the reactance of the coupling, and and X. are the reactances 
of either the coils or the condensers with which the circuits are tuned. 

For high impedance coupling X^, must be taken in parallel with the 
tuning reactance to obtain X^ or X 5 , and for low impedance coupling It 
must be taken in series with X, or X,. The tuning reactance is of the 
same nature as X«. 



Figure 16. 
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Figure 14 (left), Figure 15 (right). 
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Figure 12 (left). Figure 13 (right). 
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Circuit 

w — 

K {exact) 

K (approximate) 

Fig. 12 

Cm 

Cm 

, when Cm •< *< (Cj, Cj) 

\/{Cj -f Cm) (C 2 + Cm) 


Fig. 13 

/ LiL* 


V (Lj 4* Lm) (L 2 ^''«») ' 

Fig. 14 

/ fiC* ! VCiCj 

/ X ^ 1 X /n n\ 

a/ (Cj 4- Cm) (C 2 4" Cm) 

Cm 

Fig. 15 


I-'m 

, when Lm *< ■< (Lj, L 2 ) 

v/(Lj 4- Lin) (1^2 ^>n) 

V/L 1 L 2 

Fig. 16 

1 

MiMjj 

M 1 M 2 

^ when individual coup- 

->-3 (-a 

or 

KiKg 

- Kj*) (I K^i) 

Lm \/l-'il ^2 small 

K.Ko, uhen individual couplings are 
small. 

where Lr, = I/j \ 

K - 

\/LjL|„ 

M2 

and K 2 


In the cases of Figs. 12, 13, 14, 15, and 16, as coupling is increased 
beyond critical, one peak remains approximately on the original centre 
frequency for small coupling, while the other peak moves away to one side. 
The stationary peak is determined by l/VLiCi = 1//I^A in all four 
cases. The second peak is lower in frequency than the stationary one in 
Pigs. 12 and 15, but higher in Pigs. 13, 14 and 16. It is theoretically 
possible, though not usually practically convenient, to combine two types 
of coupling, in equal amounts, such as Pigs. 12 and 14, so that the peaks 
spread symmetrically on either side of the centre frequency* Normally 
it is convenient to use mutual inductive coupling 

Sometimes in the tuned radio frequency stages ol a receiver a coupled 

pair of circuits may be required to tune over a wide range of frequencies. 
A single type of coupling cannot perform satisfactorily over a tuning range 
as wide as a two or three to one ratio of frequency. Two types of coupling 
are required. One Is adjusted for optimum selectivity and gain near the 

*1tadlotronic8 No. 82, pp. 89-91, December 15 (1937); No. 84, pp. 105-107, March 15 
(1988), and No 85. p, 120, April 19 (198S). 
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low frequency end of the tuning range, while the other is similarly adjusted 
near the high frequency end. Aiken (Proc I.R.E., p. 246, Feb. 1987) gires 
a direct practical procedure for arriving at the best average results over 
the whole tuning range. 

Most often the best results are obtained by a combination of mutual 
inductance M and low Impedance coupling capacity Cm as shown in Fig. 

14. The resultant coupling reactance is oiM -f (l/ctfCm) at any frequency 
f rr w/2ir in the tuning range. The equivalent coupling factor is 


coM + (l/u>C,„) 

K == approximately (for K<0.05) 

CU\/LiL*2 

When the types of coupling in Figs. 12 and 14 are combined, the 
equivalent coupling factor Is 


Cm (top) VC1C2 

K 1 approximately (for K<0.05) 

C1C2 Cm ( bottom ) 


which varies more widely over a given tuning range than does the 
combination of M and Cm described above. 



When K has been determined in this 
manner, the frequency separation between 
the peaks and the selectivity may be found 
from the same expressions quoted earlier 
for mutual inductive coupling. Also, when 
the greatest possible selectivity is desired 
without much loss of gain, the value of 
KQ = 0.5 suggested previously for mutual 
Inductive coupling may be applied again. 

When two or more amplifier stages hav- 
ing identical circuits and values are con- 
nected in cascade, the resultant or overall 
gain and selectivity is the product of the 
gains and selectivities of all stages. For 
n stages the gain is (Mo)” and the selec- 
tivity is 


1 

(m/mo)” 

(1 4- Q2Y2)n/2 


for single tuned oircults, and 


(m/mo)" 


1 



Q*Y* \* / 2QY 

1 + K»Q*/ ^ \l + K*QV . 


tor coupled pain. 
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When is very small, the selectivity of n coupled pairs is almost 
the same as that of 2n single tuned circuits. Thus there is a limit to the 
improvement of selectivity obtained by reduction of the coupling of 
coupled pairs of tuned circuits. When it is possible to increase Q, there 
is a corresponding improvement in selectivity. The tendency with several 
stages of single tuned circuits is to produce a very sharp peak at the 
centre frequency, which may seriously attenuate the higher audio fre- 
quencies of a modulated signal. Conditions are much better with coupled 
pairs, because two peaks with small separation appear as Q is increased, 
if the coupling is not too close. Difficulties occur when Q is increased so 
much that a deep “valley” or trough occurs between the peaks. Tho 
practical limit is usually a two or three to one ratio of overall gain 
between the response at the bottom of the valley and that at the two peaks. 
It is then good practice to add another stage employing a single tuned 
circuit which substantially removes the “valley” of the pieceding circuits 
The procedure by which the best results may be obtained is described by 
Ho-Shou Loh, Proc. I.R.E., Vol. 26, No. 4, p. 469, April 1938 (Errata, Vol. 26, 
No. 12, p. 1430, Dec. 1938). In this manner a very flat response may be 
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FIGURE 18: UNIVERSAL SELECTIVITY CALCULATOR 

For use with electronic coupling (Isolated circuits) and critically 
coupled circuits for values of Q not less than 25. Note that for 2 
coupled circuits the value of attenuation in decibels per coll should 
be multiplied by 2, and similarly for other multiples. For explanation 
and example see text on pages 129 and 130. 




129 


Chapter 16(1). 

obtained over a range of frequencies 10 Kc/s to 20 Kc/s wide, with very 
sharp discrimination against frequencies 20 Kc/s or more away from the 
centre frequency, 460 Kc/s. 

Universol Selectivity Calculator 

For the benefit of designers of R.F. and I.F. circuits, a '^universal 
selectivity calculator” has been constructed (Fig. 18). It is a family of 
curves of attenuation as functions of QAfo/fo* The attenuation is expressed 
in decibels to make the curves generuly applicable for any number of 



FIGURE 19: UNIVERSAL RESONANCE CURVES 
For determination of current ratio and phase angle 
for a aeries resonant circuit having a Q factor between 
26 and 600. These curves may be used for a parallel 
resonant circuit by taking the vertical scale to represent 
the ratio of parallel impedance off resonance to the 
dynamic resistance at resonance; in this case the phase 
angles as shown should be reversed from leading to lagging 
and vice versa. 
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circuits. I£ one circuit suppresses a certain frequency by 30 db, then two 
circuits would attenuate that frequency by 60 db, and so on. It is con- 
ventional to express the attenuation of tuned circuits in a voltage ratio 
as so many “times down.” The decibel scale may be converted to a voltage 
scale by taking the anti-logarithm of one-twentieth of the decibel figure, 
or by reference to the Decibel Table in Chapter 40. 

It should be noted that the attenuation which is given on the diagram 
is the mean of that on each side of resonance and is approximately inde- 
pendent of the value of Q provided that Q is not less than 25. It may, 
however, be seen from the Universal Resonance Curve (Fig. 19) that the 
curve for a specified value of Q is not necessarily symmetrical about the 
resonant frequency. 

To use the curves, a line is drawn from the frequency, on the “fo" 
line, through the “A” line to the appropriate point on the “Q” line. The 
line drawn from the frequency off tune on the through the 

point of intersection on the “A” line intersects the “B’' line at the point 
Q^fo/fo. By following the oblique guide lines to the abscissa, the attenu- 
ation may be read from the ordinate corresponding to that particular point 
of the curve. For coupled circuits, the curves are given for K. Q =: 1. For 
smaller coupling coetticients, the designer may interpolate between the 
curves for coupled circuits and isolated (electronically coupled) circuits. 
The curves for coupled circuits are given as half the selectivity of a pair 
for that reason. For frequencies greater than 2 Mc/s. the value of 
Q^fo/fo should be calculated. 

The lines drawn on the diagram are for a particular example in which 
fo = 455 Kc/s., Q = 200, and ^fo = 5 Kc/s. A line is first drawn from 
fo = 455 to Q = 200; a second line is then drawn from the point qf 
intersection of the first line and the ‘ A” line, through /^fo = 5, and pro- 
jected to meet “13” line, thereby giving the value Q/\f„/fo — 2 2. By trac- 
ing upwards it may bo found that the attenuation is 13.2 db for a single 
isolated circuit, and 9.9 db per coil, or 19.8 db total for 2 critically coupled 
circuits. 

When using the curves for pairs of coupled circuits, it should be 
remembered that the number of circuits is twice the number of pairs. 

A very useful family of curves for values of coupling above and below 
critical is given by Maynard (Electronics, p. 15, February 1937). 
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4. References on Universal Selectivity Curves 

F. E. Terman, **Radio Engineering/' (Ist ed.) p. 52. 

J. E. Majrnard, "Universal Performance Curves for Tuned Transformers/' 
Electronics, p. 16, February (1987). 

H. T. Budenbom, "Some Methods for Making Resonant Circuit Response 
and Impedance Calculations," Radio Engineering, Vol. XV, No. 8, p. 7, 
August (1935). 

5. Unpublished Papers 

R. H. Errey, L. G. Dobbie. 

Summary of Formulae for Tuned Circuits 

Nomenclature : 

L « inductance (in Henries unless otherwise stated) 

C capacitance (in Farads unless otherwise stated) 
fo resonant frequency (in cycles per second unless other- 
wise stated) 

fn natural resonant frequency (in cycles per second unless 
otherwise stated) 

f *=* any frequency (e.g., ft, fo . .) (in cycles per second unless 
otherwise stated) 

Af - f« - f 

TT 3.1416 approximately 

K *= coefficient of coupling 

w = Zrrf, <Do = 27rfo, — Z^rfn radians per second 
Re *= effective shunt resistance (in ohms) 

r series resistance (in ohms) 

r' -= resistance of a series resonant circuit at resonance (in 
ohms) 

R » shunt resistance (in ohms) 

Rd dynamic resistance (in ohms) 

e a voltage across the circuit at a time t 

E « initial voltage of charged condenser 
€ 2.718 (« is the base of Naperian Logarithms) 

t » time (in seconds) 
a — damping factor 
S aa» logarithmic decrement 
X wavelength in metres 
i — current at frequency f (in amperes) 
a» current at resonant frequency fo (in amperes) 
m — gain at frequency f 
mo — gain at frequency f© 

Q » circuit magnification factor 

Natural Resonant Frequency (fn) 

Exact formula : — 

1 ri r* 

ss — / cycles per second. 

27r V LC 4L* 
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Approximate formula for use when r is small compared with ZVL/C: — 


1 

fn ~ = ' C/®* 

297 \/IjC 

For numerical use this may be put in the form 
159200 

c/s where L is in microhenries 

\/1j0 and C is in microfarads. 

159200 

Kc/s where L is in microhenries 
V^LC and C is in micromicrofarads. 


Wavelength (A) 

Wavelength (in metres) = 1885 

where L is in microhenries 
and C is in microfarads. 

Wavelength X frequency = 2.9989 X 10^ metres per second, 

— 3 X 10® approximately 

300,000 

Wavelength 

frequency in Kc/s. 

300 


frequency in Mc/s. 


L, Q and <i>o 
For resonance 

LCaio^— 1 

tt)oL 1/cuoC ohms 

Wo ** l/VEC radians/second 

woL VL/C ohms 

woC — VC/L mhos 


L, C and fo 
For resonance 
27rfoL l/27rf„C ohms 
1 

LC — henries X 

39.48 fo^ farads 
2.533 X 10^^ 

or LC X 

( 2 
*0 

where L is in micro- 
henries 

and C is in micro- 
farads. 
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Damped Train of Waves 

c coswnt, where a r/2L (clamping factor) 

h — r/2fnL (logarithmic decrement) 

Q Factor 

1 

(l/R-ViVC) + (r.VW 

1 

a>oL/R -j- r/(i)oL 
1 

1 / cdoOR -j“ cDoOr 

If 1/R. VL/C *=** cjoL/R is very much smaller than r.VC/L « r/cooL 
this may be written 

Q » l/r.\/L/C « (UoL/r «« l/woCr approximately- 
For a single tuned circuit 

Resonant frecjuencv 

Q 

f £ Band width of selectivity cur\e 

“ * at 0.707 of maximum response. 

To Convert Series Resistance to Effective Shunt Resistance 
Re *= L/Cr at resonance. 

Similarly to convert shunt resistance to effective series resistance 
te «= L/CR at resonance. 

DYNAMIC RESISTANCE (at resonance) 

Parallel Resonant Circuit: — 

1 • 

Rd 

1/R + Cr/L 

If R is infinite (i.e., no resistance is shunted across the circuit) 

Rd ■= L/Cr “=» Q/a)„C « o>„LQ « Q*r. 

Series Resonant Circuit : — 
r' « r + L/CR 

If R is very great 

r' r approximately. 

SELECTIVITY (Current at and off Resonance) 

Parallel Resonant Circuit 


i/io — \/l + Q!* (f/fo — fo/f )“ “ Q (f/fo — fo/f) approximately, 

when i/io>10. 
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When f / fo is near unity, and A f© “ f — f o 

i/io — Vl + (Afo/fo)^ approximately. 

The phase angle (<^) is given by 

2 + ( Afo/^o) 

tan — Q (f/fo — fo/f) ** — QAfo/fo • 

1 + (Afo/fo) 

— —2Q. Afo/fo approximately; 
i leads i© when f>fo and i lags behind i© when f<fo. 

Series Resonant Circuit 

io/i Vl + Q“ (f/fo — fo/f)" « Q (f/fo ~ fo/f) approxi- 

mately, when i©/i>10. 

Vl + 4 Q 2 (Afo/fu )2 

when f/f© is near unity; 


2 4“ ( Afo/fo) 

tan<^ *= Q (f/f© — fo/f) = QAfo/fo • 

1 4“ (Afo/fo) 

= 2Q Afo/fo approximately; 

i lags behind i© when f>fo and i leads i© when f<fo. 


MAGNIFICATION BY TUNED CIRCUIT 


Parallel Resonant Circuit: — 

Ratio of total input current to total circulating current «« l/Q- 

Series Resonant Circuit: — 

Ratio of total voltage across the circuit to voltage across either 
reactance l/Q. 


R,F. TRANSFORMER, UNTUNED PRIMARY, TUNED 
SECONDARY 





M 1 

+ 

rpL<2 a;oMQ2 


where K M/ VLiLo (coupling factor). 


The expression for gain may be put into the alternative forms 

gm gm^oMQ2 

Gain = = 


CO 0 C 2 Al; K ^ ^ (cooM)* Q 2 

ICQ 2 1^2 
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Gain 


p (UoMQ, 


rp + 


(«oM)* Qt 

<uoLa 


p (UoUQp 


Tp H 

r» 


The effective Q of the circuit is given by 

1 1 

Q' = = 

a.oLj K*a>oL, 1 K* 

+ + • Whj 

Rd Qs ^p 

from which the selectivity may be calculated as for a parallel resonant 
circuit. 

The coupled impedance at resonance is given by 


M* Li 

' ■ = ' ' = ■ Rd = KRd — 

Tj wolig Lj* L* 

neglecting the primary impedance. 

R.F. TRANSFORMER, TUNED PRIMARY, TUNED SECONDARY 
Gain 

gmVR^ 

Gain «= 

kV^2 + [i/{kV^)] 

where 1/R' - (1/rp) + (1/R,) 

K — M/VlX^ 

and 1/Q' •=■ (»>oLi/r,,) + (1/Qi) 

When K = l/VQ^Qa (>•*•» critical coupling factor), 

gain ^ gn, \/R^^/2, which is the maximum for any coupling 
factor. 

Selectivity (Two similar coupled circuits) 


mo 

m 



Q*Y» 


1 + K*Q* 


+ 


2QY 


ll + K»Q* 


• S' 

1 


where Y — (f/f* — f,/f) 
and Q — Q' — Qj. 
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Selectivity (Two coupled circuits of differing Q) 

When Li — L 2 and Q — C 2 (or for mutual inductive coupling when 
LiCi — L 2 C 2 ) the preceding formula for mo/m may be used by taking 
Q as VQ'Q 2 « When the ratio between Q' and Q 2 does not exceed 
1.5 : 1 this will give a result which is in error by not more than 1%. 

When is very much greater than unity, and Afo is very much 

smaller than fo^K^, 

mo 1 

= — 8 approximately, 

m ‘ foK 



8 (Afo)* 

fo*K2 


Impedance across the primary circuit at resonance 

Q ciioL Rd 

(Coupled Impedance) = = 

1 + K2Q- 1 + K2Q2 

where Rd is the dynamic resistance of cither of the two circuits when 

K — 0. 

At critical coupling KQ «= 1 and the Coupled Impedance becomes Rd/2 


BAND-PASS CIRCUITS 
(Mutual Inductive Coupling) 

Let fi and f 2 be the frequencies of the two peaks. Then, in the general 
case, 


fl f2 

fo 


K 




where LiCi *= L2C2. 

When Q' « Q2 = Q, 

(fl -fo)/fo - KVl - ( 1 /K 2 Q^) 

When Q' « Qo « Q and l/K^Q^ >> 1 , 


fl-f2 


fo 


= K. 


When KQ — > 0*5 the gain is reduced to 0.8 of its optimum value. 
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High Impedance Coupling^ 

C» 

K ==r — — for capacitive coupling (Fig. 12) 

v/lIlT 

— ; for inductive coupling (Fig. 13) 

U 

where C,„ «= coupling capacitance 
Lm coupling inductance. 

Low Impedance Coupling'^ 

VGA 

K = for capacitive coupling (Fig. 14) 

Co, 

Lo, 

= for inductive coupling (Fig. 16) 

\/L^ 

where Cm coupling capacitance 

Lm coupling inductance. 


Link Coupling* 

MiMj 

K (Fig. 16) 

Lm vLi^2 

where Mi *= mutual inductance between Li and Lm, 
and M 2 =» mutual inductance between L 2 and L,„. 

•For exuot ^alues see table in text on pagre 126. 
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CHAPTER 16 (continued) 

Part 2 — Calculation of Inductance 

1(a) : Solenoids, unscreened — ^**current sheets” — cor- 
rections for round wire — for high frequencies — ^for self and 
stray capacitances — Palermo’s method for estimating self 
capacitance of single layer coils — formulae for inductance — 
curves for determining A, B and K — effect of thickness of 
the insulation — conditions for which the low frequency in- 
ductance differs from the "current sheet” inductance by less 
than 1 % — formulae for slide rule computation of A, B and 
K — Wheeler’s formula for current sheet inductance — 
Esnault-Pelterie’s formula for K and current sheet induct- 
ance — Nagaoka’s constant for very short solenoids — 
Wheeler’s formula for short solenoids — Hayman’s formula 
for total number of turns — curves for determination of the 
current sheet inductance. 

1 (b) : Solenoids inside concentric cylindrical screens. 

2 : Multilayer circular coils of rectangular cross sec- 
tion — Bunet’s approximate formula — ^accuracy obtained — 
correction for insulating space — effect of shield can — 
Wheeler’s formula for multilayer coils of small winding space. 

3 : Single Layer Spiral. 4 : Mutual Inductance. 
Bibliography. 


1(a). Solenoids, unscreened. 

The methods and formulae to be given below are accurate within the 
stated limits for ^‘current sheets’* composed of turns of indefinitely thin tape 
lying edge to edge with negligibly small separation. 

For round wire with appreciable separation between turns, a correction 
may be applied which is accurate for low frequencies. At high frequencies, 
due to **skin effect/* the current crowds towards the inside radius of the 
turns, and the effective radius of the coil approaches that of the form. 
There is no known simple correction that may be applied to determine the 
effective radius at which the current may be considered to flow. 

Seif capacitance and other stray capacitances affect the apparent induct- 
ance and resistance of coils at high frequencies. If such capacitances 
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resonate the coil at a frequency f. = {l/2w) . (1/\^LS)» and the behayiour 
of the coil is being considered at another frequency t, then 


1 

apparent L — actual L X , and 

/ ^ 

apparent R « actual R X I 1 

\l-(f/fo)V 

The self capacitance of single layer colls may be estimated by Palermo's 
method (Proc. I.R.E., Vol. 22, p. 897, July, 1934, and in nomogram form in 
Electronics, p. 31, March, 1938). 


Inductance Formulae. 


Putting L = inductance in microhenries of equivalent cylindrical “current 
sheet," 

Lo = Inductance in microhenries of the coil at low frequencies, 

K = Nagaoka's constant (see Fig. 2), 

N = total number of turns, 

d/2 =z a r: radius of the coil out to the centre of the wire, in inches, 
p == pitch of winding, centre to centre of adjacent turns, in inches, 
1 = pN =z length of coil, in inches, 

D = wire diameter, in inches, excluding any insulating covering. 


ir = 3.1416, and 


diameter of wire 

S = D/p = = wire diameter X turns per inch. 

winding pitch 

then L == 0.02506 (d-N-/0 K -= 0.10024 (aWO K, 

/ MA + B) \ 

and Lo « L 1 L - 0.0319 aN (A + B) 

\ TraNK / 


or Lo =« L ( 1 — (A + B) 

\ raK 

The constants A and B may be obtained from the curves given in Fig. 
1, and Nagaoka's constant K from the curves in Fig. 2. The whole of this 
data is either based upon or taken directly from information and tables 
given in Part III of the Bureau of Standards Circular No. 74 (p. 252). The 
data in the latter circular permits calculations with an accuracy of about one 
part in one thousand. 

In practical cases with turns wound close together the wire diameter to 
winding pitch ratio 8 usually lies between 0.8 and 0.95, depending upon the 
thickness of the insulation. In this range of S, A = 0.4 ± 0.1. If the wind- 
ing consists of more than ten turns, B = 0.3 ±: 0.035. Therefore (A + B) = 
0.7 with a possible maximum error of 20%. For ratios of d/1 between 0.6 and 
1.7, Nagaoka’s constant K r= 0.7, also with an accuracy not poorer than 20%. 

We can now determine the value of p/a or 1/aN for which L« will differ 
from L by the order of 1%. The condition is that 

p P 0.7 

(A -f- B) = 0.01 = — . , approximately 

iraK a 3.14 X 0.7 

and p/a should not exceed 0.08. 

(Continued at top of page 148) 




Figure 1: Constants A and B as used in the formula for the 
correction of ‘^current sheet’’ formulae for application to round 
wire with spaced turns, 


Lo *= L — 0.0319aN (A + B) 

where L<, = low frequency inductance (mH); L = “current sheet" 
inductance (^H); N = total number of turns; and a = radius of 
coil to centre of wire (in inches). 
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(Continued from pa^e 141) 

For a coil form i'' diameter, a =r 0.376'^ and therefore p should be less ’ 
than 0.0112", or the turns per inch of the winding should be more than 89 
for the difference between L and Lo to be less than 1%. Therefore the wire 
gauge should not exceed 30 B. & S. in enamel covering. 

Coils wound with heavier gauges of wire at fewer turns per inch will 
show more than 1% difference between the true low frequency inductance 
Lo and the “current sheet” value L. Hence it is most Important when using 
the simple “current sheet” formula to check at the same time the 
order of magnitude of the correction. The correction sometimes amounts 
to 15%. 

(Continued on pagre 144) 


[Vi] IN VIS NOD S;V^OVDVN 
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Am an alternatiye to refereaco to tables and curres for the Tallies of 
Kagaoka*s constant K and the constants A and B, the following formulae 
are suitable for slide rule computation. 

A — 2.3 logio 1.73 S» 

accnrate within 1% for all yalues of S. 

B — 0.336 [1— (2.5/N) + (3.8/N2)I, 

accurate within 1% when N is not less than five turns. The value of B from 
this formula is about 6% high at N = 4 and 20% high at N =: 8. 

1 

K , 

1 + 0.45 (d/0 

accurate within 1% for all values of d/1 less than 3.0; that is, for all sole- 
noids whose length exceeds one-third of the diameter. 

Using this value of K, the ^'current sheet*' Inductance is 

L — 0.02506 (dWOK 

d2N2 


40 i [ 1 -f 0.45 (d/0 J 18d + 40 1 

(Wheeler’s formula), 

9a + lOl 

also accurate within 1% for all values of d/1 or 2a/l less than 3.0. As 
stated before, d, a and 1 are expressed in inches and L is obtained directly 
in microhenries. Wheeler's formula gives a result about 4% low when 
2a/l is 6.0 

Esnault-Pelterle quotes 


1 

K — 

0.9949 + 0.4572 (d/0 

accurate to 0.1% for all values of d/1 between 0.2 and 1.5. The correspond- 
ing ''current sheet" value of Inductance is 

dWi 

L 0.0252 

I -f 0.46 (d/0 


also accurate within 0.1% for all values of d/1 between 0.2 and 1.5. 

Neither of the above expressions for Nsgaoka's constant is valid for very 
short solenoids. For such cases the first expression may be modified to 

1 

K — 


1 + 0.45 (d/l) - 0.005 (d/O® 
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aecnnite to t% for all values of d/1 from zero to twenty. It Is not often 
that solenoids shorter than one twentieth of their diameter have to be con- 
sidered. ' 

For short solenoids Wheeler's formula therefore becomes 

a^N* 

L 

[9- (a/5/)] a + 10 1 

also accurate to 2% for all values of 2a /I from zero to 20. The error 
approaches +2% when d/1 = 2.0 to 3.5, and at d/1 20. The error ap- 

proaches — 2% in the range d/1 = 10 to 12. 

Most often we know the value of inductance required, and the number 
of turns and winding length are to be determined. For this purpose Hayman 
has altered the form (but not the degree of accuracy) of Wheeler's formula 
by substituting nl for N, where n is the number of turns per inch, and writ- 
ing X = 20/nd* = 6/na*. The® 

N-Lx [1 -f Vl + (9/aLx2)] 

He quotes a practical example as follows: A 380 microhenry coil two 
inches in diameter wound with 33 turns per inch is desired. 

20 20 

(a) X = = = 0.161, 

nd* 33 X 4 

(b) X* = 0.0227, 

(c) — = ^ =z 1.042, 

aLx* 1 X 380 X 0.0227 

(d) N = 380 X 0.151 X 2.43 = 139 turns. 

(e) and 1 = N/n z= 139/33 = 4.2 inches. 

Thus there are five steps involving only simple slide rule calculation. 
A check back by Wheeler’s formula proves the accuracy of the final results. 

The best wire diameter for spaced turn windings to be used at frequen- 
cies from 4 to 25 megacycles per second is given by Pollack as 0.7 of the 
winding pitch. (See Chapter 16, Part 3, Design of Low Loss Inductances). 


Curves for Determination of the "Current Sheet" 
Inductance (L). 

The curves of Figures 3 and 4 may be used for a ready determination 
of the “current sheet" inductance L. This is not equal to the measured In- 
ductance either at low or high frequencies> but a correction (Figure 1) may 
be applied to determine the low frequency inductance (Lo). Alternatively 
the low frequency inductance may be calculated from the approximation 

Lo — L 0.0223 aN 
where L« = low frequency inductance (/xH), 

L =; “current sheet" inductance as determined from the curves 

(mH). 

a =: radius of coil to centre of wire in inches, 
and N total number of turns. 
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The difference between L and L« should not excee/d 1% when the tnrne 
per inch exceed 

134 T P I for a coll diametei of I inch 
89 „ „ „ „ I inch, 

or 67 „ „ M „ „ „ 1 Inch 

The difference between L and Lo should not exceed about 2% when the turns 
per inch are half the values given above 

Method of Using the Curves. 

Figure 3 applies to a \vinding pitch of 10 turns per inch only For any 
other pitch the inductance scale must be multiplied by a factor, which Is 


I =**== 1*113 !=£ii iiiii 52 S«i 
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easily determined from Fig. 4. The diameter of a coil is considered to be 
the distance from centre to centre of the wire. 

To Design a Coil Having Required ^'Current Sheet*^ Inductance. 

Determine a suitable diameter and lehgth, and from Fig. 3 read off the 
“current sheet’* inductance of a pitch of 10 T.P.I The required induct- 
ance may then be obtained by varying the number of turns per inch. The 
correct number of turns may be found by calculating the ratio of the re- 
quired inductance to that read from Fig 3, and referring it to Fig. 4, which 
will give the required turns per inch 

Alternatively if the wire is to be wound at a certain pitch, a conversion 
factor for that pitch may first be obtained from Fig 4, and the required in- 
ductance divided by that factor The resultant figure of inductance is then 
applied to Fig 3, and suitable values of diameter and length determined 


To Find the '^Current Sheet” Inductance of a Coil of Known 
Dimensions. 

Knowing the diameter and length, determine from Fig 3 the inductance 
for a pitch of 10 TPI Then from Fig 4 determine the factor for the par 


5 10 20 50 100 200 



Figure 4: Winding pitch correction for Figure 3. 
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ticular pitch used, and multiply the previously determined value of induct- 
ance by this factor. 

1(b). Solenoids Inside Concentric Cylindrical Screens. 

The formulae given in the preceding section for the “current sheet" 
inductance L and actual low frequency inductance Lo should be multiplied 
by a factor K. depending upon the relative dimensions of the coil and the 
screen. Calling L. the value of low frequency inductance In the pretence 
of the screen, 

L. KsLo « (1 ~ k2) Lo, 

where k = coupling factor between the coil and the screen. 

Curves have been published (R.C.A. Radiotron Division Application 
Note No. 48, June 12th, 1935, reprinted in Radio Engineering, p. 11, July, 
1936) for k* in terms of the ratio of coil to shield radius and of coil length 
to diameter. It is stated that the values of k have been calculated and 
verified experimentally. The screen has no ends, and should exceed the 
length of the coll by at least the radius of the coil. 

The following approximate formula for K, has been derived from these 
curves: 


1.55 

Ks- 1 .(d/ds)«, 

1 + 0.45 (d/O 

1 

where = K, Nagaoka’s constant, 

1 + 0.45 (d/1) 

and d« =: diameter of screen. 

The accuracy of the values of K. is 2% from d/1 = 0.5 to d/1 = 5.0, at any 
value of d/d. up to 0.6. The accuracy is 5% from d/1 = 0.2, to d/1 =r 6.0, at 
all values of d/d. up to 0.7. 


2. Multilayer Circular Coils of Rectangular Cross Section. 



The Bureau of Standards Circular No. 74 provides 
formulae and tables capable of one part in one thou- 
sand accuracy for a very wide range of coil shapes. 

This data has been put in the form of families of 
curves by J. E. Maynard (“Multilayer Coil Inductance 
Chart," Electronics, p. 33, January, 1939). 

Bunet (Revue Generale de TElectricite,, Tome XLIII, 
No. 4, p. 99, Jan. 22nd, 1938) gives the following ap- 
proximate formula, which has been converted to inch 
and microhenry units: 


1 

L — 0.0251 . (dWO . 

1 + 0.45 (d/l) + 0.64 (c/d) + 0.84 (c/l) 


a*N» 


mictohenries 


or L 


9a + 10 J + 8.4c + 3.2 (c//a) 
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where e, d, 1 and e have the significance Indicated In Fig. 6. When the 
winding depth c It very tmellg Bunei’s formula reduces to Wheeler^s 
formula tor solenoids. The accuracy is 


1% (or c/a zero to 1/20 and 2a/l zero to 3.0; —4% at 2a/l = 5.0 
1% for c/a = 1/5 and 2a/l zero to 5.0; —1.9% at 2a/l = 10.0. 

1% for c/a = 1/2 and 2a/l zero to 2.0; 4-2,8% at 2a/l = 5.0 
1% (or c/a =r 1 and 2a/l zero to 1.5; 4-4.7% at 2a/l = 5.0 

As in the case of ^'current sheet*' formulae for solenoids, a correction 
Is required when the percentage of the cross section of the winding occu- 
pied by insulating space is large. The correction is 

Lo — l(i + (2.3 logio — + 0.155)) 

\ mNK D / 


where K 


1 

1 4- 0.9 (a/1) 4 - 0.32 (c/a) + 0.84 (c/1) 


p = winding pitch, centre to centre of wires, and 
D = wire diameter. 


In most practical cases this correction is less than 1%. 

The effect upon the inductance of a multilayer coil of a concentric 
cylindrical shield will be less than that for a solenoid of equal outside 
dimensions. At very small winding depths the correction will be almost 
exactly the same as for solenoids. 

Wheeler gives a formula for multilayer coils of very small winding 
space (Proc. I.R.E., Vol. 17, p. 582, March, 1929). 

a N- / 4.9a \ 

L = logic I j microhenries, 

13.5 \l + c/ 

accurate to 3% when (1 4- c) is not larger than a, and all dimensions in 
inches. The accuracy is claimed to be good as (1 -f c) decreases inde- 
finitely. Bunet’s formula becomes inaccurate when 1 is much less than a. 
Thus each formula has its own special range of application, and the two 
ranges overlap when the winding length 1 Is about equal to the mean 


3. Single Layer Spiral. 

An accurate method of calculating the inductance of fiat 
spirals is given in the Bureau of Standards Circular No. 74. 

Wheeler gives an approximate formula (Proc. I.R.E., Vol 
16. p. 1398, October, 1938), 

a2 N2 

L » microhenries, 

8a + 11c 

accurate to 5% when c is larger than 0.2 a. The significance 
of a and c is indicated in Fig. €. 

4. Mutual Inductance. 

Accurate methods for the calculation of mutual inductance between 
coils of many different shapes and relative dispositions are given in the 
Bureau of Standards Circular No. 74. The case of two coaxial single layer 


radius a. 


Hr 

a 
1 


Fig. 6 
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colls is dealt with very exactly by Grover (Proc. I.R.E., Vol. 21, p. 1039, July, 
1933). The Bureau of Standards Scientific Paper No. 169 also provides 
exact formulae and tables. The possible accuracy of these methods is 
always better than one part in one thousand. 

There are few simple formulae which can be 
used for the more common practical cases, such 
as are possible with self inductance. The follow- 
ing exact method may be used for two windings 
on the same former with a space between them, 
both windings being similar in pitch and wire 
diameter. 

Assume that the space between the windings is wound as a continua- 
tion of the windings on the two ends, to form a continuous inductance 
from A to D with tappings at points B and C (Fig. 7). Then the required 
mutual inductance (M) between the two original windings is given by 

M *= -i(LAD -f Lbc — Lac — Lbo) 

where Lad is the inductance between points A and D, and similarly for 
other values. These several inductances may be calculated from the 
formulae given earlier in this section. 
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CHAPTER 16 (continued) 

Part 3 — Design of Low Loss Inductances 

Division of coils for high frequency tuned circuits into 
three classes — ^papers dealing with the practical and theore- 
tical design — Pollack’s summary — Barden and Grimes’ sum- 
mary — ^Harris and Siemen’s summary — Butterworth’s con- 
clusions — ^Austin’s summary — dielectric losses — eddy cur- 
rents — skin effect — current in coil concentrates at the mini- 
mum diameter — multistrand (litz) wires — solid round wires 
— insulating materials — screens — iron core materials — 
Bibliography. 

Colls for high frequency tuned circuits may be divided into three main 
classes: — 

(1) Coils for frequencies hii?her than 3 Mc/s., which are usually air 
cored solenoids employing solid round wire, with spaced turns 
above 10 Mc/s. 

(2) Multilayer air cored coils of single or multistrand (Lltz) type, 
usually arranged in two to four pies, unless the progressive method 
of winding is used. These are suitable for frequencies less than 
3 Mc/s. 

(3) Single and multilayer coils adapted specially for the use of high 
permeability iron core materials, also suitable for frequencies less 
than 3 Mc/s. 

The subject as a whole Is too large to be treated In detail here, and 
instead a summary with a representative bibliography Is provided. 

For short wave coils, the work by Pollack, Harris and Siemens, and 
Barden and Grimes is very complete from the practical design viewpoint. 
The papers by Butterworih, Palermo and Grover, and Terman are basically 
theoretical. Austin has provided an excellent summary and practical inter- 
pretation of Butterworth’s four papers. 

Pollack summarises the procedure for the optimum design of colls for 
frequencies from 4 to 25 Mc/s. as follows : — 

1. Coll diameter and length of winding: Make as large as is consistent 
with the shield being used. The shield diameter should be twice the 
coil diameter, and the ends of the coil should not come within one 
diameter of the ends of the shield. 

2. A bakellte coil form with a shallow groove for the wire, and enamel- 
led wire may be used with little loss in Q. The groove should not be 
any deeper than is necessary to give the requisite rigidity. The use 
of special coll form constructions and special materials* does not 
appear to be Justified. 


*Bxc0pt for the reduction of frequency drift due to temperature changes.— OSd. 
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8. Numbar of turns: Calcnlate from 

N — VL (102S + 45) /D 

where S = ratio of length to diameter of coil, 

D = diameter of coil in centimetres, 
and li = inductance in microhenries. 

(See Chapter 16, Part 2, for alternative formulae using inch units for 
turns calculation). 

4. Wire size: Calculate from 
do -= b/VI N, 

«= Optimum diameter in cms. 
where b = winding length in cms. 

That is, the optimum wire diameter is l/y/2 times the winding pitch, 
measured from centre to centre of adjacent turns. 

Barden and Grimes recommend for coils working near 15 Mc/s. that 
No. 14 or No. 16 g., B & S., enamelled wire on a form not less than one 
inch diameter at a winding pitch equal to twice the wire diameter is de- 
sirable. The screen diameter should be not less than twice the coil dia- 
meter. A comparison of coils of equal inductance on 0.5" and 1" forms in 
screens double the coil diameter indicates that the value of Q is twice as 
great for the larger diameter coil. No. 24 g. B.&S. wire was used for the 
small diameter coil. 

Harris and Siemens quote the following conclusions- — 

(1) Q increases with coil diameter. 

(2) Q increases with coil length, rapidly when the ratio of length to 
diameter is small, and very slowly when the length is equal to or 
greater than the diameter. 

(3) Optimum ratio of wire diameter to pitch is approximately 0.6 for 
any coil shape. Variation of Q with wire diameter is small in the 
vicinity of the optimum ratio; hence, selection of the nearest standard 
gauge is satisfactory for practical purposes. 

Butterworth's paper deals with the copper loss resistance only, and 
insulation losses must be taken into account separately. Insulation losses 
are minimised by winding coils on iow loss forms, using a form or shape 
factor which provides the smallest possible self capacity with the highest 
power factor. Thus air is the best separating medium for the Individual 
turns, and the form should provide only the -very minimum mechanical 
support. Multilayer windings in one pie have high self capacity due to 
proximity of the high and low potential ends of the winding. The same 
inductance obtained by several pies close together in series greatly re- 
duces the self capacity and associated insulation losses. Heavy coatings 
of poor quality wax of high dielectric constant may introduce considerable 
losses. 

The shape of a coil necessary for minimum copper loss (from Butter^ 
worth's paper) is stated by Austin as follows: — 

(1) Single layer solenoids: Winding length equal to one-third of the 
diameter. 

(2) Single layer discs (pancake): Winding depth equal to one^iuarter 
of the external diameter. 

(3) Multilayer colls: There is a wide range of choice, any of which is 
nearly equally efficient. The limits are fixed roughly by the rule that 
five times winding depth plus three times winding length should be 
equal to the external diameter. 
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Dielectric lessee present in the self capacity of the coil are reduced by 
altering the shape to separate the high potential end from all low potential 
parts of the circuit. These losses become relatively more important the 
higher the frequency. Thus, the shape of a solenoid for minimum total 
losses may need to be increased beyond one-third of the diameter to half 
or two-thirds. 

The high frequency alternating field of a coil produces eddy currents 
in the metal of the wire, which are superimposed upon the desired flow of 
current. The first effect is for the current to concentrate at the outside 
surface of the conductor, leaving the interior relatively idle. This pheno- 
menon Is designated ''skin effect,*' and is the only effect in straight wires 
clear of neighbouring conductors. In a coil, where there are numbers af 
adjacent turns carrying current, each has a further influence upon its 
neighbour. 

In turns near the centre of a solenoid the current concentrates on the 
surface of each turn where it is in contact with the form, i.e., at the mini- 
mum diameter. In turns at either end of a solenoid the maximum current 
density occurs still near the minimum diameter of the conductor, but is dis- 
placed away from the centre of the coil. 

Thus most of the conductor is going to waste. Multistrand or iitz 
(litzendraht) wires have been developed to meet this difficulty. A num- 
ber of strands (5, 7, 9, 15 being common) is woven together, each being of 
small cross section and completely insulated by enamel and silk covering 
from its neighbours. Due to the weaving of the strands, each wire carries 
a nearly similar share r)f the total current, wliich is now forced to flow 
through a larger effective cross section of copper. The former tendency 
towards concentration at one side of a solid conductor is greatly overcome, 
and the copper losses are correspondingly reduced. 

Litz wire is most effective at frequencies between one-third and three 
megacycles per second. Outside of this range comparable results are usu- 
ally possible with round wire of solid section, because at low frequencies 
“skin effect” steadily disappeais while at high Irequencies it is large even 
in the fine strands forming the litz wire, and is augmented by the use of 
strands having increased diameter. 

The insulating materials covering the wire and composing the form 
on which a coil is wound should be treated to reduce moisture content as 
far as possible. Baking for a period of about one hour at a little higher 
temperature than the boiling point of water, followed by impregnation with 
moisture resisting wax or varnish, is an important procedure that should 
not be neglected if permanence of high quality performance be desired. 
Multilayer coils are particularly susceptible lo atmospheric humidity unless 
carefully impregnated. The presence of moisture within the insulating 
material allows ionisation of soluble impurities, and perhaps of the material 
itself. Electrolytic conduction between turns and strands is then possible, 
with consequent increase in insulation losses. 

Screens placed around coils of all types at radio frequencies should be 
of non-magnetic good conducting material to Introduce the least losses. 
In other words, the Q of the screen considered as a single turn coil should 
be as high as possible. In addition, the coupling to the coil inside it 
should be low to minimise the screen losses reflected into the tuned circuit. 
For this reason the screen diameter should if possible be at least double 
the outside diameter of the coil. A ratio smaller than 1.6 to 1 causes a 
large increase of losses due to the presence of the screen. 

The design of colls for use with iron core materials depends mainly 
upon the type of core material and the shape of the magnetic circuit pro- 
posed. Nearly closed core systems are sometimes used with high per- 
meability low loss material. More commonly, however, the core is in the 
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form of a small cylindrical plug which may be moved by screw action along 
the axis of the coil and fills the space within the inside diameter of the 
form. The main function of the core in the latter case may be only to 
provide a means of timing the circuit rather than of improving its Q. 
When improvement in Q is possible with a suitable material, the maximum 
benefit is obtained by insuring that the largest possible percentage of the 
total magnetic fiux links with the core over as much of its path as possible; 
the ultimate limit in this direction is of course the closed core. The com- 
promise between cost and quality of performance usually results in a coil 
of three or four pies of small winding depth, or a progressive winding be- 
tween one and two diameters long, traversed by a cylindrical plug of 
magnetic material. The wall thickness of the form should be as small as 
is consistent with mechanical strength; between 0.010'' and 0.020'' is usual 
for 0.25" to 0.375" diameter forms. 

For further detailed information it is suggested that reference should 
be made to the papers listed in the latter part of the following bibliography. 


Bibliography 

D. Pollack, "The Design of Inductances for Frequencies between 4 and 25 

Megacycles," R.C.A, Review, Vol. II, No. 2, p. 184, October, 1937, and 
Electrical Engineering, September, 1937. 

W. A. Harris and R. H. Siemens, "Superheterodyne Oscillator Design Con- 
siderations," R.C.A. Radiotron Division Publication No. ST-41, Novem- 
ber, 1935. 

W. S. Barden and D. Grimes. "Coil Design for Short Wave Receivers,” 
Electronics, p. 174, June, 1934. 

F. H. Scheer, "Notes on Intermediate-Frequency Transformer Design,” 
Proc. I.RE., Vol. 23, No. 12, p. 1483, December, 1935. 

A. L. M. Sowerby, "The Modern Screened Coil," Wireless World, September 

23, 30, and October 7, 14, 1931. 

S. Butterworth, "The Effective Resistance of Inductance Coils at Radio 
Frequency/' Wireless Engineer, Vol. Ill, Nos. 31, 32, 34, 35, pp. 203, 309. 
417, 483, April, May, July, August, 1926. 

B. B. Austin, "The Effective Resistance of Inductance Coils at Radio Fre- 

quency" (abstract of paper by S. Butterworth, 1926), Wireless Engineer, 
Vol. XI, No. 124. p. 12, January, 1934. 

E. B. Moullin, "Radio Frequency Measurements," p. 341, 1931 ed., Charles 

Griffin and Co., Ltd., London. 

A J. Palermo and F. W. Grover. "A Study of the High-Frequency Resist- 
ance of Single Layer Coils," Proc. I.R.E., Vol. 18, No. 12. p. 2041 
December, 1930, and supplementary note Vol. 19, No. 7, p. 1278, July. 
1931. 

Bureau of Standards Circular No. 74, p. 304, 1924. 

F. E. Terman, "Some Possibilities for Low Loss Coils," Proc. I.R.E., Vol. 

23, No. 9, p. 1069, September, 1935. 

G. Reber, "Optimum Design of Toroidal Inductances," Proc. I.R.E., Vol. 23, 

No. 9. p. 1056, September, 1935. 

D. R. Parsons, "Winding Short Wave Coils,” Wireless World, Vol. XLIV, 
No. 22, p. 507, June 1, 1939 (erratum, p. 555, June 15, 1939). 

W. J. Polydoroff, "Ferro Inductors and Permeability Tuning,” Proc. I.R.B.. 
Vol. 21, No. 5, p. 690, May, 1933. 

A. Schneider, "Iron-Content Cores for High-Frequency Coils,” Wireless 
Engineer, Vol. X, No. 115, p. 183, April. 1933. 

O. W. O. Howe, editorials, Wireless Engineer, Vol. X. Nos. 112, 117, 120, 
pp. 1, 293, 467, January, June, September, 1933. 



156 Chapter 16(3), 

B. R. Friedlaender, "Iron Powder Cores," Wireless Engineer, Vol XV, No. 

180, p. 473, September, 1938 (see editorial by G. W. 0. Howe, p. 471 
of same Issue). 

C. Austin and A. L. Oliver, "Some Notes on Iron-Dust Cored Coils at Radio 

Frequencies," Marconi Review, No. 70, p. 17, July-September, 1938. 

J. N. Briton, "The Application of Iron In High-Frequency Circuits." Proc. 

World Radio Convention, Sydney, April, 1938. 

A. W. Simon, "Winding the Universal Coil," Electronics, p. 22, October, 1936 
(errata, p. 62, November, 1936). 

H. A. Wheeler, "Design of Radio Frequency Choke Coils," Proc. I.R.E., Vol. 
24, No. 6, p. 850, June, 1936. 

A. A. Joyner and V. D. Landon, "Theory and Design of Progressive Uni- 
versal Coils," Communications, Vol. 18, No. 9, p. 5, September, 1938. 
"Coil Design Factors,” Radio Review of Australia, p. 32, March, and p 
16, May, 1936. 

H. Nottenbock and A. Weis, "Slrufer 4," Radio Review of Australia, p. 6, 
April, 1936. 

H. L. Crowley, "High-Frequency Magnetic Material," Radio Engineering, 
Vol. XVI, No. 10, p. 15, October, 1936. 

S. W. Place, "Coll Forms," Radio Engineering, Vol. XVI, No. 5, p. 9, May, 
1936. 

W. L, Carlson, "Magnetite-Core I.F. Coils," Radio Engineering, Vol. XVI, 
No. 6, p. 18, May, 1936. 

P C. Michel, "Factor-of-Merit of Short Wave Coils," General Electric Re- 
view, Vol. 40, No 10, pp. 476-480, October (1937) 

F. N. Jacob, "Permeability Tuned Push-Button Systems." Communications, 
Vol. 18, No. 4, p. 15, April 1938. 

The Editor wishes to acknowledge the assistance of Mr L. G. Dobbie, 
M.E., in compiling this chapter. 


O 



157 


CHAPTER 17 

Intermediate Frequency Amplifiers 

One or two stages ? — Selectivity — Crystal filter — Re- 
generation — Requirements for high fidelity — Variable 
Selectivity (1) Mutual inductance, (2) Tertiary coils, (3) 
Bottom coupling, (4) Top coupling — Choice of frequency 
— Stability — Detuning due to Miller Effect and A.V.C. 

I.F. amplifiers are required for amplification, for selectivity and for 
the application of A.V.C. All three requirements must be considered in 
designing an I.F. amplifier. 

Should the I.F. amplifier have one or two stages ? A single stage has 
the merits of simplicity and low cost and In many cases it is quite satis- 
factory for the requirements of the receiver. It has, however, certain 
defects which may be overcome by the use of two or more stages. Even 
when high gain I F. transformers are employed there is difficulty in obtain- 
ing sufficient amplification for use on the short wave band. On the broad- 
cast band two stages are not generally required for amplification, but it 
is advantageous to employ two low gain stages in place of one high gain 
stage and to apply A.V.C. to the first stage only. By this means modulation 
rise and distortion on strong signals may be very much reduced (see 
Chapter 19). The additional tuned circuits available with two I.F. stages 
are very helpful in obtaining satisfactory selectivity curves, as will be 
mentioned later. 

In most radio receivers the I.F. transformers have tuned primaries 
and tuned secondaries, tho reason being that the selectivity may be im- 
proved and the loss of sidebands reduced by this means. For optimum 
results the first I.F. transformer should be of a different design from that 
of the final I.F. transformer which feeds a diode valve. 

Selectivity 

The requirements of selectivity are: — 

(1) That the response should be reasonably uniform within a limited 
frequency range. 

(2) That the response should be well down at ± 10 Kc/s. for all cases 
except for local reception. 

(3) That the skirt of the curve should be very low at frequencies 
± 20 Kc/s. or more off resonance. 

For extreme selectivity a crystal filter is sometimes used in communi- 
cations receivers. This is particularly valuable for telegraphic communica- 
tion and may be used for the reception of voice frequencies by a certain 
degree of detuning although the distortion introduced is considerable. 

Regeneration is sometimes used in order to obtain improved selectivity, 
but has the disadvantage of giving an asymmetrical selectivity curve since 
the circuits are regenerative only on one side of resonance. 
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For high fidelity It Is desirable to obtain a nearly flat selectivity carve 
for frequencies up to 10 Kc/s. from resonance, giving a total band width 
of up to 20 Kc/s. This may be obtained by means of over-coupling In the 
I.F. transformers, preferably in combination with a suitable single hump 
transformer so as to give a triple hump with all three humps at the same 
level. In order to obtain this result it is necessary to select the Q's of the 
individual coils. For best results it is also desirable to have multiple 
tuned stages. 

Variable Selectivity 

Any method giving variable coupling may be used to provide variable 
selectivity. 

Variable coupling* by means of pure mutual inductance is the only 
system in which mistuning of the transformer does not occur. As the 
coupling is increased above the critical value, the “trough” of the resonance 
curve remains at intermediate frequency. (See C. B. Aiken, “Two-mesh 
Tuned Coupled Circuit Filters,” Proc. I.R.E., p. 230, Feb., 1937). 

With any other type of coupling which has 
no mutual inductance component, one of the two other ^ / // 

humps remains at intermediate frequency. The \ / sy 

mistuning is then half the frequency band width 
between humps. 

The method of switching tertiary coils ap 
proximates far more closely to the curve for 
pure mutual Inductance (M in Fig. 1) than it does 
to the other curve. The tertiaiy coil may have 
no more than 5% of the turns on the main tuning 
coil, and less than 0 5% ratio of iiuliutance. The 
symmetry of the overall selectivity curves is usually good. 

Variable capacitive coupling may he used and the coupling condenser 
may be either a small condenser linking the top end of the primary to the 
top end of the secondary, or it may bo a common condenser in series with 
both primary and secondary circuits This latter is commonly known as 
“bottom coupling.” 

For “top coupling” very small capacitances are required and the effect 
of stray capacitances is inclined to be serious, particularly in obtaining 
low minimum coupling. It may, however, be used with a differential con- 
denser arrangement whereby continuously variable selectivity is obtainedf. 
The differential condenser in this case add.s to or subtracts from the 
capacitance in the primary and secondary circuits to give the requisite 
tuning. The disadvantage of this arrangement is that sufficiently low 
minimum coupling is very difficult to obtain and the condenser is a 
non-standard type. 

“Bottom coupling” has results similar to top coupling, but is easier 
to handle for switching and also has advantages for low coefficients of 
coupling. A two or three step tapping switch may be used to give corre- 
sponding degrees of band width provided that simultaneously other switch 
contacts insert the necessary capacitances in primary and secondary cir- 
cuits for each switch position to give correct tuning. 

For further information on methods of coupling, see Chapter 16, Part 1 

Choice of Frequency 

Various frequencies are used for the I.F. amplifiers of radio receivers. 
A frequency of 110 Kc/s. has been used widely in Europe where the long 
wave band is in use. This gives extremely good selectivity but serious side 

•See also “The Modern Receiver Stage by Stage,” Wireless World, April 6, 1989, 
pp. 829-331. 

fRadiotronics 84 (16th March, 1938), Page 105 
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band cutting. A freQuency of 175 KLc/a. has been used tor broadcast baud 
reception both in America and Australia for a number of years but its use 
on the short-wave band is not very satisfactory. A frequency in the region 
of 250-270 Kc/s. has also been used to a limited extent as a compromise 
between 175 and 465 Kc/s. The most common frequencies for dual wave 
receivers are between 450 and 465 Kc/s.* and, particularly if iron cored 
I.F. transformers are used, this frequency band is a very good compromise. 
For short-wave receivers which are not intended for operation at lower 
frequencies, an intermediate frequency of 1,600 Kc/s. or higher may be 
used. This has the advantage of decreasing the difference in frequency 
between the signal and intermediate frequencies, thereby giving improved 
performance from the converter valve. At such a high frequency one or 
two additional I.F. stages are necessary to provide sufficient gain. For 
additional information regarding the choice of I.F. see Chapter 15. 


Stability 

A certain amount of regeneration is provided through the grid to plate 
capacitance of the LP. valve, but when the I.F. transformers are of normal 
design this should not he sufficient on its own to cause any appreciable 
instability. Additional sources of regeneration are : — 

(1) Grid leads which are badly located^ 

(2) Imperfect layout, 

(3) I.F. transformers in close proximity to one another or to other 
parts of the I.F. circuit. The shield cans of I.F. transformers do not 
provide perfect screening and should not be relied upon in this 
respect. Round seamless cans of good conducting and non-magnetic 
material are most satisfactory. 

Since the effect of even slight regeneration is an asymmetrical wave 
form and since changes in atmospheric conditions or the replacement of 
valves may result in a greater tendency towards instability, it is good 
practice to design for the absolute minimum of regeneration. 


Detuning Due to A.V.C. 

Due to the Miller Effect (see Chapter 7) there Is reflected Into the grid 
circuit of the valve a capacitance which is a function of the gain of the 
valve. If A.V.C. is applied to the valve the gain changes and the Miller 
Effect capacitance also changes, thereby causing detuning. This may be 
avoided 

(1) By omitting the cathode bypass condenser and thereby causing 
degeneration as well as giving approximate cancellation of the 
change of capacitaiicet. 

(2) By applying A.V.C. only to a stage which is broadly tuned or has 
low gain. 

(3) By including a small part (10 or 20 ohms) of the cathode resistor, 
unbypassed, in series with the secondary circuit of the preceding 
I.F. transformert. 

or (4) By using high tuning capacitances in the grid circuits of the 
controlled stages. 

*A frequency of 465 Kc/s. Is receiving universal acceptance as a standard fre- 
quency, and efforts are being made to maintain this frequency free from radio 
interference. 

tR. L. Freeman, ‘'ITse of feedimek to compensate for vacuum-tube input*capacit- 
ance variations with grid bias,” Proc. Vol. 26. No. U, pp. 1360-.1866. 

November (1988). 
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Method (1) results in loss of gain as veil as a reduction in the degree 
of automatic volume control on the I.F, stage, but is simple and effective. 
Method (2) is usually practicable only when two or more I.F. stages are 
used. Method (3) requires an additional component in the circuit, but 
does not result in more than a slight gain reduction, and in tnis respect 
is preferable to Method (1). Method (4) is a compromise which results 
in limited gain and selectivity. A capacitance of 200 fi/iF. or more is 
desirable to reduce detuning, although capacitances of 70 to 100 lu/tF. are 
used in commercial receivers. Within limits, a degree of detuning is 
permissible on strong signals; lining up should be carried out at a low 
signal level. 


0 
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CHAPTER 18 

Detection 

Diodes — Requirements for low distortion — Input volt- 
age — A.C. shunting — Circuit for compensating the effect 
of A.C. shunting — Grid detection — Power grid detection 
— Plate detection — Reflex detection — Mathematical con- 
sideration — (1) A.C. Shunting — (2) Audio frequency 
voltage output. 


Diodes 

A diode has two electrodf^s, namely plate and cathode. It is therefore 
identical in structure with a power rectifier but the term is generally re- 
stricted to valves which are used for detection or A.V.C. and distinct from 
rectifiers which are used for power supply. The operation of diodes with 
A.V.C. is considered in detail in Chapter 19. The operation of a diode 
on a modulated wave is quite different from the operation of a power 
rectifier, and it is necessary to consider the characteristic curves of a 
diode valve if a full understanding of the operation is to be obtained. 
Reference should be made to Chapter 34 where a section deals with the 
operation of diodes on a modulated input. It is shown that the percentage 

distortion at 100% modu- 
lation for a diode operat- 
ing with an input voltage 
ill excess of 10 volts peak 
is quite small. Fig. 1 
shows the distortion of a 
diode operating firstly un- 
der ideal conditions with 
no A.C. shunting (Curve 
B) and secondly the dis- 
tortion resulting when a 
load of 1 meghom is 
shunted across a diode 
load resistance of 0.5 
megohm. The respective 
percentages of harmonic 
distortion at 100% modu- 
lation are approximately 
Figure 1 3 and 23% so that the 

presence of such shunting 

has a very marked effect on the performance. 

The design of a diode detector for low distortion is therefore based 
on the following requirements : — 

(1) That the input voltage should not be less than 10 volts peak. 

(2) That no appreciable A.C. shunting should be present. 

The first of these two requirements is easily met for local stations and a 
voltage from 10 to 20 volts is quite common in receivers fitted with A.V.C. 
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The second requirement is one which is difficult to satisfy. Shunting of 
the diode load may be due to 

(1) The A.V.C. system, 

(2) the following grid resistor, or 

(3) a Magic Eye tuning indicator 

The circuit of a typical diode detector is shown in Fig. 2 in which the 
diode load proper is Rj together with Rj which, in conjunction with C, 
and Cs, form an R.F. filter so that the R.F. voltage passed on to the audio 
system may be a minimum. R^ is generally 
made 10% of and typical values are 50,000 
ohms and 0.5 megohm. The capacitances of 
Cl and Cg depend upon the frequency of the 
carrier; for an I.F. of 455 Kc/s. they may both 
be 100 nfiF. 

If the volume control (Ro) is turned to 
maximum the shunting effect due to Ra will 
be appreciable since Ra cannot exceed 1 meg- 
ohm w'ith most t5'pes of valves. If, however, 
grid leak bias is used on a high-mu triode 
valve, Ra may be approximately 10 megohms Figure 2 

and the input resistance of the valve will 

then be of the order of 5 megohms. This is sufTiciently high to be 
unimportant but for lower values ot H. the distortion with the control 
set near maximum will be severe It is found in most conventional 
receivers that the A F. gain is considerably higher than that required for 
strong carrier voltages and under these conditions the control will be 
turned to a low setting. The A.C shunting etTect due to R3 is practically 
negligible provided that the control is below one-fifth of the maximum 
position. 

Distortion due to the A V.C. system has been treated in detail in 

Chapter 19 where it is shown that by the use of the conventional form of 

delayed A.V.C. the direct shunting on the diode circuit may be removed. 
Slight distortion also occurs at the point at which the A.V.C. diode com- 
mences to conduct, this distortion being known as that due to Differential 

Loading. It is shown in Chapter 19 that this form of distortion is com- 

paratively unimportant provided that the delay voltage is 3 volts or less. 

The A C. shunting due to 
the addition of a Magic Eye 
to the diode detector circuit 
is a serious one and diffi- 
cult to avoid. In order to 
reduce the distortion to a 
minimum the resistor feed- 
ing the grid of the Magic 
Eye may be made 2 meg- 
ohms and the effect will 
then only become apparent 
at high percentages of mod- 
ulation. If the Magic Eye 
is connected to the A.V.C. 
system it will not operate 
at low carrier strengths un- 
less the delay voltage is ex- 
tremely small. One possible 
method where the utmost 
fidelity is required is to use 
the same circuit as for de- 
layed A.V.C., but with a de- 




Figure 3 
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lay voltage of zero, and to connect the Magic Eye to this A.V.G. circuit 
With this arrangement A.C. shunting due to the A.V.G and the Magic Eye 
is entirely eliminated, while differential loading no longer occurs. 

An interesting arrangement* for counteracting the effect of A.C. 
loading is accomplished by the use of the circuit of Fig. 3. In this arrange- 
ment a positive bias is applied to the diode anode in such a way as to be 
proportional to the carrier input. A fixed positive bias would not be satis- 
factory since it would only give low distortion at one carrier level and 
would give severe distortion at other levels. A suitable value for R, is 
0.25 megohm maximum. 

Summing up the characteristics of the diode, it may be .stated that its per- 
formance, as regards harmonic distortion and frequency response, is excel- 
lent provided that the input voltage is sufficiently high and that A.G. shunt- 
ing is reduced to a minimum. All forms of detectors suffer from distortion 
at low input levels, but the diode has the particular advantage that the 
input may be increased to a very high level with consequent reduction of 
distortion, without any overloading effect such as occurs with other forms 
of detectors. 


Other Forms of Detectors 


Grid Detection 

Leaky grid or “cumulative detection’* has been used for many years 
and is still widely used for certain applications. The theory of its opera- 
tion is essentially the same as that of the diode except that a triode is 
also used for amplification. The derivation of a leaky grid detector from 

^ the combination of a diode and triode 
is showm in Pig. 4. Whether the grid 
condenser and grid leak are inserted as 
shown (as is usual with the diode) or 
at the point X is immaterial from the 
point of operation The diode is directly 
coupled to the triode and therefore the 
audio frequency voltages developed in 
the diode detector are passed on to 
the triode grid, but at the same time 
through the D.C. voltage developed in a 
similar manner to that by which A.V.G. is obtained. Consequently the 
operating point on the triode varies along the curve from zero grid towards 

more negative bias voltages as the car- 
rier voltage is increased. This is iden- 
tically the same in effect as is obtained 
when the diode is omitted (Fig. 5) since 
the grid and cathode of the triode act 
as a diode and produce the same re- 
sults. The illustration given was purely 
to demonstrate the derivation of the 
one from the other and not to be a prac- 
tical form of detector since no advan- 
tage is gained by retaining the diode in 
circuit 

It will be seen that the operating point varies along the characteristic 
curve between zero bias and the cut-off point (Fig. 6). There will be a 
certain strength of carrier at which the detection will be most satisfactory, 





6 


Figure 4 

this grid is given a D.C. bias 


• Radiotronics No 74. pp 21. March 31, (1987) 
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but at lower or higher levels detection will 
not be so satisfactory on account of improper 
operating conditions. If with a certain carrier 
input voltage the D.C. bias on the grid is OA, 
then the point corresponding to peak modula- 
tion is B where OB equals twice OA. If the 
point B is on the curved part of the charac- 
teristic, or in the extreme case actually be- 
yond the cut-off, the distortion will be severe. 

A valve having low fi and low g,„ is capable of 
operating with a higher carrier voltage than 
a valve with Improved characteristics, but the 
gain in the detector stage will be less. There 
Is a further difficulty in that the plate current 
at no signal or at very weak signals may be 
excessively high, and if transformer coupling is used this may in extreme 
cases damage the valve or pass too much direct-current through the trans- 
former unless the plate supply voltage is reduced. If resistance coupling 
or parallel-feed is used the efficiency of the detector is decreased. As with 
diode detection there is distortion at low levels due to the “diode charac- 
teristics” but, as distinct from the diode, the overload point occurs at 
quite a low carrier voltage. This method of detection is therefore very 
much limited in its application. 



Power Grid Detection 

Power grid detection is a modification of leaky grid or cumulative 
detection and the circuit is identical, but the operating conditions are so 
chosen that the valve will operate on higher carrier voltages without over- 
loading. In Older to obtain a short time constant in the grid condenser 
and grid leak, the condenser is decreased in capacitance and the grid leak 
decreased in resistance thereby improving the high audio frequency repro- 
duction. Under optimum conditions the distortion is at least as high as 
that of a diode together with increased distortion due to the curvature of 
the characteristic. Tho overload point, even though higher than that of 
ordinary leaky grid detection, is at a much lower level than that with 
diode detection. 

All forms of grid detection, particularly “power grid detection,” involve 
damping of the grid circuit due to grid current and this damping causes 
loss of sensitivity and selectivity. Grid detection is thus similar to diode 
detection in that it damps the input circuit. It has the advantage over 
diode detection that gain is obtained in the detector which can be still 
further increased if transformer coupling is used between it and the fol- 
lowing stage. Transformer coupling can of course only be used when the 
valve has a low plate resistance. 

The foregoing comparison between a diode and a grid detector is on 
the basis of the detector alone. In modern practice the diode detector 
is frequently in the same envelope with a voltage amplifier, and the total 
gain is therefore quite high. 


Plate Detection 

Plate detection or “anode bend detection” Involves operation towards 
the point of plate current cut-off so that non-linearity occurs, thereby giv- 
ing rectification. Owing to the slow rate of curvature the detection effi- 
ciency is small, but there is an advantage In that the amplification which 
is obtained to a certain extent makes up for the poor detection. Due to 
the gradual curvature the distortion is very great with low input voltages, 
and even with the maximum input before overload occurs the distortion 
is rather high with high percentages of modulation. An important advan- 
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tage of plate detection is, however, that the grid circuit is not damped to 
any extent, and the detector is therefore sometimes spoken of as being 
of infinite impedance, although this term is not strictly correct. 

With pentode valves, it is possible to use either “Bottom Bend Rectl- 
fication" as with triodes, or “Top Bend Rectification" peculiar to pentodes. 
This “top bend" in resistance coupled pentode characteristics is shown in 
Fig. 12, Chapter 34, 

A similar effect occurs with triodes, but only in the positive grid 
region, and for this reason is incapable of being used for plate rectification. 
For top bend rectification with a pentode valve, it is desirable to operate 
the valve with a plate current in the region of 0.95 X (Eb/Rl). The exact 
operating point for optimum conditions depends upon the input voltage. 

Pentode valves are particularly valuable as plate detectors since the 
gain is of such a high order. If resistance coupling is used the gain is 
reduced very considerably, and in order to eliminate this loss it is usual 
to adopt choke coupling using a very high inductance choke in the plate 
circuit, shunted by a resistor to give more uniform frequency response. 
If the shunt resistor were omitted the low frequencies would be very 
severely reduced in relative level. 


With all forms of plate detectors the 
bias is critical and since different valves 
of the same type require slightly different 
values of bias the use of fixed bias is not 
recommended. A very high value of cathode 
resistor is usually adopted to bias the 
valve very nearly to cut-off. and in such 
a way that if valves are changed or vary 
during life, the operating point maintains 
itself near the optimum (Fig. 7). Screen 
grid and pentode valves with self-bias have 
been used as plate detectors very satisfactorily for a number of years, 
although the distortion is too high for them to be used In any but the 
cheapest radio receivers at the present time. Such a detector is, however, 
permissible for some types of short-wave reception and for amateur com- 
munication work where its high grid input impedance results in higher 
sensitivity and selectivity. 

The cathode bypass condenser (C„ Fig. 7) should be capable of by- 
passing both radio and audio frequencies. A 25 fiF. electrolytic in parallel 
with a 0.0005 fiF. mica condenser is sometimes necessary for the best 
results. 

Reflex Detector 

The reflex detector is essentially a plate detector with negative feed- 
back. Any amount of feedback may be applied from zero to 100%, and 
as the feedback Increases, so the distortion decreases and the stage gain 
decreases until in the final condition with 100% feedback the gain is very 
close to unity. The refiex detector has an even higher input impedance 
than the plate detector, and is therefore valuable in certain applications. 
Under certain conditions the input resistance may be negative. The de- 
gree of feedback may be adjusted to give any required gain, but the 
distortion increases with the gain, and if low distortion is required the 
maximum gain is limited to about three or four times even with a pentode 
valve. With maximum degeneration the distortion is possibly slightly 
less than that of a diode operating under similar input voltage conditions, 
while the refiex detector has the distinct advantage of high input imped- 
ance. One application which appears to be of importance is to fidelity 
T.R.F. receivers, but since refiex detectors do not provide A.V.C. they are 
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not at present used in normal broadcast receivers. Amplified A.V.C. may 
well be employed in combination with a refiex detector in order to provide 
a receiver having good characteristics. 

A limitation of the reflex detector is that there is a definite maximum 
limit to the input signal voltage for freedom from grid current flow. A 
further increase of input causes rectification at the grid with damping of 
the circuits connected to the grid, and a steady increase of distortion. An 
increase in the supply voltage raises the threshold point for grid current. 

See also J. E. Varrall, “Distortionless Detection,” Wireless World. 
Vol. 45, No. 5, pp. 94-96, August 3, (1939). 

Mathematical Consideration 

(1) A.C. Shunting (Ra and R4) 

When the diode load resistance (R2 in Fig. 2) is shunted by 
parallel A.C. loads R 3 (i.e., with volume control set at maximum) and 
R4 (R4 being the effective A.V.C. shunt load resistance), the total A.C. 
resistance in the diode circuit neglecting the effect of Ci and C2, will be 

1 

Rac = Ri ”|- 

1 1 1 

— + — + — 

Ro R.'t R4 

R.. 

= Ri + 

1 -[- (Ro/Rh) 

Rj R4 

where Rs — = total A.C. shunt load 

R.-. + R4 

Obviously the total D.C. resistance will be 

RDC = R, 4- R;,. 

The maximum percentage of modulation for limited distortion is 
given approximately by 

R2 

Ri 4* 

1 -f (R2/R8) 

X 100 

Ri + R 2 

This expression may also be put into a form giving the minimum value 
of Rg for a specified percentage of modulation (M). 

R2 / MR2 \ 

Rg min j — Ri 1 

Ri + R 2 \ 100-~-M / 
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If as a numerical case we rake 

Ri — 0.05 megohm 
Rj — 1 0.5 megohm 
mm I megohm 
R4 — 1 megohm 

Then by the formula given above 

Rg — • 0.5 megohm 

0.05 + 10.5/(1 + 1)] 

and Mmux — X 100 — 55% approx. 

0.55 

Similarly if Rg — 1 megohm and Ri 0 (in order to compare with 
Fig. 1). 

0.5/(l+0.5). 

Mmax — ** 67% 

0.5 

Reference to Fig. 1 shows that this corresponds to 6.5% total 
harmonic distortion. 

(2) Audio Frequency Voltage Output 

The Peak Audio Frequency Voltage Output (Ea.f.) of the pre- 
ceding arrangement, neglecting the effect of Ci and Cj will be 

N4 R2 . Rg 

jj Ei.p. 

100 R2 + Rg 

Ea.f. 

R2 • Rs 

Ri + 

R2 -f- Rg 

where »» diode rectification efficiency factor 
{rj mm 1 for 100% efficiency) 

M «« modulation percentage 
and Ei.F. peak I.F. voltage applied to the diode. 


O 
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CHAPTER 19 

Automatic Volume Control 

A.V.C. — Simple A.V.C. — Delayed A.V.C. — DiflFeren- 
tial distortion — Methods of feed — Series feed — Shunt 
feed — Maximum resistances in grid circuits — Typical 
Circuits — A.V.C. Application — Amplified A. V.C. — 
Audio A. V.C. — Modulation rise — A. V.C. with battery 
valves and zero bias — Special case with simple A. V.C. — 
Time constants — A.V.C. Characteristic Curves. 


An automatic volume control is a device which automatically reduces 
the total amplification of the signal in a radio receiver with increasing 
strength of the received signal carrier wave. In practice the usual ar- 
rangement is to employ valves having “super conlror' or “variable-mu" 
grids and to apply to them a bias which is a function of the strength of 
carrier. A.V.C. systems may be divided into simple A.V.C. and delayed 
A.V.C. 


Simple A. V.C. 

In order to obtain simple A.V.C. it is only necessary to add resistor 
Rf and condenser C4 to the ordinary diode detector circuit shown in Fig. 
1 . In any diode detector there is developed across the load resistor (Rj 
and R2 in series) a voltage which is propoitional to the strength of carrier 
at the diode. The diode end of the load resistor is negative with respect 
to earth (Fig. 1 ) and 
therefore a negative 
A.V.C. voltage is applied 
to the controlled grids. 

R4 and C4 form a filter to 
cut out the audio com- 
ponent and leave only the 
direct component. 

Since a condenser in 
series with a resistance 
takes a finite time to 
charge or discharge, the 
A.V.C. filter circuit has a 
“time constant." The 
time constant of R4 and 
C4 is equal to R4 . C4 
where R4 is expressed in megohms and C4 in microfarads, the time being in 
seconds. For example, if R4 is 1 megohm and C4 is 0.25 mF. the time 
constant will be 0.25 second. In this circuit the time constant is also 
influenced by Ri during the charge and by R, during the discharge, but 
since Rj is small compared with R4 it will be sufficiently close for practical 
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purposes to regard . C« as giving the time constant. This is treated in 
detail in the Appendix at the end of the chapter. 

It is evident that the peak voltage on the diode ‘s equal to the A.V.C. 
voltage for 100% rectification efficiency. Owing to losses, the A.V.C. volt- 
age is always slightly less than the peak carrier voltage, and since in 
general a higher voltage is required for the A.V.C. than for detection, 
this forms a limitation of simple A.V.C. 

With critically coupled circuits of equal L, C, and Q, the voltage across 
the secondary is equal to the voltage across the primary. When a trans- 
former designed for critical coupling under light loading conditions is used 
to drive the diode the ratio of secondary to primary voltage may fall to 
0.7 or even 0.5. This is due to the fact that the additional loading on the 
secondary has reduced the coupling considerably below the critical value. 

The diode load consi.sts of R, and Ro in series, R, being used for filter- 
ing purposes to remove the major part of the R.P. component in conjunc- 
tion with condensers Ci and C., while R« is frequently spoken of as the 
“volume control.** R. is shunted at audio frequencies by means of R*, C 4 , 
and also by R 3 , when the volume control is set at maximum. Since the 
reactances of C, and C 4 may be neglected compared with the resistances 
R, and R 4 , the effective A.C. shunt load with the volume control at maximum 
is equal to the resultant of R, and R, in parallel. At a low setting of the 
volume control the effective shunting is mainly that due to R 4 . This shunt- 
ing has a considerable effect on harmonic distortion, and measurements 
show that when R 2 is 0.5 megohm and R 4 1 megohm, the resulting total 
harmonic distortion* is 23% for 100% modulation at 400 c/s. This value 
of distortion is due to the shunting by R 4 alone, and still higher distortion 
would occur with the volume control at maximum when the shunting would 
be that of Rj and R 4 in parallel. 

It is found that there is a tendency for noise to occur when the volume 
control (R,) is moved. This is due to the direct current fiowing through 
it, and may be avoided by placing the volume control in the position of R*. 
However, the distortion due to this arrangement is severe, as already indi- 
cated, and any considerable reduction of the distortion necessitates a high 
ratio Ra/Rs, say, 5 : 1 or more. This is not always practicable, and the 
slight noise due to movement of the volume control in the position (R,) as 
shown may be tolerated in preference. 

In Fig. 1 R 4 is shown connected to the junction of Rj and R,, but if 
desired it could be connected to the top end of Ri in order to obtain slightly 
greater A.V.C. voltage. Since R, is comparatively small it is immaterial 
which arrangement is adopted. 

Owing to the effects of contact potential in the diode together with 
unavoidable noise voltages, there is a voltage developed across R^ even 
with no carrier input. With a weak carrier input this voltage is increased. 
Consequently it will be seen that with the weakest carrier likely to be re- 
ceived there is an appreciable negative voltage which w'ould be applied to 
the controlled grids. If no means were taken to compensate for this, 
there would result a decreased sensitivity of the receiver. Fortunately it 
can readily be compensated for, by applying a lower minimum negative bias 
to the controlled stages. 

Delayed A.V.C. 

The **delay" in delayed A.V.C. refers to voltage delay, not time delay. 
A delayed A.V.C. system is one which does not come into operation (i.e., 
it is delayed) until the carrier strength reaches a pre-deter mined level. The 
result is that no A.V.G. voltage is applied to the grids of the controlled 


•See Chapter 18, Fig. 1. 
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stages until a certain carrier strength is reached. Delayed A.V.C. neces- 
sitates the use of two diode anodes, although a common cathode may be 
used. 


Delayed A.V.C. makes 
possible Improved recti- 
fication efficiency in the 
A.V.C. circuit, thus pro- 
ducing slightly greater 
A.V.C. voltage for the 
same peak diode voltage. 

This is on account of a 
higher value of A.V.C. 
diode load resistance (R? 
in Pig. 2). With the 
arrangement shown in 
Pig. 2 a higher voltage is 
applied to the A.V.C. 
diode Ds than to the de- 
detector diode Di because Ds is coupled through a small condenser C7 to 
the primary of the I.P. transformer. Since the voltage across the primary 
is greater than the voltage across the secondary, this gain is quite material. 
C7 should be a very small capacitance and 100 /x^P. is frequently used; the 
insulation of this condenser is extremely important. A further advantage 
of this arrangement of delayed A.V.C. is that the shunting due to R4 is re- 
moved from the secondary circuit of the I.F. transformer. Owing to the 
shunting effect of R* on R^ there will be some distortion of the modulated 
carrier voltage at the primary of the transformer, which will be passed on 
to the secondary. It seems, however, that this distortion is much less 
serious than that due to A.C. shunting in the secondary circuit. With this 
arrangement, since the overall selectivity up to the primary of the I.P. 
transformer is less than at the secondary, the A.V.C. will commence to 
operate further from the carrier frequency than if fed from the secondary. 

The A.V.C. diode is sometimes fed from the secondary of the LP. trans- 
former instead of from the primary. This results not only in a decreased 
A.V.C. voltage, but also in serious shunting of the detector diode load. 

Differential distortion is frequently mentioned as a serious disadvant- 
age inherent in delayed A.V.C. Careful measurements have shown that 
the additional distortion occurring Just as the A.V.C. diode commences to 
conduct is quite small provided that the delay voltage is small. With a 
delay voltage (En, Fig. 2) of 3 volts the total harmonic distortion was found 
to Increase from an average level of about 2.5% to a peak of 4%. Not 
only is the amount of distortion fairly small but it only occurs over a limit- 
ed range of input signal which, with a small delay voltage such as 3 volts 
or less, occurs at such weak signal strengths as to be unimportant. A 
slight increase in distortion on weak signals is not generally regarded as a 
serious detriment. From all the evidence available, it appears that the 
effect of differential distortion is a comparatively minor one when the cir- 
cuit is correctly designed, but the importance of the small delay voltage 
cannot be too strongly stressed. 

If it is desired to apply full A.V.C. voltage to certain controlled stages 
and a fractional part only to another stage, this may be done by tapping 
R, at a suitable point and by adding a similar filter circuit to that of R4 . C4. 

The time constant of the circuit shown In Pig. 2 is equal to R4 . C4 dur- 
ing charge and (R4 -f R,) C4 for discharge. 

When a duo-diode-triode or a duo-diode-pentode amplifying valve is 
used with cathode bias the value of the blks is usually between 2 and 3 
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voUb. Such a TOltage la suitable for A.V.C. delay; a very simple arrange- 
meat is possible by returning Rf to earth as in Fig. /I. If back bias is 
used Rf must be returned to a suitable negative voltage. 


Methods of Feed 

The A.V.C. voltage may be fed through the secondary of the R.F. trans- 
former to the grid of the valve (sometimes called **Series Feed”) or directly 
to the grid, and therefore in parallel with the tuned circuit (sometimes 
called ”Shunt Feed”). In the latter case it is necessary to use a blocking 
condenser between the top of the tuned circuit and the grid, to avoid short- 
circuiting the A.V.C. voltage. Note that the use of the terms **Series” 
and ”Shunt” has no bearing on the type of A.V.C. filter circuit which may 
be series, shunt, or a combination of both. The two types of A.V.C. feed 
circuits are considered in further detail. 


(a) Series Feed 


One arrangement of series feed is shown in Fig. 3 and it will be seen 
that in each R.F. tuned circuit a blocking condenser (Ca, C«) is used so 
that the rotor of the ganged condenser may be earthed and the A.V.C. volt- 
age fed to the lower ends 
of the coils In the R.F. 
stages the use of this 
blocking condenser will 
reduce the band coverage 
and for this reason a high 
capacitance is desirable. 
On the other hand a high 
capacitance increases the 
time constant which is ap- 
proximately equal to (C* -f Ca + C,) multiplied by the resistor R* (Pig. 2). 
The sum of these capacitances (C 4 -f- C, -|- C*) is usually between 0.05 and 
0.25 mP- The restriction on the tuning range may readily be calculated 
by considering the maximum capacitance of the ganged condenser in series 
with the blocking condenser. Resistors Ra and R« are generally each made 
about 100,000 ohms, and are intended to provide decoupling between their 
respective circuits. 
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The semi-variable con- 
denser in the grid circuit 
of an l.F. stage need not 
be earthed, and there is 
therefore no necessity for 
a blocking condenser in 
this circuit. The con- 
denser C 4 (Fig. 2) serves 
to bypass all high-fre- 
quency components from 


Figure 4 

the lower side of the tuned circuit of the l.F. stage to earth, as well as being 
part of the A.V.C. filter. 


An alternative arrangement is to insulate the rotor of the ganged 
condenser and to bypass it to earth by a single condenser (C«, Fig. 4). 
This enables the A.V.C. voltage to be applied without any blocking con- 
denser in the R.F. tuned circuits, and has the further advantage that the 
time constant of the A.V.C. circuit may be made very short, but the 
arrangement has obvious disadvantages and is little used. 


(b) Shunt Feed 

The **Bhunt feed” circuit is shown in Fig. 5. In this arrangement the 
blocking condenser is not placed in the tuned circuit but in the grid circuit. 
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It is therefore necessary to employ a suitable value of grid leak (for ex- 
ample 0.5 megohm) in order that the A.V.C. voltage may be applied to the 
grid. This grid leak will 
introduce a certain 
amount of damping on 
the tuned circuit hut the 
damping of a 0.5 megohm 
resistor on a typical 
tuned R.F. circuit is 
negligible. The effect on 
the I.P. circuit is greater, 
but it is possible to use Figure 5 

a combination of shunt feed for the R.F. stages and series feed for the I.F. 
stage if this is desired. Shunt feed for the R.F. stages is sometimes more 
convenient than series feed and appears satisfactory in most respects, 
although it has been found that grid blocking is more likely to occur with 
shunt feed than with series feed. For this reason shunt feed is only 
recommended in cases where grid blocking is not likely to occur. 

With any method of feed it is important that the total resistance in 
the grid circuit should not exceed the maximum for which the valves are 
rated. The valve manufacturers give the following as recommended 


maxima: — 

For one controlled stage 3 megohms 

„ two „ stages 2.5 

„ three „ 2 


These resistances are to be measured between the grid of any valve 
and its cathode. 

Typical Circuits 

A typical circuit of a simple A.V.C. system with three controlled stages, 
using a duo-diode high-mu triode valve, is shown in Fig. 6. In order to 
provide the simplest arrangement the cathode of the duo-diode valve is 
earthed and its grid obtains bias by the grid leak method using a resistor 
of 10 megohms. This places the minimum additional shunting on the 




Figure 6 


diode load resistor. The cathodes of the controlled stages should be re- 
turned to a positive voltage such that under working conditions on a weak 
carrier the grid voltage is equal to the recommended minimum grid voltage 
for the valves. For I.F. — 455 Kc/s. the two R.F. bypass condensers on 
the diode load are each made 0.0001 ^iP. An A.V.C. resistor of 1.26 megohms 
is used so that the total resistance to earth from any gprid does not exceed 
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2 megohms. If there were only two controlled stages this could be ia* 
creased to 1.75 megohms with consequent decreased A.C. shunting. The > 
time constant for this arrangement is approximately 0.15 X 1.3 or 0.195 

second for charging. 

A circuit of a typical delayed 
A.V.C. stage using a duo-diode* 
pentode valve is shown in Fig. 
7. Self-bias is used and, since 
the bias will normally be from 
two to three volts, this provides 
a suitable A.V.C. delay voltage 
without any further complica- 
tion. The condenser from the 
plate of the I.F. amplifier to 
the A.V.C. diode is 0.0001 nF, 
and should not be increased 
above this value. With this 
arrangement the A.V.C. bias on 
the controlled valves is zero 
until the peak voltage on the 
A.V.C. diode exceeds the delay voltage. The controlled stages would nor- 
mally be arranged with self-bias equal to the recommended minimum bias. 

A.V.C. Application 

A.V.C. is normally applied to the converter on the broadcast band, irre- 
spective of valve type. On the short-wave band some types of converters 
give very satisfactory operation with A.V.C., while others Introduce diffi- 
culties. When no R.F. stage is used it is essential to apply A.V.C. to the 
converter, but when an R.F. stage is used it is frequently advantageous 
to operate valve types 1A7-G. 107-0, 6A8-G and 608-0 on fixed bias. Valve 
types 6J8-G, 6K8-G, and 6SA7 may be used with A.V.C. on all vrave bands. 

In a receiver having an R.F. stage, converter and single I.F. stage the 
A.V.C. is normally applied to all three stages. If decreased modulation 
rise is required it is preferable to operate the I.F. stage with about one- 
half the full A.V.C. bias or alternatively to supply its screen from a drop- 
ping resistor. If A.V.C. is applied to both R.F. and Converter stages on 
all wavebands it is possible to omit control of the I.F. stage without losing 
much of the effectiveness of the A.V.C. system, with the result that modu- 
lation rise is negligible. 

In a receiver without an R.F. stage it is difficult to avoid overloading 
with heavy input signals, and A.V.C. is applied to both stages even though 
modulation rise may be objectionable with very high inputs. In order 
to obtain maximum control the screen of the I.F. valve would normally 
be supplied from a voltage divider. 

In a receiver having two I.F. stages the second I.F. stage should pre- 
ferably be operated at fixed bias in order to reduce the modulation rise. 
Since the effectiveness of control on any stage is proportional to the gain 
from its grid to the A.V.C. diode it is obvious that control on the R.F. 
stage is most valuable, while control on the final stage is least valuable 
from the control point of view. The final I.F. amplifier, operating at fixed 
bias, may in fact be regarded as an amplifier for the A.V.C. voltage, and 
in many ways the operation is similar to amplified A.V.C. except that in this 
case the amplification takes place before rectification. It is for these 
reasons that when two I.F. stages are available the second is normally 
operated on fixed negative bias. When a valve such as the 1M5-G or 
other type operating at zero bias is used in the second I.F. stage, it is 
preferable to operate it with some small negative bias in order to avoid grid 
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current, but alternatively a 1 megohm resistor may be used from its grid 
to earth so that any positive grid current would produce additional nega- 
tive bias. At the same time the screen should be supplied through a 
dropping resistor from B +. 

Amplified A.V.C. 

There are a number of methods whereby the voltage to be applied to 
the grids of the controlled stages is amplified, either before or after recti* 
flcation. 

(1) One or more stages of amplification may be used to form an A.V.C. 
amplifier channel operating parallel to the signal channel, and having a 
separate diode rectifier. If the total gain of the A.V.C. amplifier channel 
is greater than the total gain of the equivalent section of the signal chan- 
nel, there is effectively a system of amplified A.V.C. This is more effec- 
tive than the usual arrangement with a single channel, since it retains the 
full amplification of the A.V.C. channel under all conditions. It also has 
advantages in flexibility due to the isolation of the two channels, and the 
A.V.C. channel may be designed to have any desired selectivity charac- 
teristics. 

(2) If a common I.F. channel is used, it is possible to add a further 
I.F. stage with fixed bias for A.V.C. only, followed by a separate A.V.C. 
rectifier. By this means it is possible to avoid the distortion due to shunt- 
ing of the diode load resistor, or to ‘‘differential loading” at the point where 
the A.V.C. delay is just being overcome. 

(3) A D.C. amplifier may be used to amplify the voltages developed 
at the rectifier. This method has the disadvantage that it is difficult to 
obtain satisfactory and consistent performance from a D C. amplifier. 


Audio A.V.C. 

Audio A.V.C. is used in conjunction with A.V.C. on the R.F. and I.F. 
stages, and is a device to flatten out the A.V.C. characteristic by applying 
the whole or part of the A.V.C. voltage to an audio frequency amplifier 
having a super-control characteristic. Conventional systems of this nature 
tend to introduce considerable audio frequency distortion if operated at a 
high level so that the arrangement is not widely used. In the design of 
a receiver to use audio A.V.C. it is desirable first to obtain the best possible 
characteristics apart from the audio amplifier and then to add just enough 
A.V.C. voltage to the audio system to make the A.V.C. characteristic 
sufficiently flat. For a typical Audio A.V.C. characteristic see Fig. 8, or 
the improved form in Fig. 9. 


Modulation Rise 

When a modulated carrier is amplified by a valve having a curved 
characteristic the modulation percentage will increase. This modulation 
rise is noticed in the output as audio frequency harmonic distortion, mainly 
second harmonic. Practically all modulation rise occurs in the final I.F. 
stage. 20% nTodulation rise is equivalent approximately to 5% second 
harmonic. Modulation rise with fixed bias is extremely small even with super 
control valves, but there is a slight advantage in operating with an equiva- 
lent valve having a sharp cut-off characteristic. Modulation rise may be 
decreased by operating the I.F. stage on a fraction of the A.V.C. voltage, 
but this adds to the expense of the receiver. Alternatively, a noticeable 
improvement may be made by supplying the screen from a dropping re- 
sistor from B-f . This is recommended for circuits having an R.F. and one 
I.F. stage. Modulation rise may be reduced by increasing the gain from 
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the grid of the final I.F. valve to the A.V.C. diode, that to by producing a 
higher A.V.C. voltage for the same plate voltage Excursion in the LF. 
amplifier. The use of the delayed A.V.C. circuits of Figs. 2 and 7 will 
assist in this direction. Modulation rise may also be reduced by improv- 
ing the control on earlier stages, for example by reducing the screen volt- 
age on the R.F. or converter valve so that an earlier cut-off is provided. 
This is likely, however, to result in cross modulation when the receiver 
is used in proximity to a strong station. See also the later section on 
A.V.C. characteristics and Fig. 8. 


A.V.C. With Battery Valves and Zero Bias 

When 2 volt battery valves operating at zero bias are used it to pos- 
sible to obtain delayed A.V.C. by incorporating a duo-diode-triode 
or duo-diode-pentode valve having a diode plate situated at each end of the 
filament. A delay of between 1 and 2 volts is obtainable by this means 
and makes a very simple and satisfactory arrangement. The diode at the 
positive end of the filament is used for A.V.C. and its return to taken to 
filament negative. The diode at the negative end of the filament is used 
for detection and its return taken to filament positive. 


Special Case with Simple A.V.C. 

When simple A.V.C. is used with a duo-diode-triode or duo-diode-pentode 
valve operating with self-bias, the diode load return will be two or three 
volts above earth, and it is necessary to provide additional negative voltage 
for minimum bias on the controlled stages. 


Time Constants 

Suitable values of time constants are as follows: — 

Broadcast good fidelity receivers 0.25 to 0.5 second 

Broadcast receivers 0.1 to 0.3 second 

Dual or triple wave receivers 0.1 to 0.2 second 

Too rapid a time constant reduces the audio frequency bass response since 
rapid periodic fading is equivalent to bass frequency modulation. It to for 
this reason that a slow A.V.C. system is required for good fidelity broadcast 
receivers. A more rapid time constant is required for short-wave opera- 
tion on account of the fading characteristics for these frequencies. 


A.V.C. Characteristics 

A.V.C. Characteristic Curves may be plotted on 6-cycle log-linear graph 
paper as shown in Fig. 8. The input is usually taken from 1 mV. to 10* mV. 
or 1 volt. The output is usually shown in decibels, with an arbitrary zero. 
With care in the experimental work, A.V.C. curves are extremely valuable 
to the receiver designer, not only to demonstrate the effectiveness of the 
A.V.C., but also to Indicate modulation-rise, and the input voltage at which 
the A.V.C. commences to operate. 

For design purposes it is also helpful to draw on the same graph 

(a) A curve of distortion against input voltage for 30% modulation 
at 400 c/s., 

(b) A curve of the developed A.V.C. voltage against input voltage, and 

(c) Curves of the total bias voltages of the controlled stages against 
input voltage. 
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It fixed minimum bias is used, curves (b) and (c) will differ merely by the 
bias voltage. If self-bias is used they will differ by the minimum bias 
voltage with no input voltage, and will tend to run together at high input 
voltages. For methods of conducting the experimental measurements see 
Chapter 29. 

Fig. 8 shows several A.V.C. curves, each corresponding to a particular 
condition. In taking these curves two separate diodes were used so as to 
maintain constant transformer loading and other conditions. Contact 
potential in the diode results in a slight increase in the standing bias of 
the controlled valves, but does not affect the delay voltage. 

Curve A is the “No Control” characteristic and is the curve which 
would be followed, with A.V.C. removed from the receiver, up to the point 
at which overloading commences. This curve is a straight line with a 
slope of 20 db. per 10 times voltage. 

Curve B is the A.V.C. Characteristic for a delay of — 9 volts. From 3 
to 18 fiY. the experimental curve follows the “no control” line exactly, and 
then deviates sharply at Inputs above 18 /tV. Prom 18 to 500,000 /aV. the 
curve follows an approximately straight course with an average slope of 
3.25 db. per 10 times voltage Above 500,000 fiY. the curve tends sharply 
upward, indicating severe modulation rise. 



Curve C is the A.V.C. Characteristic for a delay of — 3 volts. The 
A.V.C. comes into operation at a lower input voltage, and the average slope 
is steeper than for the higher delay voltage. In both cases, however, the 
“knee” of the curve as it leaves the no control line is very sharp and clearly 
defined. 

Curve D is the A.V.C. Characteristic for a delay of zero voltage, with 
due compensation for the effect of contact potential on the standing bias 
of the controlled valves. 

Curve E is the Characteristic obtained with a typical Audio A.V.C. 
System. Over the range from 100 to 500,000 fiY. the total rise is only 3 db. 

Curve B has been drawn according to the conventional method whereby 
the output is adjusted to half the maximum output of the receiver at an 
input of 1 volt. Curves C and D were then taken directly, without any 
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further adjustment to the volume control. Owing to a slight effect on the 
gain of the receiver when the delay voltage is varied, Curves C and D fall 
slightly below the datum line at an input of 1 volt Curve E has been 
drawn to correspond with Curve C, since both have the same delay voltage. 
The volume control, however, was advanced considerably for Curve B. It 
should be noted that no conclusions should be drawn from the relative 
vertical positions of A.V.C. Characteristics drawn according to the con- 
ventional method since the volume control settings are unknown. 


An Improved Form of A.V.C. Characteristic 

The conventional A.V.C. Characteristics do not give all the desired in* 
formation concerning the operation of A.V.C. and an improved form, due to 
M. G. Scroggie*, is as follows: — 

Instead of commencing at an input of 1 volt and adjusting the volume 
control to give one-quarter or one-half of the maximum power output at 
30% modulation, Scroggie’s method is to commence at a low input with 
the volume contiol at maximum. The input is increased until the output 
is approximately one-quarter maximum, and the volume control is then 
set back to reduce the power output to one-tenth of the reading. This 
process is repeated until an input of 1 volt (or the maximum limit of the 
signal generator) is reached 

This method is illustrated in Fig. 9 which applies to the same receiver 
as was used to obtain Fig. 8. The scale of power output in watts repre- 
sents the output which would be obtained with the volume control at 
maximum and 30% modulation, provided that no overloading occurred in 
in the audio amplifier. A number of interesting facts may be obtained 
from an examination of these curves 



Figure 9 

(1) The residual noise level of the receiver may be shown (this applies 
particularly to receivers of fairly low sensitivity). 

(2) The sensitivity of the receiver in microvolts input for any selected 
output level (e.g., 50 or 500 mW.) may be read directly from the 
curves. It should be noted that the output includes noise. 


*See Bibliography. 
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( 8 ) The power output corresponding to any selected input voltage and any 
position of the volume control may be obtained. For example, with a 
delay of —3 volts, the A.V.C. commences to operate at an output level 
of slightly over 3 watts, with 30% modulation and the volume control at 
maximum. As a further example take the same curve at an input of 
1000 mV., where the output is shown as approximately 75 W. for 30% 
modulation and maximum volume control setting. The setting of the 
volume control to give 3 watts at 100% modulation is therefore 

V (30/100)=^ X (3/75T = 0.3 V0.04 — 0.06 

or approximately 1/16.7 of the maximum setting. 

( 4 ) The voltage at the detector (and the A.V.C. bias voltage if excited from 
the secondary of the I.F. transformer) may be calculated from a know- 
ledge of the audio gain and detector efficiency 

The Audio A.V.C. Characteristic (Fig. 9) gives an excellent example 
of the information which may be derived from this improved representation. 
At the knee of the curve the A.V.C. characteristic is about 9 db below the 
curve having the same ( —3 volts) delay. This loss is all in the audio am- 
plifier, and is the result of using a valve having lower gain. The difference 
between the two curves increases to 22 db at an input of 500,000 mV., thus 
indicating an audio control of 22-9 or 13 db at this point. With this par- 
ticular arrangement the output with 30% modulation is 3 watts plus or minus 
2 db from 30 to 600,000 mV. 

This method enables greater accuracy to be obtained at very low input 
signals since the output power is quite high on the scale of a typical output 
meter. With the conventional method the output under similar input con- 
ditions is too small to measure accurately with a standard output meter. 

It will be seen that at low input levels the output is higher than the 
“no control” line; this indicates the presence of noise. At extremely low 
levels the output is difficult to measure accurately due to fluctuations in the 
readings. 


APPENDIX 

Time Constant 

Time constant in seconds =; Resistance in ohms x capacitance in farads 

iz: Resistance in megohms x capacitance in 
microfarads. 

The time constant is the time in seconds for the condenser to charge 
up to a potential of [1 — ( 1 /c)] of the applied potential, where c = 2.718 and 
[1 — (l/e)] 0.632. (The Greek letter €-epsilon-is the base of the Naperian 
Logarithm). Similarly the time constant is the time in seconds for the 
condenser to discharge to a potential of 1 /e or 0.368 of the initial potential. 

In Fig. 1 the total resistance during discharge is (R 4 -f R.) and the time 
constant is (R4 -f Rs) C4. During charge the diode conducts and the total 
resistance is approximately R* and the time constant approximately (R 4 . C^). 
In this approximation the resistance of R, is neglected in comparison with 
R4. 


The time constants of the circuits of Fig. 3 in combination with Fig. 1 
are as follows: — 

2 Stages. 

Charge Constant: 

Ri (C, + C4 + Cs) 4 - R. (C4 + C.) + R.C». 

Discharge Constant: 

C« (Rs R« *4" Rt) "1“ C 4 (R 4 4 * R») 4 " Ci (Ri 4 " R*) 4 * CfR* 
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3 Stages 

Charge Constant: 

(Cj 4* C 4 Cff -f* Cj) 4“ 1^4 (C 4 4" Cg -f“ ^ 4 ) 4“ ^^5 4* RsCg. 
Discharge Constant: 

C# (Rj -4“ 1^4 4" Rj) 4* ^5 ^R» 4“ R» 4" R»^ 4" C* (R 4 4“ Rt) 4* 

C| (R| 4" Rf) 4* CjR». 
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CHAPTER 20 

Automatic Frequency Control 
and the Correction of Frequency Drift 

Automatic Frequency Control — Frequency Discriminator 
— Round (Travis) Circuit — Foster-Seeley Circuit — 
Control Valve — Resistance in Series with Condenser — 
Quadrature Circuits — Miller Effect Circuits — Correction 
of Frequency Drift. 


Automatic Frequency Control 

More correctly known as automatic tuning correction, A.F.C. provides 
a means by which the tuning of the oscillator of superheterodyne receivers 
is “pulled in” automatically, to tune to any station to which Ihe manual 
tuning circuits have been approximately tuned. It may be applied to the 
greatest advantage in receivers having automatic tuning systems, e.g., 
push-button switches, and cam or motor driven variable condensers. In 
such cases the tuning may not be quite accurate over extended time periods, 
and A.F.C. may be used effectively to carry out the final adjustment when 
the respective capacitances and/or inductances have been selected by the 
automatic tuning system. 


The two requirements for any A.F.C. sys- 
tem are: — 

(1) A frequency discriminator. 

(2) A variable reactance. 

The frequency discriminator must provide 
a controlling voltage for the electronic re- 
actance. When the signal frequency circuits 
are exactly in tune, the voltage output from 
the discriminator should be the same as that 
provided in the absence of signal, i.e., the re- 
actance should have its normal value. At 
frequencies above and below the correct fre- 



Flgure 1 


quency, the controlling voltage should be appropriately above and below 
the mean voltage. Normally, the discriminator Is placed in the I.F. cir- 
cuits of a receiver, and comprises a specialised form of selective circuit 


with two diodes giving a response curve as shown in Fig. 1, 


There are two well known cir- 
cuits in use. 

(1) The Round (Travis) circuit 
(shown in Fig 2) has two L.C. cir- 
cuits, one tuned slightly above, 
the other slightly below the I.F. 
Each circuit has its own diods 
and the diode loads are connected 
in D.C. opposition. At the correct 
I.F. the voltage across the com- 



bined diode loads is zero, and rises Figure 2 

and falls above and below the balance point (Fig. 1). 
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(2) The Foster-Seeley* circuit (see Fig. 8) relies on the phase difference 
between primary and secondary in coupled tuned circuits. A 90^ phase 
difference exists between the primary and secondary potentials of a 
double tuned, loosely coupled transformer when the resonant frequency 

is applied, and this phase angle 
aSS BtAs! varies as the applied frequency 
’ varies. The potentials at either 
end of a secondary winding with 
respect to a centre tap on that 
winding are 180® out of phase. 
If the centre tap of the second* 
ary is connected to one end of 
the primary the potentials be- 
tween the other end of the 
primary and each end of the 
secondary will reach maxima, 
one above and the other below 



A.V.C. 


Figure 3 


the centre frequency At the centre frequency the resultant difference of 
potential between the two is zero 


The Foster-Seeley circuit is easier to align, as all circuits are adjust- 
ed to exact intermediate frequency, and, in the absence of a frequency 
modulated oscillator, the discriminator secondary can be adjusted approxi- 
mately to correct frequency by tuning it to give a minimum of output from 
the receiver. The discriminator secondary does not aid signal amplification 
and is in a condition of absorptive resonance. 



Figure 4 


It is possible to obtain audio fre- 
quency voltage from one diode load 
in the Foster-Seeley discriminator 
without encountering serious distor- 
tion. The selectivity ahead of the 
discriminator must not be too sharp, 
as the response is required on either 
side of the I.P. Since the dis- 


criminator secondary in the Foster-Seeley arrangement does not contri- 
bute to overall selectivity, one extra tuned circuit is needed to regain the 
same order of selectivity as compared with a similar receiver not employ- 




ing A.P.C. When high selectivity is required, the I.P. stages may be con- 
nected as shown in Fig. 4, splitting to separate channels for I.F. amplifica- 
tion and discrimination. 

The Control Valve, or Electronic Reactance may take one of three 

forms : 

(1) Resiatanee in series with condenser (Fig. 5). This imposes severe 
resistive loading on the oscillator circuit, and is not advised. 


*D. B. Foster and S. W. Seeley, Proc. I.R.B. March (1937). 
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(2) ''Quadrature'* circuits (Fig. 6). The grid is fed from the plate 
through a resistor — reactance network, to provide a voltage at the grid 
almost 90* out of phase with plate voltage. The plate resistance of the 
valve represents a parallel load. The 6J7-G may be used as a pentode in 
quadrature circuits. 

(3) Miiier effect circuits (Fig. 7) rely on the change of input capacit- 
ance of a triode when the gain is varied. Due to stray capacitance in the 
plate circuit, the input capacitance of the valve is shunted by an input 
resistance; Miller effect electronic reactances 
may be used most successfully with a fixed tuned 
circuit (e.g., in frequency modulated oscillators) 
when the input resistance can be made almost 
infinite by tuning the plate circuit with a low 
Q Circuit. 

All electronic reactances are controlled by 
varying the grid bias to alter the mutual con- 
ductance. The Miller effect system is simple 
and has a wide range of control. The quadrature 
circuit arranged as an electronic inductance gives wide and more uniform 
control over the whole tuning range. For further information on Control 
circuits see Travis (Proc. I.R.E., Vol. 23, No. 10, pp. 1132-1141, October, 
1935). 
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Correction of Frequency Drift 

In superheterodyne receivers it is found that for an hour or more 
after switching on the oscillator frequency tends to drift, thereby necessi- 
tating adjustments of the tuning dial, particularly during short-wave recep- 
tion. The adjustment necessary to ensure correct tuning is always to- 
wards the higher frequency end of the band. This drift represents a 
decrease in oscillator frequency with increasing temperature of the re- 
ceiver. The drift is most pronounced at the higher frequencies and is 
approximately proportional to the cube of the frequency. The drift is 
most apparent at the high frequency end of the highest frequency range 
of the receiver. 

The cause of the drift is complex, but in general it can be stated that 
the effect of the valve (apart from the valve base) is comparatively small 
after a few minutes and usually negligible after 10 minutes. Frequency 
drift in the oscillator circuit is caused largely by poor dielectric materials, 
such as varnished cambric, synthetic resin, rubber and similar materials. 
It may be very much reduced by avoiding the use of such materials and 
replacing them by such dielectrics as good quality porcelain or other well 
known dielectrics having similar properties. 

All high loss dielectrics appear to show positive temperature co- 
efficients. A positive temperature co-efficient is defined as an increase in 
capacitance with an increase in temperature. A negative temperature co- 
efficient is a decrease in capacitance with an increase in temperature. 

A receiver may be made stable by the elimination of as much as pos- 
sible of poor dielectric materials and then the smaller drift remaining may 
be balanced out by the use of negative co-efficient condensers so adjusted 
in relation to the other circuit components that approximate balance is 
obtained. By this means it is possible to avoid any serious change of fre- 
quency after the first few minutes. 

For further information see ‘‘Thermal Drift in Superhet. Receivers,” 
by John M. Mills, Electronics, November, 1937, page 24. For Information 
on negative co-efficient condensers, refer to technical data published by the 
manufacturers of such components. A general article on the subject is 
''Stabilising Condensers,” Wireless World, Vol. 44, No. 11, pp. 245-246, 
March 16 (1939). See also M. L. Levy ‘‘Frequency Drift Compensation,” 
Electronics, Vol. 12, No. 5, pp. 15-17, May (1939). 
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CHAPTER 21 
Reflex Amplifiers 


Reflex amplifiers — multiple valves — typical circuit arrange* 
ments — distortion — ’’minimum volume effect” — advantages 
of reflex amplifiers — overall gain — optimum operating 
conditions. 


Reflex Amplifiers 

Reflexed Amplifiers have the advantage of being economical. One 
valve (Figs. 1 and 2 ) is made to amplify simultaneously at I.F. and A.F., 
or R.F. and I.F. (where considerable difference in frequency exists between 
R.F. and I.F.). 

Multiple valves such as the 6 B 8 G (6B7), 6 G 8 -G (6B7S) and 1K7-G 
(1K6) readily lend themselves to reflexed applications. The diodes may 
also be used for purposes of detection and A \\C. 

The circuit arrangement 

show’n in Figs. 1 and 2 is typi- 
cal. The I.F. carrier is applied 
to the control grid. The ampli- 
fied I.F. carrier is passed to the 
diode rectifier from the I.P. 
transformer Tj.. On passing 

through the filter Ci. Rj, Cj the 
A.F. appearing across the 

volume control R* is connected 
through the I.F. filter C 3 , R*, 
C*. back to the control grrid. 

The A.F. is amplified simul- 
taneously in the valve and appears across the audio load R^ thence pass- 
ing on for further amplification. 

It is important that C-, Ce provide sufficient by-passing for the I.P. 
carrier at the points A and B without attenuating to any appreciable extent 
the higher audio frequencies. Typical values for C 5 , C* are 100 — 500 mmP. 
The reflexed amplifier Introduces serious distortion when strong carrier 

voltages are applied to the control grid. The curvature of the control 

grid characteristic produces harmonic distortion at audio frequencies. The 
control grid characteristic should be linear over a range sufficient to handle 
peak values of both the I.F. carrier and the audio voltage. This is seldom 
achieved and rectification by the amplifier valve occurs. Rectification of 
the I.F. carrier ahead of the diode detector produces A.F. components across 
the audio load R 5 and are passed directly to the output valve. 

This is called the ''minimum volume effect'* as the signal may still 
be heard with the A.F. volume control turned **off.’* This distortion in- 
creases rapidly if the optimum grid bias is increased; thus the application 
of A.V.C. bias to a refiex amplifier becomes impracticable. 
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Reflex Ampliflers And their 
chief application in receivers 
where cheapness, weight and 
battery consumption are of 
paramount importance. Straight 
amplifiers are to be preferred 
to Reflex Ampliflers wherever 
the use of the additional valve 
is admissible. 

The overall gain of a well 
designed Reflex Amplifler may 
approach within 6 db. of the 
gain of a similar amplifler using 
separate valves. 



Figure 2 


Optimum Operating Conditions for Reflex Amplifiers 

Valve type 6B7, 6B7S, 6B8-G, 6G8-G 1K6, 1K7G 

Resistance Rj, 0.1 0.1 megohm 

Plate Supply Voltage 250 135 volts 

Screen Voltage 40 — volts 

Screen Dropping Resistor R« — 0.25 megohm 

Optimum Control Grid Voltage — 1.2 — 1.6 volts 


O 
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PART 3 RECTIFiCATION, FILTERING AND HUM 
(Chapters 22 to 24, inclusive) 

CHAPTER 22 

Rectification 

Rectifiers and their subdivisions — application of rectifiers — 
advantages of vacuum rectifiers — choice of a filter system— 
parallel operation — regulation — theory of rectification 
— ripple voltage — output voltage of mercury vapour recti* 
fiers — rectifier ratios — voltage relationships — current re- 
lationships — maximum ratings — form factor— how to use 
published curves — transformer heating — ^bibliography. 

Rectifiers 

Rectifier valves may be subdivided into the following groups: — 

(1) High Vacuum (a) High Impedance (e.g. 5Y3-G) 

(b) Low impedance (eg.. 5V4-G) 

(2) Gaseous (principally mercury vapour) 

(a) Screened (e.g., 866A) 

(b) Unscreened (eg, 866) 

(Full wave, e.g , 82, 83) 

Each subdivision may further be divided into directly and indirectly heated; 
also half and full wave. 

The choice of a suitable rectifier valve depends on the type of service 
and the following represents typical practice: — 

A.C. Radio Receivers with Class A Power Stage: — 

High vacuum full wave (eg., 5Y3-G, 5U4-G) 

A.C. Radio Receivers with Class AB, Power Stage; 

With self-bias— High vacuum full wave (e.g., 5Y3-G. 5U4-G. 5V4-G) 
With fixed bias — Low impedance high vacuum full wave (e.g., 6V4-G) 

A.C. Radio Receivers with Class B or AB2 Power Stage: 

Low impedance high vacuum full wave (e.g., 5V4-G) 
or Full wave mercury vapour with precautions against radio interference 
(e.g., 82, 83). 

A.C./D.C. Radio Receivers: 

Indirectly heated low impedance high vacuum half wave types with 
heaters operating at 0.3A (e.g., 25Z6-G). 

Battery operated radio receivers with non-synchronous vibrators: 

Indirectly heated low impedance high vacuum full wave types (e.g., 
6ZY6-G, 6X6-G). 

Amplifiers: 

As for radio receivers except that mercury vapour types are more 
widely used. 
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In general, vacuum rectifiers are to be preferred to mercury vapour 
types of small size on account of 

(1) long and trouble-free service, 

(2) the lower transformer voltage which is required for a given D.C. 
output voltage, due to the use of condenser input to the filter; 

and (3) self protection against accidental overload due to their fairly high 
impedance. 

The less efficient vacuum rectifiers, that is those having high imped- 
ance, are more capable of self protection than more efficient types, but 
their use is restricted to Class A output stages. 

With directly>heated rectifiers it is generally found preferable to con- 
nect the positive supply lead to one side of the filament rather than to add 
the further complication of a centre-tap on the filament circuit. 

The choice of a filter system is dependent upon the type of rectifier 
valve and the regulation which is required. 

A Condenser Input Filter is generally preferred since a higher D.C. 
output voltage is obtained by its means, but the legulation is poor. Mercury 
vapour rectifiers cannot normally be used with condenser input owing to 
the excessively high peak current. The usual capacitance of the first filter 
condenser (Cl) is between 2 and 8 /xF., but high values (up to 32 acP.) are 
often used with half-wave rectifiers as in A.C./D.C. receivers in order to 
obtain a high D.C. working voltage and l^etter regulation. 

A Choke Input Filter is normally essential for mercury vapour valves, 
and is also used in order to obtain good regulation with vacuum rectifiers. 
The inductance of the choke should normally be not less than 20 henries. 
A ^'swinging choke” is sometimes used in order to obtain almost perfect 
regulation, the choke in this case saturating at the higher D.C. outputs 
and so giving an approach towards condenser input with the accompanying 
rise of voltage (see Chapter 23). 

Parallel operation of similar types of vacuum rectifiers is possible, but 
it is preferable to connect together the two units in a single full-wave 
rectifier and to use a second similar valve as the other half-rectifier if full- 
wave rectification is required. With low impedance rectifiers as used in 
A.C./D.C. receivers (e.g., 25Z6G) it is desirable to limit the peak current. 
When two units are connected in parallel it is also desirable to obtain 
equal sharing; in such cases a resistance of 100 ohms should be connected 
in series with each plate, and then the two units connected in parallel. 

Mercury vapour rectifiers may only be connected in parallel if a resist- 
ance sufficient to give a voltage drop of about 25 volts is connected in 
series with each plate, this being in order to secure equal sharing of the 
load. 


Regulation 

The regulation* of a rectifier and filter is the constancy of the D.C. 
output voltage for all values of current output. A choke-input filter pro- 
vides better regulation than one having condenser input. A mercury 
vapour rectifier has more constant voltage drop than a vacuum rectifier, 
and therefore provides better regulation. The regulation is also affected 
by the regulation of the transformer (primary resistance, secondary resist- 
ance, leakage inductance), and by the resistance of the filter choke (.s). 
The regulation of a given supply, particularly with a choke input filter, is 
improved by the addition of a bleeder which draws an initial current usu- 
ally between 10% and 30% of the load current. The value of minimum 
inductance of a choke input filter for good regulation is covered in Chapter 
23. 


*The regulation may be defined as the ratio of the change of voltage (for a 
apecified change in current) to the initial voltage; it is frequently given In the 
form of a percentage. 
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The Theory of Rectification 

Diagram A in Fig. 1 shows a sine wave voltage of iirhich the peak, and 
R.M.S. values are shown as Epeak and Ebms. With Ideal-half-wave recti- 
fication and a resistive load with no filter, the upper peaks would also 
represent the load current, while the lower peaks would be suppressed; the 
average voltage would be shown by Eavoe (half-wave). With full wave 
rectification the current through the load resistance would be similar each 
half cycle, the lower peak being replaced by the dash line in A. The D.C. 
voltage would be the average voltage or 0.9 of the RMS voltage for a sine 
wave. For half-wave rectification the average D.C. voltage over a period 
would be one half that for full wave rectification under the same conditions. 




Figure 1 


Diagram B illustrates ideal 
full wave rectification with a 
condenser Input filter.* The 
voltage at the first filter con- 
denser C follows the line 
ABA'B', the condenser charging 
between A and B but discharg- 
ing between B and A'. The 
mean level of ABA'B' is the 
effective D C. voltage. The 
shaded area between the curve 
APB and the curve AQB repre- 
sents the voltage by which the 
transformer voltage exceeds 
that of C The current through 
the plate circuit of the rectifier 
only flows for the interval be- 
tween A and B and be- 
tween A' and B' because at 
other parts of the cycle the 
transformer voltage is below 
the voltage of C. The current 
through the rectifier, shown in 
diagram C. is similar in form* 
to the difference in voltage be- 
tween the curves APB and 
AQB 

The ripple voltage may be 
determined from the shape of 
ABA'B', and the ripple fre- 
frequency fundamental and 
harmonic components may be 
calculated by Fourier analysis. 
On the assumption that the 
ripple consists of regular sym- 
metrical triangular waves, the 
RMS values of the components 
will be: — 

Fundamental ripple fre- 
quency voltage 0 575 Er 

Third harmonic ripple fre- 
quency voltage 0 064 Er. 

Fifth harmonic ripple fre- 
quency voltage 0.023 Er. 

Seventh harmonic ripple fre- 
quency voltage 0.0117 Er. 
where Er = peak ampli- 
tude of ripple voltage. 


•On the assumptions that the supiilv impedance (including the rectifier) may be 
represented by a constant equivalent resistance and that the load current passes 
through a filter choke of high impedance 
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As tbe load resistance is increased* BA' becomes more nearly borizontal 
and tbe area APB becomes smaller until in tbe extreme case when tbe load 
resistance is infinite the D.G. voltage is equal to the peak voltage. This 
graphical method may be applied to any rectifier with condenser input fol- 
lowed by a high inductance choke. The assumption is made that the cur- 
rent through the inductance remains constant, that is to say that the lines 
BA', B'A", etc., are straight. 

With a choke input the conditions are as shown in diagram D, assum- 
ing a high impedance choke. With practical chokes there will necessarily 
be a certain amount of ripple in the load current. 

For further information see the Bibliography at the end of this chapter, 
and also see chapter 23. 

The Output Voltage of Mercury Vapour Rectifiers 

Curves are not published for mercury vapour rectifiers since the output 
voltage is constant for any load current and the voltage drop in the valve 
Is approximately 15 volts in all cases. The D.C. output voltage is not equal 
to the RMS voltage, but to the average voltage of the A.C., this being 0.9 
of the RMS voltage. 

The output voltage (D.C.) of any full wave mercury vapour rectifier with 
choke input Is therefore 


(0.9 Hums — 15) volts, 
where Erms is the RMS voltage per plate. 

Rectifier Ratios 

The following relationships refer to ideal rectifiers with sine wave input, 
zero valve drop, no filter, and resistive load. In this table A.C. (RMS) volt- 
age = RMS transformer voltage per valve. 


Voltage Relationships 


Average (D.C.) voltage 

A.C. (RMS) voltage. 

Half Wave 

0.45 

Full Wave 

0.9 

A.C. (RMS) voltage 

22 

1.11 

Average (D.C.) voltage 


Peak Inverse voltage 

3.14 

3.14 

Average (D.C.) voltage 


Average (D.C.) voltage 

Peak Inverse voltage 

0.318 

0.318 

Peak Inverse voltage 

1.41 

2.82 

A.C. (RMS) voltage 


A.C. (RMS) voltage 

0 707 

0.8535 

Peak Inverse voltage 
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Current Relationships 

With Choke-Input Filter. 


Average current per plate 

Half Wave 

.... 1.0 

Full Wave 

0.5 

Total D.C. load current 


Peak current per plate 

2.0 

2.0 

Average current per plate 


Peak current per plate 

2.0 

1.0 

Total D.C. load current 



Maximum Ratings 

In any rectifler application reference should be made to the maximum 
ratinga. The maximum A.C. voltage for vacuum rectifiers is generally 
given as an RMS voltage, but in some cases the peak inverse maximum volt- 
age is also given. Neither of these limits should be exceeded, but for single 
phase rectification it will generally be found that the peak inverse voltage 
is 2.8 times the RMS voltage, this corresponding to full wave operation 
with sine wave input. 

With low impedance vacuum and with mercury vapour rectifiers the 
ratings also Include a maximum peak plate current. With a high-induct- 
ance filter input the peak current is not much greater than the average 
current, but with a low inductance (“swinging choke“) or condenser input 
the peak current limit is likely to be exceeded and care must be taken 
to check this matter (see Chapter 23). 

Form Factor 

The Form Factor of a wave is the ratio of the R.M.S. value to the 


average value. Typical form factors* are: — 

Full square topped wave 1.00 

Half wave rectified square topped wave . . 1.41 = 

Full (Isosceles) triangular wave 1.15 •= 2/ yfZ 

Half wave rectified triangular wave .. .. 1.63 = 4/\/l5 

Full sine wave .. .. 1.11 = irf2y/2 

Half wave rectified sine wave 1.57 = ir/2 

Full wave rectified sine wave 1.11 = 7r/2V2 


It will be seiBn that the form factor of a full wave rectified wave is the 
same as that for the original alternating wave, and that for a half wave 
rectified wave is 1.41 times that for the alternating wave. 

How to Use the Published Curves 

Published curves for all Radiotron rectifier valves of the vacuum type 
are in common use. By means of these curves it is possible to predict 
with reasonable accuracy the voltage output for any transformer voltage 
or direct-current load. The curves usually apply to transformer voltages 
such as 300, 350, 400 etc., and when it is desired to calculate the output 
for an intermediate voltage such as 385 volts this can be done by simple 
interpolation. The curve nearest to 385 volts would be that for 400 volts, 
the difference being 15. The D.C. output voltage for the desired load cur- 
rent and for 400 volts RMS may then be determined from the curves, and 


•For further information see L. B. W. Jolley ''Alternating Current Rectification,” 
Part I, Chapter 1. 
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it is only necessary to subtract the difference (i.e., 16) in order to obtain 
the approximate D.C. voltage for 885 volts RMS. 

The variation of voltage with load, that is the regulation, may be deter- 
mined in a similar manner by taking readings at the maximum and mini- 
mum-signal average direct-current loads. 

With choke input for vacuum rectifier types the following method is 
satisfactory. From the published curves obtain the values of D.C. voltages 
from adjacent curves of transformer voltage in the region of the working 
voltage, corresponding to the known direct-current load. Plot D.C. voltage 
vertically against transformer voltage horizontally, and draw a smooth 
curve through the points so obtained. From this curve the required voltage 
may be obtained. 

Transformer Heating 

Due to the waveform of the rectified current, the heating of the trans- 
former windings will be different from that on an equivalent load without 
rectification. With single phase full wave rectification using a centre- 
tapped secondary winding on the transformer, each half winding operates 
as supplying a half-wave rectifier. If a choke Input filter is used the RMS 
value of the current in each winding will be* 75% of the total direct-cur- 
rent load. If a condenser input filter is used the RMS value of the current 
will vary with the load resistance, the capacitance and the regulation, but 
for most radio design purposes it may be taken as approximately* 112% 
of the total direct-.current load This severe heating is due to the poor “form 
factor” of the rectified current. 

As an example, take a transformer with centre tapped secondary which 
is required to deliver 100 mA. D C. into a certain load resistance. With 
choke input and full wave rectification the heating value of the current 
in each half of the secondary will be equivalent to that of a current of 
75 mA. RMS Under similar conditions with typical condenser input this 
figure will increase to approximately 112 mA. RMS. 

The primary volt-amperes for choke input will be 1.18 times the D.C. 
power in watts. In the case of a transformer which also supplies heating 
current, a portion of the load will be purely resistive and as a conse- 
quence the primary VA will approach more closely to the total secondary 
power output. For information on Power Transformer Design refer to 
Chapter 26. 
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CHAPTER 23 
Filtering 

Filter design — condenser input filter — ripple voltage — ch<Ae 
input — design of first section — regulation — procedure when 
load resistance is not constant — ^filter tuned to ripple fre- 
quency — swinging choke — ^peak current — second section of 
filter — examples of filter design — resistance capacitance 
filters. 


Filter Design 

It is possible to design filters mathematically with a fair degree of 
actuiacy to give any desired attenuation of iipple In this treatment it 
IS convenient to treat the filtei in sections firstly the input section and 
secondly any subsequent section(s) 

^Continued overleaf) 



ao 40 60 

capacitance — microfarads 


Figure 1: Calculation of Ripple Voltage (Eu) as a percentage of the 
D.C. voltage, for the firat shunt condenser (C) of a condenser Input 
filter, for full wave rectification on a 50 c/s supply 



192 


Chapter 23. 

With a condenser input filter the input section consists of the first 
shunt condenser only. The degree of smoothing contributed by this section 
is shown in Fig. 1 and depends upon the capacitance of the condenser and 
the resistance of the load. This curve is calculated from the formula* 

Ripple voltage (RMS) of fundamental ripple frequency \f2 


D.C. output voltage «RC 

and is fairly accurate for small percentages of ripple but is only approxi* 
mate above 10%. The curve applies only to a ripple frequency of 100 c/s, 
being the fundamental ripple frequency for full wave rectification and a 

(Continued facing page) 


•See Terman “Radio Engineering,” 1st Edit., p. 414. 



Figure 2: Calculation of Ripple Voltage (Er,) as a percentage of the 
D.C. voltage, for the first section (LiCj) of a choke input filter, for full 
wave rectification on a 50 c/s supply. These curves may be used In- 
dependently of the load resistance and K curves. To check for satis- 
factory regulation It is necessary to observe whether the operating 
point Is above the corresponding load resistance curve. To check for 
satisfactory peak current it is necessary to refer to the table for the 
value of K corresponding to the valve type and transformer voltage 
in use, and then to note whether the operating point Is to the left of, 
and above, the K eurve. 
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50 c/8 supply. It may be applied to other frequencies by multiplying the 
values of capacitance by the factor 2 for 25 c/s, 1.26^ for 40 c/s or 0.88 for 
60 c/s. It may also be applied to half-wave rectification by multiplying 
the capacitance by a factor of 2. 

With a choke input filter it is necessary to use the curves of Fig. 2. 
Any desired degree of smoothing in the first section consisting of a series 
inductance Li and shunt capacitance Ct (Fig. 6) may be obtained, but it is 
frequently more economical to design the filter with two sections (Fig. 7) 
the first (LiCi) affecting the regulation and the peak plate current and 
contributing something towards the smoothing, and the second section 
(LjiC 2 ) completing the smoothing. The design of the first section of a 
choke input filter is complicated by having to consider simultaneously 
several factors, but it is generally convenient to make a first trial by 
assuming a ripple voltage percentage at the output from the first section, 
and then to check for regulation and peak plate current. The Eh, curves 
of Fig. 2 may be used independently of the other curves, so that any 
combination of L, and C, may be selected to provide the desired ripple 
voltage. In order to check whether the regulation Is good it is only neces- 
sary to observe whether the operating point on the curves is above the 
load resistance* curve. In cases in which the load resistance is not con- 
stant it is necessary to design on the basis of the maximum resistance. 
If it is found that the selected operating point is below the maximum load 
resistance it is usually necessary either to increase L, or to add a bleeder 
resistance to decrease IIl. Alternatively L, may be tuned to the funda- 
mental ripple frequency by means of a condenser (C) shunted directly 
across it (Fig. 8). This will Increase the impedance of the arm at one 
frequency but not at ripple harmonic frequencies, so that a second filter 
section becomes necessary. In such a case the first section contributes 
the major part of the smoothing for the fundamental frequency and the 
second section the greater part of the smoothing for harmonic frequencies. 
When L, is tuned it may have a comparatively low inductance thereby 
providing greater economy. It is necessary for the tuning to be accurate 
at the minimum load current and a slight detuning due to change of 
inductance with direct current at normal load is generally permissible. 

In cases where good regulation is required over a wide range of load 
resistance, a swinging choke may be employed. Such a choke has high 
inductance at low DC loads, and a much lower inductance (due to 
partial saturation) at high DC. loads. The use of the cuives of Fig. 2 
will enable the maximum and minimum inductances to be determined for 
both extremes of load resistance. 


Peak Current 

Finally it is necessary to check for peak current, and in order to facili- 
tate the calculation a table has been prepared from the formula 

L, - K^C, 


where L, = Henries 

C, = Microfarads 
K = Erm6/(Imax X 1110) 

Em AX = RMS transformer voltage per valve 
and Imax = Peak plate current rating of valve in amperes. 


^These Rl curves are based on the formula Xl — Xc =r 0.667 Rl. 
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Table Giving Value of K 


K 

Valve 

Type 

82 

83 

836 

866 

866A 

872 

872A 

IllAX 

0.4 

0.8 

1.0 

1.0 

1.0 

6.0 

5.0 

Iebmb (volts) 







800 

0.672 

0.336 

0.27 

0.27 

0.27 

0.054 

0.054 

400 

0.896 

0.448 

0.36 

0.36 

0.36 

0.072 

0.072 

500 

1.12 

0.56 

0.45 

0.45 

0.45 

0.09 

0.09 

760 

— 

— 

0.676 

0.675 

0.676 

0.135 

0.135 

1000 

— 

— 

0.9 

0.9 

0.9 

0.18 

0.18 

1250 

— 

— 

1.125 

1.125 

1.125 

0.225 

0.225 

1600 

— 

— 

1.35 

1.35 

1.36 

0.27 

0.27 

1760 

— 

— 

1.575 

1.575 

1.575 

0.315 

0.315 

2000 

— 

— 

— 

1.8 

1.8 

0.36 

0.36 

2500 

— 

— 

— 

2.26 

2.25 

0.45 

0.45 

3000 

— 

— 

— 

— 

2.70 

— 

0.54 

3600 

— 

— 

— 

— 

3.15 

— 

0.63 


From this table it is possible to obtain values of "K" for the type of valve 
and transformer voltage to be employed, and reference may then be made 
to the nearest corresponding K curve in Fig. 2 The operating point should 
be to the left of, and above, the corresponding K curve in order to limit 
the peak current. 

Second Section of Filter 

From the design of the first section of the filter the ripple voltage 

applied to the input of the second section is known. It is only necessary 

to refer to Fig 3, to select values of La and C 2 , to refer these to the EBj 

curve, and to read off the value of Er.^. If a third section is added the 

method is similar. These curves are based on the formula 

ER2 1 


Eri (o^LC — 1 

from which any calculations may be made. 

A popular treatment of the subject is given by M. G. Scroggie, *'Choke 
V. Condenser Input,” Wireless World, Vol 43, No. 10, pp. 224-226, Sep- 
tember 8 (1938). 

Examples of Filter Design 

EXAMPLE 1: Condenser Input Filter: 

Q. A condenser input filter in which C - SfiF, Li = 20 Henries and 
Cl = 8/nP (Fig. 4) is to be used with a full wave vacuum rectifier on a 
60 c/8 supply. The D.C. output is 260 volts 65 mA. It is required to find 
the percentage of ripple. 

A. The effective resistance of the load (Rl) is 260/0.065 or 4000 ohms. 
Reference to BMg 1 shows that the curve for 4000 ohms cuts the S/iV line 
at EIb z= 7%. This is therefore the ripple in the input to the second sec- 
tion of the filter. In the second section the product La X Cs is 20 X 8 
or 160, and the 7% Eiij curve (Fig. 3) cuts LgC, r= 160 at ERb = 0.11% 
which is therefore the ripple in the output. If any further filtering is 
required, a second stage may be added (Fig. 5) and the ripple voltage may 
be calculated by again using Fig. 3. 
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L2 (henries) X C2 (microfarads) 


Figure 3: Calculation of the ripple voltage (Eu..) at the output of the 
second or any subsequent stage of a filter (L..C..) when the ripple 
voltage (Ek,) at the input to this stage is known, for full wave 
rectification and a 50 c s supply. These curves also apply in the case 
of a condenser input filter for the first choke and following condenser 

(L,C, In Fig. 4). 



Figure 4 (left); Single stage condenser input filter and associated 
circuit. Figure 5 (right): Two stage condenser input filter. 


EXAMPLE 2: Choke Input Filter: 

Q. One typo 83 rectifier is to be used with a 500*500 volt transformer 
to supply a high power amplifier drawing 160 mA. on no signal and SCO 
mA. on maximum signal. It is required to design a suitable filter. 

A. The D.C. output voltage will be 0.9 X 500 — 15 or 435 volts. The 
load resistance Ri. is therefore 435/0.16 or 2720 ohms at no signal and 
435/0.2 or 2175 ohms at maximum signal. Now since the variation In 
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current is comparatively small, the regulation of a good choke input circuit 
filter is sufficient (Fig. 6). As a first step in the design let the choke 
inductance (Li) be selected as 20 
Henries and the following capaci- 
tance, (Cl) 8 mF. Reference to Fig. 2 
shows that the ripple voltage under 
these conditions is 1%. Assuming 
that this degree of smoothing is suffi- 
cient, or that it will be followed by 
a second filter stage, it is now neces- 
sary to check for regulation and peak 
plate current. Since the selected 
values of and Ci give an operating 
point on the curves considerably 
above 2176-2720 ohms for Rt. there is no danger of poor regulation due 
to insufficient inductance. Reference to the table given earlier in this 
chapter shows that the value of K for type 83 at 500 volts RMS is 0.56. 
It is evident that the operating point is well to the left and above the 
curve for K = 0.56 and therefore the selected conditions are satisfactory 
for peak current. 

We have so far shown that the ripple voltage will be 1% and the 
selected values for Li and Ci give 
satisfaction regarding regulation and 
peak current. If the smoothing is not 
sufficiently good, a second section 
(Fig 7) may be added and this would 
consist of Co =r 8/uF and L. = 20 H. 

Reference to Fig. 3 shows that with 
L 2 C 2 = 160, the ripple will be reduced 
from ERj =• 1% to ERj = 0.016%. 

Even this degree of smoothing may 
not be sufficient for the preliminary stages in the amplifier, but it is quite 
satisfactory to obtain the additional filtering by a Resistance Capacitance 
Filter (see Fig. 9). 

EXAMPLE 3: Swinging Choke: 

Q. An amplifier incorporating a Class B stage requires .^>0 mA. at no 
signal and 250 mA. at maximum signal, at 400 volts on the plates of the 
Class B valves which operate at zero bias. Design a suitable power supply 
and filter. 



Figure 7: Two stage choke Input 
filter. 



Figure 6: Single stage choke in- 
put filter and associated circuit. 


A. Type 83 rectifier is indicated and under maximum voltage ratings 
the transformer voltage is 500-500 volts RMS (no load) and the rectified 
output 0.9 X 500 — 15 or 435 volts, which allows for 35 volts drop in the 
power transformer, smoothing chokes and output transformer. In order 
to obtain the best possible regulation a swinging choke input is suggested. 


The load resistance is 435/0.05 or 
8700 ohms at zero signal and 435/0.25 
or 1740 ohms at maximum signal. The 
condenser C, (Fig. 7) may be selected 
as SfiF and the minimum inductance 
of L, at the maximum signal current 
must now be selected. The value of 
K as given by the table is 0.56, and 
it is necessary to select a value for 
L, which with Ci = 8 aiF gives an 


0 I wmr I Tnlr^ 

from L I r i 


Figure 8: Filter In which the 
first choke is tuned to the funda- 
mental ripple frequency. 

operating point on or slightly above K = 0.56. If Lj is chosen as 2.6 H. 
the ripple voltage will be 10% and the operating point is above Rl = 1740 
ohms, and the selection may be regarded as satisfactory. 
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It is now necessary to consider tbe conditions for no>signal current. 
Under these conditions Rl =z 8700 ohms and with Ci = 8/iP the minimum 
value of inductance for good regulation will be 9.3 H so that a selection of 
10 H would give a slight margin. In certain cases it may be preferred to 
use a bleeder to decrease the value of Rl for no-signal conditions and so 
permit a lower value of Li to be used. 



lOOO 10,000 100,000 1,000^000 


R (OHMS) X C (microfarads) 

Figure 9: Curve for determining the smoothing effect of a resistance 
capacitance (RC) filter, for fuil wave rectification and a supply fre- 
quency of 50 c/s. 

The calculation of the voltage regulation is rather involved and will not 
be considered here. Those interested are referred to Prince and Vodges 
** Mercury-arc Rectifiers and their Circuits** (McGraw-Hill, 1927). 

Finally it is necessary to design a suitable second section of the filter 
as in Example 2. 


Resistance Capacitance Filters 

In many cases it is possible to use resistance-capacitance filters, par- 
ticularly in the earlier stages of an amplifier. As an example, the dropping 
resistor and bypass condenser to the screen of a resistance coupled pentode 
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form an effective filter. An approximate formula for calculating the 
smoothing effect of such a filter is. 

ERs 1 

Eri iuCR 

and is reasonably accurate for values of CR above 10,000 (mF. X ohms). 
It should not be used for low values of CR. This formula is used as the 
basis of the curve of Fig. 9. 

A resistance capacitance filter cir- 
cuit described by H. H. Scott, * and 
claimed to give almost complete at- 
tenuation at any one desired fre- 
quency, is shown in Fig 10. In this 
arrangement the resistance of Rb 
and the tapping point on R^ are ad- 
justed for balance at the desired fre- Figure 10; Resistance capaci- 

quency. At slightly higher frequen- tance filter circuit giving com- 

attenuation decreases, but piete attenuation at any one 

at still higher frequencies it rises desired frequency (after H. H. 

again, although the attenuation at Scott), 

the higher frequencies is always less 

than that W’ith the conventional form of filter. In some cases a sufficiently 
close approach to balance may be made by returning Rn to one end of R*. 

For bibliography see at end of Chapter 22. 

♦ Electronics. Vol. 12, No 8, pp 42-48, Augu.st (1939). 
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CHAPTER 24 
Hum 


Causes of hum — insufficient filtering — neutralising hum — 
hum-bucking coil — induction hum — electromagnetic coup- 
ling — ^R.F. interference from mercury vapour rectifier-— 
valve or barretter in magnetic field — capacitive coupling — 
heater to cathode leakage — emission from heater — emission 
from cathode to heater — modulation hum — ^miscellaneous 
cures for hum — vibrator interference. 


Hum in a receiver or amplifier may be due to numerous causes such as 

(1) lack of sufficient filtering, 

(2) induction into a high impedance circuit from a neighbouring con- 
ductor, 

(3) electro-magnetic coupling from the power transformer or filter 
choke to an A.F. iron-core transformer or choke, or in certain cases 
even an air-core inductance, 

(4) K.F. oscillation in a mercury vapour rectifier which is picked up 
by the receiver, 

(5) the presence of a magnetic field near a valve, 

(6) capacitive coupling between the heater and other electrodes, 

(7) leakage through heater-cathode insulation, 

or (8) emission from the heater to other electrodes, or vice versa 

The cure for hum due to lack of sufficient filtering is obvious. The 
hum in the filtered B supply of a typical radio receiver is about 0.1 Volt 
R.M.S. (0.04% with 260V. D.C.) with = 8 L = 2000 ohm speaker 
field and C, = 8 fiF. Increasing Ca to 16 ^iF. reduces the ripple to 0.06 Volt 
R.M.S. (0.024%), the supply frequency being 60 c/s in both cases. This 
figure is the R.M.S. value of the ripple frequency (100 c/s) with all its 
harmonics. Since the various harmonics bear a fixed relationship to the 
fundamental it is immaterial with such a filter whether the ripple voltage 
is measured as total R.M.S. or fundamental ripple frequency R.M.S. The in- 
ductance of a typical 8" or 10" speaker field having a resistance of 2,000 ohms 
is 16 Henries,* but lower resistance windings tend to have lower inductance 
and in such cases there may be difficulty in obtaining sufficient filtering. 
In such cases a second section may be added to the filter, the additional 
components being a choke and condenser. The inductance of the choke 
may be quite small (see Chapter 23). 


*The following are typical Inductances for 2,000 ohms In all cases; 
Large 12^ speaker, 20 Henries. 

Medium S** — 10*» speaker, 15 Henries. 

Light IS** speaker, IS Henries. 

Light speaker, 8--e Henries. 
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For economy it is generally preferable to determine the stage or stages 
in the circuit at which a reduction of hum is most beneficial, and to increase 
the filtering on these stages only. If the supply voltage is fairly high, 
and the current low, it is sometimes possible to gain sufficient filtering by 
a resistance-capacitance filter. As a certain measure of hum neutralisation 
usually occurs, it may be found that additional smoothing in one stage may 
actually increase the hum, and it is frequently possible to balance out the 
greater part of the hum voltage by careful adjustment. This neutralisation 
should however be conducted with caution, since any variation such as the 
aging of the valves is likely to bring back the hum. 


A rather interesting method of neutralis- 
ing hum is shown in Fig. 1 in which, by 
means of a capacitance voltage divider, a 
predetermined hum voltage is fed to the 
screen of a pentode amplifier valve, being 
consequently 180® out of phase with the 
hum in the plate circuit. This arrange- 
ment is only practicable when the screen 
is fed from a high resistance dropping re- 
sistor or voltage divider. 



Figure 1 


A hum-bucking coil is frequently used in 
series with the speaker voice coil to intro- 
duce a hum voltage in opposition to the normal hum but even with care- 
ful adjustment this cannot entirely eliminate hum owing to phase differ- 
ences and harmonics. 


induction hum is particularly objectionable since it consists of a large 
proportion of higher order harmonics to which the ear is more sensitive 
than to the fundamental frequency. It is readily detected by ear owing 
to the higher pitched and rather rough tone. It Is usually caused by 
capacitive coupling, and the cure is isolation or shielding. 


Electromagnetic Coupling may be reduced by the use of a non-magnetlc 
chassis or a separate power chassis, but the effect may sometimes be re- 
duced by rotation of one component to obtain minimum coupling. 

R.F. Interference from a mercury vapour rectifier may be isolated by 
enclosing the rectifier in a shield can and by inserting screened R.F. chokes 
in each plate lead. Owing to this difficulty, M.V. rectifiers are not generally 
used in radio receivers, although used very widely in amplifiers and trans- 
mitters. 

A high gain amplifying valve should not be placed in a magnetic field 
such as near a power transformer, filter choke, or speaker field. A bar- 
retter (which has an iron filament) should also be kept well away from 
a magnetic field. 

Capacitive coupling between a heater pin carrying A.C. and a nearby 
grid pin is sufficient to cause hum in a high gain amplifier. This may be 
reduced by earthing the side of the heater nearest the grid pin or by fitting 
a potentiometer across the heater, the moving contact being earthed and 
adjusted for minimum hum. This form of hum is almost eliminated by 
the use of valves having grids brought out to top caps. 

Hum due to heater-cathode leakage may be reduced by generous by- 
passing, or by connecting the cathode directly to the chassis, or by adjust- 
ing the voltage between heater and cathode.* 


Hum due to emission from the heater to the cathode may usually be 
eliminated by operating the heater at a voltage which is positive with re- 
spect to the cathode. Hum due to internal emission from cathode 
to heater may be eliminated by operating the heater at a voltage which is 
negative with respect to the cathode. In both cases it is inadvisable to use 
a voltage which is higher than is necessary to reduce the hum. 


*See '^Heater-Cathode Leakage as a Source of Hum," Electronics, Vol. IS, No. S, 
p. 48, February, (1940). 
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With amplifiers having high gain it is sometimes advisable to operate 
the heater of the first stage from a D.C. source. 

Modulation hum is hum which is only apparent when the receiver is 
tuned to a carrier. It may be due to any of a wide variety of causes such as 

(1) Lack of sufficient filtering, 

(2) Coupling from the mains, generally through the power transformer, 

(3) Inefficient earthing of the receiver, 

(4) Inefficient earthing of the conduit carrying power mains in the 
vicinity, 

(5) Heater-cathode leakage in converter or R.F. amplifier valve. 

It is advisable always to employ an electrostatic screen in the power trans- 
former between primary and secondary windings. In cases where this 
is ineffective, a line filter may be included in the power lead. The filter 
should be in a metal box which should be earthed separately from the re- 
ceiver, and the leads between the filter and the receiver may also be 
shielded and earthed. 

In modern superheterodyne receivers modulation hum may be due to 
insufficient filtering of the oscillator plate supply, particularly when the 
plate is fed through a resistance^capacitance filter directly from the fila- 
ment of the rectifier valve. 


Miscellaneous Cures for Hum 

1. Bypass cathodes to earth. 

2. Connect a potentiometer across the heater of the valve most critical 
to hum and earth the moving contact. 

3. Bypass both ends of such a heater to earth. 

4. Use separate chassis, one for power amplifier and power pack and the 
other for tuner and low level audio amplifiers. 

6. Use non-magnetlc metal for chassis. 

6. Apply negative feedback (degeneration) to a stage introducing hum. 

7. Add electrostatic screening to prevent capacitive pick-up. Separate 
screened compartments are preferable to shielded wire since the latter 
has considerable capacitance and may seriously affect the sensitivity 
or frequency response. 

8. Add electromagnetic screening (i.e., heavy iron or steel case or several 
such cases inside one another) to prevent inductive pickup to audio 
transformers, etc. An improvement may also he effected by decreasing 
the leakage Inductance of the power transformer, filter chokes, audio 
transformers, etc. 

9. Arrange wiring to give minimum hum pickup. Use short leads and 
rigid wiring. 

10. Twist together return leads carrying A.C. or radio frequencies. 

11. If the chassis is used for earthing, cathodes and heaters should be 
wired separately to the chassis, and screen grid bypass condensers 
should be wired directly from the screen grid to the cathode on the 
socket. Do not use an earth busbar. 

12. Check for dry soldered Joints. 

13. Bypass screen grids, etc., at the valve socket, not at a common voltage 
divider tapping. 

14. Check that valve shield cans make good contact with the chassis. 

15. Neutralise the hum by adding an out-of-phase hum voltage. 



202 


Chapter 24. 


Vibrator Interference 

The reduction of hum and **hash'’ from a vibrator unit is a difficult 
one» and a full treatment is not possible in this handbook. The following 
papers may be consulted for assistance in this matter: — 

V. C. McNabb, “Power Transformer Design for Vibrators,” Electronics. 
Vol. 7. No. 6. p. 149, May (1934). 

A. S. Nace, “Vibrators — Theory and Practice,” Service, Vol. 4, Nos. 7, 8, 9. 
pp. 302-303, 335-336, 393-394, July, August, September (1935). 

W. Garstang, “Vibrators — History, Design and Applications,” Radio Engi- 
neering, Vol. 15, No. 11, p. 18. November (1935). 

Editorial, “Vibrators,” Electronics, p. 25, February (1936). 

G. A. Gerber, “The Practical Application of Vibrator ‘B* Power,” R.M.A. 
Engineer, Vol. 2, No. 1, p. 16, November (1937). 

J. W. Alexander, “A Vibrator for the Connection of Alternating Current 
Receivers to the Direct Current Mains,” Philips Technical Review, 
Vol. 2. No. 11. p. 346, November (1937). 

J. C. Smith, “Automobile Receiver Design,” R.C.A. Review, Vol. 1, No. 4, 
p. 94. April (1937). 

Graham G. Hall, “Vibrator Power Units,” Proceedings World Radio Con- 
vention, Sydney, April (1938). 

W. H. Cazaly, “Vibrators, A Simplified Explanation of How They Work,” 
Wireless World. Vol, 44, No. 26, p. 594, June 29 (1939). 

Graham G. Hall, “Design Problems in Automobile Radio Receivers,” Proc. 
I.R.E. (Aust.), Vol. 2, No. 4, pp. 69-79, April (1939). Also reprinted 
A.W.A. Technical Review, Vol. 4. No. 3, pp. 105-126, November 17 (1939). 


O 
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PART 4 RECEIVER COMPONENTS 

Chapters 25 to 28, inclusive 

CHAPTER 25 

Voltage Dividers and Dropping Resistors 

Voltage dividers and dropping renstors — ^£or R.F. stage — 
common dropping resistor for R.F. and converter — A.C. re- 
ceivers— 6A8-G and 6K8-G — battery receivers using 1C7-G 
— anode grid dropping renstor — screen supply for LF. 
stage — ^when no R.F. stage is used — Magic Eye Tuning 
Indicator — resistance coupled audio amplifier pentodes. 


In the R.F and I.F. stages of a receiver It is possible to use either 
a voltage divider or dropping resistors as means for providing the correct 
voltages on the screen grids of valves. There are advantages in both 
methods for certain applications, and no general rule can be made to cover 
all circumstances. In the case of R.F. amplifiers it is preferable that the 
screen voltage should be obtained from a source of fixed voltage. This 
will give the most effective A.V.C. action and thereby assist in preventing 
overloading and distortion in the I.F. amplifier. In the case of a battery 
receiver the voltage may be obtained from n tapping on the B battery, 
or if no suitable tapping point is available to give the exact voltage required, 
the lowest tapping point above the required voltage may be used and a 
small dropping resistor fitted to decrease the voltage to the desired value. 
In a battery receiver it is possible to use a common dropping resistor for 
the R.F. and converter valves and this will have the effect of providing 
fairly constant voltage under all conditions, since the screen current of 
the pentagrid converter is generally higher than the screen current of 
the R.F. valve and Increases slightly as the control grid voltage is made 
more negative. 

In an A.C. receiver the arrangement to be adopted depends upon the 
type of converter valve. With type 6A8-G it is preferable to use a voltage 
divider to supply a fixed voltage to the screen, and the same tapping may 
also be used for the R.F. stage. When the supply voltage exceeds 200 
volts, an anode-grid dropping resistor should be employed. A value of 
20,000 ohms is suitable for a 250 volt supply. 

With the 6A8-G, to avoid ^'flutter*' on short wave operation it is ad- 
visable to series feed the screen grid and anode grid by a resistance* 
capacitance circuit directly from the unfiltered side of the supply. At 
the same time, the A.V.C. should not be applied to this stage. 

When type 6K8>G is employed the recommended arrangement is to use 
a common dropping resistor for the screen and oscillator plate. For a 
supply of 250 volts the value of the dropping resistor should be 15,000 
ohms. Since the screen voltage of this type is fairly critical it is advan- 
tageous to adjust the resistance when lower supply voltages are used, 
so that the screen voltage is 100 volts on an average valve. Although a 
voltage divider may be used for the screen and oscillator plate of the 
6K8>G, its use is not recommended since the frequency drift with change 
of grid voltage is much more pronounced. 
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In the case of a battery receiver, using Radiotron 1C7-G (1C6) under 
the recommended conditions, it is essential to use a screen dropping 
resistor. In such a case the dropping resistor may be adjusted to suit 
the R.F. stage in addition. A resistance of 60,000 ohms is recommended 
for the 1C7-G (1C6) alone while a resistance of 50,000 ohms is recommended 
when both the R.F. and converter valves are operated from the same 
dropping resistor. 

Radiotron 1C7-G (1C6) should be operated with an anode grid drop* 
ping resistor of 50,000 ohms for the broadcast band and 20,000 ohms for 
the short-wave bands. 

The screen of an I.F. amplifier should preferably have its supply from 
an individual dropping resistor. The reason for this is that if A.V.C. is 
used on this stage the screen voltage will increase as the grid is made 
more negative, with the result that the valve gives less distortion on strong 
signals than would otherwise be the case. This applies particularly to 
valves having a short grid base such as the 1D5-G (1A4) or 1M5-G (1C4) 
in the battery series. It is also desirable with Radiotron 6G8-G (6B7S) 
when used as an I.F. amplifier. It is not necessary although it may be 
desirable in the case of Radiotron 6U7-G (6D6). In a receiver having an 
R.F. stage and with A.V.C. applied to three stages in all, a dropping 
resistor for the screen of the I.F. stage causes no appreciable loss in the 
eflftcacy of the A.V.C. system. If no R.F. stage is used a compromise 
is necessary and it will generally be desirable to supply the screen of the 
I.F. amplifier with a constant voltage, such as would be obtained from a 
voltage divider, in order that the A.V.C. may be fully effective. 

In a Magic Eye Tuning Indicator the plate supply may be obtained 
from any point having a potential of approximately 250 volts, the exact 
voltage not being critical. On the other hand, the voltage applied to the 
target is critical and should not under any circumstances exceed 250 

volts. It is strongly desirable to obtain this voltage by means of the 

correct value of dropping resistor rather than from a voltage divider in 

order that more consistent operation may be obtained. The dropping 
resistor gives a considerable self-rogulating effect which is most valuable 
in this application, where the supply voltage is above 200 volts. In order 
that longer life may be obtained from the Magic Eye it is preferable to 
maintain the target voltage below 250 volts, from 180 to 220 volts being 
recommended. This may be accomplished by the use of a 20,000 ohm 
dropping resistor from a supply of 250 volts. This resistor need not be 
by-passed. 

In normal resistance coupled audio amplifier pentodes the screen 

supply should always be obtained from a dropping resistor. This will 
give very much improved self-regulating effect and is necessary if the 
full performance of the stage is required under all conditions without 
individual adjustment. The correct values of dropping resistors are given 
in the table in the loose leaf Radiotron Valve Data Book, and these values 
should rigorously be adhered to. In the case of the 6G8-G (6B7S) a 
dropping resistor is not generally satisfactory, and it is preferable to 
use a special divider consisting of a 1.0 megohm and a 0.25 megohm 
resistor in series as shown in the table. 


O 
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CHAPTER 26 

Transformers and Iron Core Inductances 

Ideal transformers — impedance calculations — multiple 
secondaries — ^practical transformers — the effect of losses — 
audio frequency transformers — Class B. transformers^ 
output transformers — ^the design of power transformers — 
calculation of core loss — measiurement of inductance— cal* 
culation of inductance — design of iron core filter chokes 
carrying D.C. 


Ideal Transformers 


An Ideal Tpanaformer is one having no primary or secondary resist- 
ance, and no leakage inductance or core loss. It has therefore a voltage 
ratio equal to the turns ratio, i.e. (see Fig. 1) 


Et 

L 


-N, 

►turns 


J 


E,/Ei = Ns/Nj 

The type of transformer illustrated in Fig. 1 


is 


DOUBLE -WOUND TRANSFORMCB 

Figure 1 


known as a Double Wound Transformer because 
separate windings are used for the primary and 
secondary. An Auto-Transformer as shown in Fig. 
2 is *‘single-wound” with a tapping in a suitable 
the required turns ratio. For most purposes an Auto- 


position to give 

Transformer may be regarded as similar to a double wound transformer 
having equivalent primary and secondary turns, except that the windings 
are electrically connected. An Auto-Transformer is generally more econ- 


omical to construct for the same efficiency than a double-wound trans- 
former, particularly w’hen the ratio of turns is 
about 2 : 1 or 1 : 2, but offers very slight ad- 
vantages for high turns ratios. One reason for 
the increased economy is that fewer total turns 
are required. Another reason is that the cur- 
rent in primary and secondary sections is exactly 
out of phase, and the resultant current flowing 
through the common portion of the winding is the 
AUTO trans^ormeb difference between the primary and secondary 

Figure 2 currents. If the ratio is 2 : 1 (or 1 : 2) the 

currents in both sections will be equal. If the ratio is greater than 2 : 1 
the current flowing through the common portion (NO will be the greater, 
while if the ratio is less than 2 : 1 the current through the common 
portion (Nx) will be the less. The Auto-Transformer will be no longer 
considered separately in this treatment, but included in the more general 
case of the double wound transformer. 



Transformer Impedance Calculations 

When the secondary of an ideal transformer (T in Fig. S) is loaded 
with a resistance (R) there is reflected on to the primary of the trans- 
former a resistance 


(Nx/N,)* X R. 
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Since the voltage ratio between primary and secondary is equal to the 
turns ratio, the resistance reflected on to the primary is also 

(E,/E,)* X R. 

Consider a more complicated case with a centre-tapping on the prim- 
ary as in Figure 4. In this case if the turns ratio NirN* is 3.16:1, the* 
square of the turns ratio is 10:1. Now if the secondary load is 500 ohms 
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Figure 4 


the load reflected back to the primary is 5000 ohms fP, to P^) 
reflected to one half of the primary is however 

(3 16/2)* X 500 rr 1250 ohms 


The load 


or one-quarter of that between Pj and P-. 

This transformer would be suitable for use as an output transformer 
from a push-pull amplifler to a 500 ohm line, but if one side of the prim- 
ary were not used, the remaining side would present a load of 1250 
ohmg to a single ended amplifler. 

A transformer merely ** reflects** on to its primary circuit a load imposed on 
the secondary f and docs not (apart from its own losses) impose a load on the 
primary circuit unless a load is applied to the secondary. It is the turns ratio 
between primary and secondary, not the number of turns in the primary, which 
governs the reflected impedance. For example, a transformer with SOOO turns on 
the primary and 1000 turns on the secondary has a turns ratio of 3:1. If the number 
of turns on the primary could be increased to 6000 and the turns ratio 7 naintatn€d 
at 3:1, the secondary would then have tiOOO turns and the reflected impedance of 
the secondary load would be as before, provided that the load applied ~to the 
secondary remained constant. 

Multi-tapped windings may be calcu- 
lated In a similar manner (Fig. 5). In 
this example all the secondary windings 
in series are used for a 500 ohm load, 
and the number of turns (N. -f N, -f Nj 
may be found in the usual manner from 
the number of turns in the primary 
multiplied by the square root of the im- 
pedance ratio. In order to find the cor- 
rect number of turns for matching an output of 10 ohms it is only necessary 
to write 


T 



Figure 5 


'N, + N, + 500 

= -_ = 50 

I N, + N, / 10 

N, + N, + x\, 

= y/5Q = 7-07 

N, + N* 


80 that the number of turns included in the 10 ohm section is approxi- 
mately one-seTenth of that for 600 ohms. 
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Similarly the number of turns in the 2 ohm section (Nt) is tound 
from 

N, + N3 + N. 

- v/50072 — 15.81 

Nj 

from which it is evident that the number of turns in the 2 ohm winding 
is 1/15.81 of the number of turns In the 600 ohm winding. 

In the case of a multi-tapped transformer of this nature it is some- 
times convenient to make use of additional ratios by connection to inter- 
mediate tappings. For example the impedance between terminals A and 
B is 


N, -f 


N 4 \* 

N3 + nJ 


X 50() 


SO that if the number of turns in each section is known, any combina- 
tion of tappings may be calculated. If the number of turns is not known 
it is possible to calculate from the impedances, since the square 
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Figure 6 



root of the total impedance is equal to the sum of the square roots of the 
impedance of each section in series. That is 

= vATo + 

\/Zab = \ 500 — \/To = 22.36 — 3.16 -= 19.2 
Zab ~ 19.2^ = 369 ohms 

Transformers with Multiple Secondaries 

Special problems arise when more than one secondary winding is 
employed (Fig. 6). In this case 

Eo/Ei =- N 2 /N 1 and E 3 /E 1 N 3 /N, 

and therefore by simple algebra 


E3/E2 « N3/N2. 


It is sometimes convenient to redraw the diagram as in Fig. 7 which is 
equivalent in every way to Fig. 6. If, as a special case 


N2/N3 — R2/R3 

then the voltages of the two points A and B will be identical and the 
connection between A and B may be omitted without any effect. The 
currents in both sections of the transformer and in H, and Rt w*Ul then 
be the same. 
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If the preceding relationship does not hold, the following may be 
deduced: — 

Let Ws =; watts dissipated In R« 

W» = watts dissipated in R. 
andWi = W, -I- W3 = watts input to primary, then: — 

Wo — E2VR2 and W3 — EsVRs 

w, - W2 + Wh = {E27R2) + (EaVRs) 

and Ws/Wa- (R 2 /R 3 ) X (EaVEa®) - (Rj/Ra) X (NaVNa^) ... (1) 

If the two secondary load resistances (Rg, R*) and the transformer turns 
ratio are known, then the load reflected on to the primary will be given 
by 

Ro R 3 

Ri (2) 

{Na/N,)7R2+ {N2 /Ni)7R3 

An Interesting case is when a known power output (Wi) from a power 
amplifler is required to operate into a known impedance (RO with two sec- 
ondaries each feeding a loudspeaker. If the two loudspeakers have impedances 
R, and R., and are required to operate with power inputs of Wj and W3 
(where W* + Wg = WO, the required transformer ratios are given by 



When separate transformers are used for each load the turns ratio from 
secondary to primary of any transformer will be given by (5) 
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If a transformar is supplying power to two or more loads, such as 
loudspeakers, and one of these Is switched out of circuit, the impedance 
reflected on to the primary will change due to the reduction of loading onf 
the secondary. In order to avoid the resultant mismatching it is advis- 
able to switch in a resistive load, having a resistance equal to the nominal 
(400 c/s.) impedance of the loudspeaker, so as to take the place of the 
loudspeaker which has been cut out of circuit. In this case the resistance 
should be capable of dissipating the full maximum power input to the 
loudspeaker. Such an arrangement will also have the result that the 
volume from the remaining speakers will be unchanged. 

Alternatively if it is desired to switch 
off one loudspeaker and to apply the 
whole power output to a single speaker, 
it will be necessary to change the num- 
ber of secondary turns so as to give 
correct matching. This change may 
generally be arranged quite satisfactor- 
ily by the use of a tapped secondary 
winding. In this case the loudspeaker would be used on the Intermediate 
tap when both speakers are in use, and on the whole winding for single 
speaker operation. 

It does not matter whether two or more separate secondary windings 
or a single tapped winding is employed (Fig. 8). The arrangement shown 
in Pig. 8 is effectively identical to that of Fig. 6. 



Figure 8 


Practical Transformers 


The Eifect of Losses 


The preceding treatment has been on the assumption that no losses 
occur in the transformer. In practical transformers there are losses and 

other effects due to 


iocal 

transformcr 



Ra 


;n2 

, TURNS 


n-„ 


ti 

: * 1 
_i_S — 


equivalent circuit 

Figure 9 


(1) Primary Resistance 

(2) Secondary 

Resistance 

(3) Core Loss 

(4) Primary Leakage 

Inductance 

(5) Secondary Leakage 

Inductance 

(6) Capacitances. 


The Equivaient Circuit of a typical iron-core transformer is shown 
in Fig. 9 in which 

Ri = equivalent primary resistance 
Li = equivalent primary leakage inductance 
Rv = equivalent secondary resistance 
La = equivalent secondary leakage Inductance 
Ro, Lo = equivalent core loss network 

Cl, C, = primary and secondary equivalent lumped capacitances. 

In this Equivalent Circuit the transformer as shown is assumed to have 
ideal characteristics and ail the essential causes of departure from the 
ideal characteristics are shown externally. From this equivalent circuit 
diagram it is possible, although the process is somewhat laborious, to 
calculate the performance of the transformer under all practical conditions 
with a high degree of accuracy. However, it is possible to make certain 
simpliflcations, which are sufficiently accurate for most purposes, as 
shown in the Simplifled Equivalent Circuit of Fig. 10. It will be seen 
that the leakage inductances, capacitances, and inductive component in 
the core loss network have been neglected. 
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Since the transformer shown in Fig. 10 is assumed to have ideal 
characteristics it is possible to refer everything to the primary side (or 
to the secondary if more convenient). Fig. 11 shows that Rt and Rq re- 
main unaltered, R, and Rl become greater by a factor (Nx/Ns)*, and the 
output voltage E, becomes greater by a factor (Nx/N,). If a transformer 
is available for measurement it is possible to determine Ri, R^ and Ro, with- 
out much difficulty. If however a transformer is in the process of design, 
there are so many unknown quantities that progress is difficult unless 


r 

It 

i 


Nx 1 
TURNsg 

L. 




ideal - 
transformer ^2 



simplified equivalent ORCUIT 



Simplified equivalent circuit 
REFERRED TO PRIMAR>( 


Figure 10 Figure 11 

certain assumptions are made. If the transformer is intended to supply 
power it is generally most economical to make the primary loss equal to 
the secondary loss. For most transformers it is also fairly reasonable 
to assume that the core loss is equal to the sum of the primary and 
secondary resistance losses. Then if the input power is Wj and the effi 
ciency is given by the Greek letter rt (eta) 

Power output — Tj Wi 

Power loss == (1 — i;) Wj 

Primary (copper) loss ==* i (1 — rj) Wi 

Secondary (copper) loss — i (1 — t^) Wi 

Core loss i (1 — 17) Wi 
(Note that = 1 for an ideal transformer) 

By means of these assumptions it is possible to obtain results which are 
very useful in transformer calculations 

Voltage Ratio 

Let the turns ratio secondary to primary be T. 

Then the voltage ratio from secondary to primary will !)e given l»y 

E-> h + 

. T 

E, 1 + 3 ,, 

By substituting numerical values for 17 the following values are obtained : — 
V = 0.5 0.6 0.7 0.8 0.9 1.0 

Ea/Ex = 0.7T 0.772T 0.835T 0.894T 0.949T l.OT 

As an approximation, with a maximum error of only 1% for values of v 
between 0.5 and 1 0, we can uso the expression 

E,/E, ^ V^.T. 

Impedance Ratio 

If the secondary of a transformer Is loaded by a resistance Rl, the 
load presented by the primary to the source of power is a function of the 
losses in the transformer. If the preceding assumption is made regarding 
the allocation of losses between core (J), primary (i), and secondary (i). 
it may be shown that the load resistance presented by the primary is 
almost exactly equal to Rl/T* for values of v between 0.5 and 1.0, the 
error due to this assumption being only 2% at v = 0.5. 
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If less than one half of the total losses occur in the core, the load 
resistance presented by the primary will be greater than Rl/T*. Similarly 
if more than one half of the losses occur in the core, the load resistance 
presented by the primary will be less than Rl/T*. 

In any specific case in which the transformer constants are known it 
is possible to calculate the load presented by the primary from the equa- 
tion 

R„ (R'2 + R'l) 

r — ■ Ri “1 

Ro *4" R^2 “h R^i< 

where r = load resistance presented by the primary. 

Ki = primary resistance. 

Ro = equivalent core-loss shunt resistance. 

R'o = R,/T* = secondary resistance referred to the primary. 

R'l =r Rl/T* rr load resistance referred to the primary. 

Ra =: secondary resistance, 

Rl zr load resistance, 

and T = turns ratio secondary to primary. 

Damping on Loudspeaker 

The damping imposed by the plate resistance of the power valve on 
the voice coil of the loudspeaker is also affected by losses in the trans- 
former. However, on the previously assumed allocation of losses, the damp- 
ing factor* will be approximately the same as for a perfect transformer. 


AUDIO FREQUENCY TRANSFORMERS 
No Grid Current 

With audio frequency transformers it is necessary to consider not only 
the turns ratio and losses, but also the primary inductance and the effect 
of leakage inductance and distributed capacitances in both primary and 
secondary. 

Primary (or Choke) Inductance 

The inductance of the primary governs the relative amplification at 
low audio frequencies. The amplification at low frequencies with relation 
to that at middle frequencies is given by the expression 


1 

Relative Amplification «= 

1 4" T*^p/ 

where rp effective valve plate resistance 
w = 2 TT X frequency 
and L = primary inductance. 

From this formula the following tables have been derived “ 


Relative 


Lots of 

Amplification 

wL/Pp 

1 db 

0.89 

1.94 

2 db 

0.79 

1.3 

3 db 

0.71 

1.00 

6 db 

0.50 

0.5$ 


It will be seen that for 3 db loss, wL = r^. i.e., the reactance of the primary 
is equal to the plate resistance of the valve. 


*866 Chapt6r8 S and 8. 
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PLATE 


RESISTANCE 

BASS 

RESPONSE 

DOWN 2 db AT 

OF VALVE 

150 e/s. 

100 c/s. 

50 e/s. 

30 e/s. 

7.500 ohms 

10.6H. 

15.75H. 

31.5H. 

52.5H. 

10,000 „ 

14 H. 

21.0 H. 

42.0H. 

70.0H. 

15,000 

21 H. 

31.6 H. 

63 H. 

105 H. 

20,000 .. 

28 H. 

42 H. 

84 H. 

140 H. 

30,000 „ 

42 H. 

63 H. 

126 H. 

210 H. 

60,000 „ 

70 H. 

105 H. 

210 H. 

350 H. 

100,000 „ 

140 H. 

210 H. 

420 H. 

700 H. 


For the bass response to be down 1 db under similar conditions, 
the inductances should be increased by a factor of 1.5 (approx.). 


Leakage Inductance and Capacitances 

Leakage inductance occurs in both primary and secondary windings, 
and results in loss of high audio frequency response. In order to reduce 
this to a minimum it is usual to wind good audio frequency transformers 
in three or more sections with primary and secondary alternating. The 
equivalent leakage inductance may be determined (for the worst condi- 
tions) by short-circuiting the secondary and measuring the inductance of 
the primary. 

If it were not for capacitances in the windings, together with external 
stray and valve capacitances, leakage reactance would be far less impor- 
tant. Due to these capacitances there is always a peak in the response 
curve at a frequency, generally from 5,000 c/s. to 12,000 c/s. In good trans- 
formers, at which the equivalent leakage reactance resonates with the total 
equivalent capacitances. In order to raise this frequency of resonance 
to a high value, both leakage inductance and capacitances must be kept 
to a minimum. In order to reduce the amplitude of the peak the secondary 
is wound with the finest practicable gauge of wire, or alternatively with 
wire having a higher resistance than copper. If the peak is still too pro- 
minent, a shunt load resistance may be connected across the secondary. 
A higher value of valve plate resistance will reduce the peak although also 
affecting the bass response. 

In order to reduce winding capacitances each section of the winding 
may be divided into sub-sections spaced apart by short distances. 

Turns Ratio (In ter- valve transformers) 

With a given winding arrangement there is a limit to the number of 
secondary turns which can be employed for a fixed high audio frequency 
response. If a large number of turns are used on the primary the turns 
ratio will be limited. Consequently a high turns ratio can only be 
obtained by reducing the number of turns, and therefore the Inductance, 
of the primary. If high incremental permeability steel is used for the 
core, some reduction of primary turns may be made without reducing the 
inductance below a satisfactory figure. 

In most cases a ratio of 1 : 3i is the greatest which can be attained 
with normal inductance and methods of winding. Increased Inductance 
and improved high audio frequency response may be obtained with the 
same core by increasing the primary turns and decreasing the secondary 
turns to provide a ratio of 1 : 2 or 1 ; 2i. When a centre tapped second- 
ary is used the turns ratio is calculated for the whole secondary. 

A typical audio frequency transformer may be constructed with 5,000 
turns on the primary and 15,000 on the secondary, both windings being 40 
B.&S. enamelled wire. The turns ratio will be 1 : 3. This transformer 
will give fair fidelity with a valve having a plate resistance of 10,000 ohms 
and drawing a plate current less than 5 mA. 
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The hiductance will, of course, depend upon the type of iron lamina- 
tions used, and a high incremental permeability grade of silicon steel is, 
desirable. 

A transformer with push-pull primary and push-pull secondary may 
be constructed with 7,000 turns on the primary and 14,000 on the secondary, 
both being centre tapped. Both windings may be 40 B.&S. enamelled 
wire, and the turns ratio will be 1 : 2 (whole primary to whole secondary). 

With both these transformers the response above about 5,000 c/s. will 
be attenuated unless the secondary Is wound in at least two sections. 

In transformers of this nature the primary is generally wound next to 
the core, with the secondary outside it. Under these conditions the cor- 
rect arrangement of connections is 

Inner Primary to Plate 
Outer Primary to B-f 
Inner Secondary to C— 

Outer Secondary to Grid. 

With push-pull windings both halves should be symmetrical, and one way 
by which this may be accomplished is to wind two identical bobbins, each 
containing one-half of the primary turns on top of which is wound one-half 
of the secondary turns. These windings are then placed end to end but 
with one rotated 180” so that corresponding sides are together. Both 
sections of primary and secondary are then connected in series by respec- 
tively connecting together the inside ends of the secondary and the outside 
ends of the primary. The connections will then be 

Two Inner Primaries to Plates 
Common Outer Primary to B-f- 
Common Inner Secondary to C— 

Two Outer Secondaries to Grids. 


Class B Transformers 

The transformers driving the grids of a Class B or AB2 stage are 
required to deliver power, and must therefore be regarded as power trans- 
formers with careful attention to efficiency. In general, the primary In- 
ductance should be the same as for a (3lass A1 transformer. Leakage 
inductance should be kept to the lowest possible value since its presence 
tends to cause parasitic oscillation in the grid circuit. Capacitances in 
general are of less importance since a step-down ratio is usually employed. 
Design on a basis of 70% peak current efficiency with 7.5% loss in the 
primary, 7.5% in the secondary and 15% in the core is typical of fairly 
good practice. 


Output Transformers 

(a) Triodc Power Valves (Class Al) 

With triode power valves the effective resistance shunted across the 
primary of the output transformer is the resultant of the plate resistance 
and the load resistance in parallel. If the load resistance is a fixed re- 
sistive load and is assumed to be twice the plate resistance, the resultant 
will be 0.67 times the plate resistance, and this may be regarded as suf- 
ficiently close for most design purposes. However, with a speaker load 
the secondary load impedance at the bass resonant frequency will be con- 
siderably higher than at 400 c/s. For most popular types of loudspeakers 
it may be assumed to be six times that at 400 c/s. On this basis the load 
resistance will be approximately twelve times the plate resistance at the 
bass resonant frequency, giving a resultant shunt impedance of 0.92 times 
the plate resistance. This is so close to unity that there does not seem 
to be any appreciable advantage in using it as a basis for inductance. 
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Consequently, the following table has been calculated on the basis of plate 
resistance shunting only. 

Primary Inductance In Henries for 
Plate Resistance response 2 db down at resonant 


(Triode Valve) frequency of: 


Ohms 

150 c/s 

100 C/S 

75 c/s 

50 c/s 

800 

1.12 

1.68 

2.24 

3.36 

1,000 

1.4 

2.1 

2.8 

4.2 

1,200 

1.68 

2.52 

3.36 

5.04 

1,500 

2.1 

3.15 

4.2 

6.3 

2,000 

2.8 

4.2 

5.6 

8.4 

3,000 

4.2 

6.3 

8.4 

12.6 

4,000 

5.6 

8.4 

11.2 

16.8 

5.000 

7.0 

10.5 

14.0 

21.0 

10,000 

14.0 

21.0 

28.0 

42.0 


These values of inductances should be multiplied by a 
factor of approximately 1.5 for a reduction in response 
of only 1 db. 


The ratio of an output transformer should be designed to reflect Into 
the primary an impedance of the rated value for the power valve in use. 
This will he affected by the losses in the transformer (see earlier part of 
of this chaper) but is given approximately by 


Rated load resistance of power valve 
Voice coil impedance at 400 c/s. 

The impedance of a transformer with loudspeaker load may be measured 
by means of a suitable bridge circuit.* 

(b) Pentode and Beam Tetrode Valves 

With pentode and similar power valves the plate resistance is so much 
higher than the load resistance that the load resistance becomes the sole 
controlling factor. Due to the rise of loudspeaker impedance at the bass 
resonant frequency, the voltage applied to the voice coil through an ideal 
transformer would rise to a very high value, and the reproduction would 
have excessive bass response over a small frequency range. In order to 
give more uniform response the inductance is generally decreased so that 
the resultant load on the valve at the bass resonant frequency is of the 
order of the nominal load resistance. The following table has been cal- 
culated on the basis of a»L = Rl and gives the transformer primary induct- 
ance for output voltage at the bass resonant frequency equal to that at 
middle frequencies. 

Inductance* In Henries to give equal 


Nominal 

Voltages across voice coil 

at middle 

Load 

frequencies and at 

a bass 

resonant 

Resistance* 


frequency of: 


Ohms 

150 c/s 

100 c/s 

75 c/s 

50 c/s 

2,500 

2.7 

4.0 

5.4 

8.0 

4,000 

4.3 

6.4 

8.6 

12.8 

5,000 

5.3 

S.O 

10.6 

16.0 

6,000 

6.4 

9.6 

12.8 

19.2 

7,000 

7.5 

11.2 

15.0 

22.4 

8,000 

8.5 

12.8 

17.0 

25.6 

10,000 

10.7 

16.0 

21.4 

32.0 

15,000 

16.0 

24.0 

32.0 

48.0 


*Plate-to-plate for push-pull operation. 


Ni 

Ratio *== — 

N2 


•J. B. Rudd “Impedance Measurements on Loudspeaker Transformers." A.R.T.S. 
and P. Bulletin No. 69. 
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Although these values of inductance will place on the valve at the 
resonant frequency a load impedance approximately equal to the nominal 
load resistance, the load will be largely reactive and the loadline will be a’ 
very open ellipse. This will limit the power output for permissible dis- 
tortion to a value very much less than the rated output of the valve. How- 
ever, this effect is unavoidable if the low value of inductance is used to 
act as an appreciable shunt across the load. 

In many cases a compromise Is made and an inductance up to twice 
the values given in the table is adopted so as to give some bass boost with- 
out spoiling the tonal balance. 

References to Articles on Audio Transformer Design. 

Glenn Koehler: “The Design of Transformers for Audio Frequency 
Amplifiers with Pre-assigned Characteristics/' Proc. I.R.E., Vol. 16, p. 1742, 
December (1928). 

Paul W. Klipsch: “Design of Audio Frequency Amplifier Circuits 
Using Transformers," Proc. I.R.E., Vol. 24, p. 219, February (1936). (This 
article deals with resistance loading of the secondary). 

J. G. Story; “Design of Audio Input and Intervalve Transformers," 
Wireless Engineer, Vol. 15, No. 173, February (1938). 

For general reading see also the following books; — 

F. E. Terman, “Radio Engineering." 

R. S. Glasgow, “Principles of Radio Engineering." 

Distortion in Transformer Cores. 

An excellent series of articles on this subject was given by N. Part- 
ridge in the “Wireless World/* commencing In the issue June 22 (1939), 
p. 672. 


The Design of Power Transformers 

The design of power transformers has been very adequately dealt with 
elsewhere.* It is not possible in this hand-book to treat the subject ade- 
quately but a few comments are made regarding the design of small power 
transformers for supplying power to rectifiers for radio receivers and ampli- 
fiers. 

For transformers of this kind an overall efficiency of about 85% Is 
usual. This loss may be approximately one-half core loss and the other 
half resistance losses in the primary and secondary. Since the regulation 
in any case is rather poor, it is usual to neglect the effects of leakage re- 
actance as of small importance. 

The optimum effective core area in square inches is given approxi- 
mately by 

A — VW/5.58 
where W z= volt-amperes output. 

The number of turns (N) on the primary is determined from the 
formula; 

0.225 X 10« E 
N 

f B max* A 

Where B =: primary voltage, 
f =r frequency in c/s, 

Bm.H = maximum A.C. flux density, 
and A = cross sectional area of core In square Inches. 

*G. Kapp, “Transformers" (Whittaker). 

A. Still, “Principles of Transformer Design** (John Wiley and Son). 

A Still, “Elements of Electrical Design" (McGraw-Hill). 
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It r: 80,000 maxwells per square inch (a usual value for radio receiver 
power transformers) this reduces to 


280 E 

N 

f A 

If B =; 250 volts and f = 50 c/s, this becomes 

N -= 1400/A 

If, in addition, the effective core area Is IJ square inches, the primary 
turns will be 1120, or 4.5 turns per volt. For an effective core area of 1 
square inch the primary turns will be 1400, or 5.6 turns per volt. 

Reference should be made to Chapter 22 for the effects of transformer 
heating due to the form factor of the current. It is satisfactory to base 
the design on a current in the secondary winding supplying a rectifier 
equal to 1.12 X direct-current for condenser input filter, or 0.75 X direct- 
current for choke input filter. 

In the case of half-wave rectifiers these factors should be doubled. 

Allowance should be made for the fact that the primary volt-amperes 
will be 1.18 times the D.C. power output for a choke input filter, the D.C. 
output being considered as the total output including voltage drop in the 
rectifier (see Chapter 22). For most transformers of this nature, it is 
satisfactory to choose the gauge of wire for the windings on the basis of 
1200 to 1500 circular mils per ampere. 


The Calculation of Core Loss 

The manufacturers of transformer laminations usually supply values 
of core loss for various A.C. flu.x densities. The maximumt A.C. fiux density 
in a transformer is given by 

vT X 10* E 

Bmax-A.C. Maxwclls pcf sq. inch, 

ZttF n a 

where E = R.M.S. voltage across primary, 
i = frequency, 

N = number of turns, 

A = cross-sectional area of core in square inches. 

If Ba,.,. A.C. is known, the core loss may be ascertained from published 
data. As an example, the core loss for Baldwin's No. 4 or equivalent 0.014'' 
laminations at 50 c/s. is given below, for no D.C. flux; 


A.C. flux density 
(B„„.a.c.) 
Maxwells/sq. inch 

40.000 

80.000 


Core loss 

Watts/lb. Watts/cu. inch. 


0.272 0.068 

1.02 0.252 


From knowledge of the input power, permissible percentage of core loss, 
maximum A.C. flux density and core loss per cubic inch, it is possible to 
select a suitable core. 


The Measurement of Inductance. 

For the accurate measurement of inductance, one of the Bridge methods 
is essential; the Owen and Hay bridgesf are very satisfactory for this pur- 
pose, the latter being widely used for the measurement of Incremental in- 
ductance (i.e., with D.C. flowing). 


tMaximum in this application has a similar meaning to "peak" in A.C. theory. 
fSee F. B. Terman, "Measurements in Radio Bngineering," pp. 44-58. 
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An approximate method which may be used for Inductances Intended 
to be used in choke input filters is given by Termanf (Figure 40, pp. 57-58). 

A method for measuring the 
impedance of an Inductance is 
shown in Pig. 12. A valve volt- 
meter is used as the Indicating 
device and the voltage drop 
across the inductance L Is bal- 
anced against that across a 
variable resistance R. Any de- 
sired direct-current is passed 
through the inductance by ad- 
justing the tapping on the bat- 
tery B until the milliammeter 
shows the required deflection. 
Since any adjustment to R causes a change in direct-current, it will be 
necessary to readjust the battery tapping each time that the adjustment 
to R is made. The secondary voltage of the transformer T may be from 
2 to 10 volts for most purposes unless tests are required to be conducted 
at high A.C. flux density. Smaller A.C. voltages are not practicable with 
this arrangement owing to the insensitivity of the valve voltmeter. 

A blocking condenser C is used to prevent D.C. deflection of the valve 
voltmeter: a value of 0.1 /uF. may be used. A switch may be used to short- 
circuit the D.C. milliammeter if it is desired to reduce the A.C. voltage 
drop across it. When this switch is closed the A.C. voltage across L will 
be half that of the secondary of the transformer T. 

The adjustment is made by varying the value of R until the deflection 
of the valve voltmeter is the same for both positions of the switch SW. It 
is obvious that the voltage drop across L is that due to the impedance and 
not to the inductance alone, but for many purposes the accuracy obtained 
is sufficient, if it is assumed that the impedance is equal to the inductance. 
In this case 

L «= R/2/rf 

or if the supply frequency is 50 cycles per second. 

L — * R/314 henries 


The Calculation of Inductance 

(a) No Direct Current Component 

Interleaved Laminations: The inductance is given by 

3.2 X 10-« X N2 X ft X A 

L — Henries 

I 



Figure 12 


where N = number of turns, 

fi = Incremental (A.C.) permeability, 

A = effective cross sectional area of core in square inches, 
and 1 length of path of magnetic circuit in inches. 

In this formula no allowance has been made for any gap in the mag- 
netic circuit. The value of m depends on the type of iron used in the 
laminations, as well as on the A.C. and D.C. flux densities. 

The length of the magnetic path is the distance travelled in a com- 
plete circuit of the core (Fig. 13). The path taken will be along the 
centre line of each leg, except that when there are two windows each 
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path through the centre leg will 
be along a line one quarter 
way across the leg. Note that 
In this latter case only a single 
circuit (around one window) is 
considered in the calculation of 
the length of magnetic path. 

The approximate incremental 
permeability of commercial 
grades of electrical steel such 
as Lysaght-Sankey’s “Stalloy,” 

Baldwin’s “Grade 4“ and 
Armco’s “TranCor 3“ is given 
in the following table : — 

Incremental 

A.C. Flux Density Permeability n 


Gauss 

Maxwell/sq. inch 

(approx.) 

Very 

low flux density 

1,000 

100 

640 

1,200 

200 

1,280 

1,320 

400 

2,560 

1,600 

500 

3,200 

1.700 

1,000 

6 400 

2.000 

2,000 

12.800 

2.700 

4,000 

25,600 

3,000 

7,000 

44,800 

2.000 

10,000 

64.000 

1.000 


In the case of audio frequency transformers, which may be operated at 
very low A.C. flux density, the value of /i should be taken as for very 
low flux density, namely 1000. The increase of /x at higher flux densities 
will result in increased inductance under these conditions. 

(b) Direct Current Component 

When Direct Current flows through a winding the incremental per- 
meability of the core is decreased. The incremental permeability with 
heavy D.C. flux density may be improved by making an air gap in the core. 
The ratio of air gap to total magnetic length of path is called the gap 
ratio. There is an optimum gap ratio for all value's of D.C. flux density 
as will be seen from the following table. In this table A.T./in. = ampere 
turns per inch length of magnetic path. 


TABLE FOR HIGH INCREMENTAL PERMEABILITY 
SILICON STEEL. 

Table gives value of fi under specified conditions.* 


Gap 

1.0 

2.0 

5.0 

10 

20 

40 

Ratio 

A.T./ln. 

A.T./in. 

A.T./in. 

A.T./in. 

A.T./in. 

A,T./ln, 

0 

1000 

820 

490 

340 

250 

140 

0.0005 

720 

700 

680 

560 

360 

170 

0.001 

530 

520 

510 

490 

410 

250 

0.0015 

— 

425 

410 

400 

370 

270 


♦Values 

of fi are 

for very low 

A.C. flux 

density. 



For example take the following transformer: — 

Width of core under winding — 0.5 Inch, 

Stack of laminations = 0.55 Inch, 

Effective Iron thickness =06 Inch, 

Cross sectional area of core = 0.25 sq. Inch, 
Length of magnetic path = 5 inches, 

Primary turns = 6000. 



PATH OF magnetic circuit 

Figure 13 
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Wben the primary direct-current is 1 mA. the number of ampere turns will 
be (0.001 X 5,000) or 5, and the ampere turns per inch will be 5/5 or 1. 
The incremental permeability will therefore be 1,000. 

If the primary direct-current be increased to 5 mA. the A.T./in. will 
be 5 and the incremental permeability will be only 490. It will be seen 
that for a gap ratio of 0.0005 the incremental permeability will increase 
to 680. For this to be effected the gap should be 0.0005 X 5 or 0.0025 inch. 
This is almost exactly the equivalent gap of a close butt joint. At higher 
values of ampere turns per inch a wider gap becomes necessary, and the 
two sections of the core may be held apart by a suitable thickness of 
fibre or thin board. With the “E** type of lamination the effective gap 
is twice the thickness of the spacing since two gaps are inserted in series. 
This is particularly advantageous when large air gaps are employed. For 
typical small audio frequency transformers the following is a fairly reliable 
guide : 

No. D.C. — Interleaved. 

Up to 5 mA. D.C. — Butt joint, 

Above 5 mA. D.C. — Butt joint with gap. 

With push'pull audio transformers allowance should be made for an out- 
of-balance current of about 15^^ of the nominal current for one valve. In 
some cases where high permeability material is used it is necessary to 
make special arrangements for plate current balancing. 

When an air gap is employed the characteristics of the laminations 
become less important, and with large air gaps the incremental per- 
meability of the iron alone is relatively unimportant. 

The Design of iron Core Filter Chokes Carrying D.C. 

(Hannahs Method) 

The following design holds only for conditions in which the direct-cur- 
rent is considerably greater than the peak A C. current. A further as- 
sumption is that the cross-sectional area of the core is constant through- 
out the magnetic path, so that in a shell type core the outside legs should 
each be half the cross-sectional area of the centre leg. 

Let N z= number of turns. 

I 1 = direct-current. 

L zi: inductance in henries at low A.C. flux density 
1 = length of magnetic circuit (inches) 
a ~ length of air gap (inches), 
a/l = gap ratio. 

A rr cross-sectional area of core. 

V = lA = volume of iron in cubic inches. 

Procedure. 

Knowing the required L and I, and assuming suitable values for I, A 
and V, to determine N and a — 

(1) Calculate (LIVV) then refer to table to find (NI/1). 

(2) Determine N from (NI/1). 

(3) Refer to table to find corresponding gap ratio (a/l). 

(4) Determine *‘a” (for large gaps the effective value of “a” will be 
somewhat less than the measured value). 

The inductance will be greater with larger A.C. flux densities, i.e., the 
filtering efficiency of an iron core choke is greater when the ripple voltage 
Is higher. 

With any particular core the highest inductance is obtained by winding 
the largest possible number of turns in the space available (limited by 
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the maximum D.C. resistance and by minimum gauge of wire) and by 
increasing the air gap until the inductance is a maximum. 


TABLE FOR 4% SILICON STEEL. 


(LP/V) 


(NI/l) 


(a/I) gap ratio 

0.00027 


3.18 


0.0002 

0.00116 


6.6 


0.0004 

0.00197 


10.2 


0.0006 

0.00336 


13.7 


0.0008 

0.00475 


17.5 


0.0010 

0.00647 


21,9 


0.0012 

0.00852 


26.0 


0.0014 

0.0108 


30.8 


0.0016 

0.0135 


36.0 


0.0018 

0.0169 


43.0 


0.0020 

The following guide may be 

used in 

the design of filter chokes for 

use with single phase rectiAers. 





(LP/V) 

(NI/0 

(a/I) = gap ratio 

Initial Choke* 

0.05 


96 

0.0046 

Following Chokes 

0.08 


148 

0.0062 


The following simple method may be used for calculating the inductance 
of chokes or transformers with fairly large air gaps : — 


3.2 A N2 
a X 10* 

where the symbols have the same meanings as for the preceding case. For 
accuracy “a” should be calculated as the actual air gap plus the air gap 
equivalent of the iron core. 

The flux density (B) in lines per square inch will be given by 
B = 3.2 Nl/a 


•The first choke in a choke input Alter. 


O 
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Voltage and Current Regulators 

Gaseous voltage regulators — Valve voltage regulators ■ 
Barretters and Current Regulators. 


RCGULATION CMARACTCRISTIC 


Gaseous Voltage Regulators 

Certain cold cathode gas-filled tubes may be used to provide nearly 
constant voltage since their characteristics are such that the voltage drop 
across the tube remains nearly constant for a wide range of currents. The 

regulation characteristic of a typical 
gaseous voltage regulator tube is shown in 
Fig. 1 and it will be seen that the starting 
voltage is considerably higher than the 
voltage drop across the tube for normal 
operating currents It is therefore neces- 
sary to apply a supply voltage equal to 
or higher than the “starting voltage.” This 
must be applied through a series resistor 
(Fig 2) so that (he maximum current 
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Figure 1 

drawn by the tube does not under any circumstances exceed its maximum 
rating. This resistor also serves another purpose since it enables the out- 
put voltage to be regulated by the characteristics of the tube. With a high 

load resistance almost the whole current drain 
from the supply goes through the regulator 
tube and very little through the load. With a 
low load resistance the current through the 
load is increased and the current through the 
tube decreased. A similar effect occurs when 
a variable D.C. supply voltage is used with 
a constant load resistance so that in all cases 
the voltage applied to the load remains ap- 
proximately constant. The current through 
the regulator tube should not be allowed to fall below the rated minimum 
since its characteristics (or very low currents are unreliable. 
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Two or more tubes may be connected in series to obtain higher voltages 
which are multiples of the single tube drop and tappings may be taken 
from the junctions between them (Fig. 3). The voltage drop across a tube 
cannot be changed except by changing the type of tube. 

The resistance of the series resistance (Fig. 2) is given by 

E, - E„ 

R 

Imax 


where E, = supply voltage, 

Eo =: output (regulated) voltage 
and = maximum rate^ current of tube 


Valve Voltage Regulators 


2A3 


6 6 

stanoapo receiver 

POWER SUPPLY. 



OR 6C6»6J7C 


• 

Figure 4. Typical 
valve type voltage 
regulator capable of 
delivering 180 v., 

D.C., at current 
drains up to 80 mA. 

• 
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Ill 


2A3 OR 45 



Figure 6 


A iriode valve which is 
capable of passing consider^ 
able plate current may be 
used in a suitable circuit as 
a supply of almost constant 
voltage. One satisfactory 
arrangement is shown in 
Fig. 4 and is suited to an 
output voltage of approxi* 
T mately 180 volts D.C. and a 
I current drain up to 80 xnA. 

total maximum. The regula* 

I tion characteristics are given 
_t iu Fig. 5. 

In an alternative arrange- 
ment the bias battery is re- 
placed by a neon lamp. The 
circuit arrangement* for this 
is shown in Fig. 6 

~ Type 0A4-G (gaseous 
triode) may also be used 
very satisfactorily in a 
voltage regulator 


Barretters and Current Regulators 


A barretter or current regulator is a device incorporating a filament 
uisually of iron) mounted in an atmosphere of gas (usually hydrogen), the 
characteristics of which are that the current passing through the filament 
remains very nearly constant for a wide range in voltage drop. A barretter 

may be used, for example, in series with the 
heaters of the valves in a radio receiver pro- 
vided that the barretter is suited to the valves 
being used (Fig. 7). Since the filament of a 
barretter is generally of iron it should not 
be mounted in proximity to any magnetic 
field, otherwise damage may be done to the 
barretter. A considerable amount of power 
is dissipated by most types of barretters and 
good ventilation is essential. A barretter 
should be mounted in a vertical position and as far as possible from other 
components. 

Occasionally it is desired to increase by a small amount the current 
controlled by a barretter and this may be done within certain limits by 
operating it in parallel with a fixed resistance. This is not normally 
recommended since the effectiveness of tho barretter is reduced. It may 
be used fairly satisfactorily for an increase of current up to about 10% 
of the current in the barretter. 

If the barretter is required to control a current which is smaller than 
the current rating of the barretter, this may be accomplished by shunting 
the current-regulated device by a resistor. In this case there is no limit 
to the degree of shunting. 


AC ,oc 
MAINS 




TypE 302 


valve 

HEATERS 


CURRENT - *3 A 

Figure 7 


♦II.C.A Application Note No. 96 


O 
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CHAPTER 28 
Tuning Indicators 


Milliammeter Type — Saturated Reactor Type — Magic 
Eye Tuning Indicator — Null Point Indicator using Magic 
Eye. 


Tuning Indicators 


A tuning indicator is a device which indicates, usually by means of a 
maximum or minimum deflection, when a receiver is correctly tuned. 
On© form which such an indicator may take is a milliammeter in the plate 
circuit of a valve which is controlled by A V C. Another form is the 
saturated reactor tuning indicator. In this type a pilot 
in series with a special form of iron-cored inductance, is 


INDICATOR lamp 



lamp, 
excited 
on the 
second 
carries 


from a suitable winding 
power transformer. A 
winding on the inductance 
the plate current of one or more 
\alvos which aie controlled by 
A.V.C. In this simple form the 
maximum plate current is sufllcient 
to saturate the core, and so re- 
diue the impedance in series with 
the pilot lamp. In order to make 
the pilot lamp roach full brilliance 
^^h(‘n the leceiver is tuned to a 
station, a “bucking” current is 
passed through another winding 
*^o that saturation occurs when the 
plate curient is very small (Fig. 1). 


Anothei, and extremely popular, 
form is the Magic Eye Tuning In- 
dicator, such as Radiotron 
Gt’.'i/GGr), which operates from 
cither the signal diode or A.V.C. 
diode circuit. The Magic Eye Is 
not limited to use on receivers 
with A.V.C., since it operates so as to indicate a change of voltage across 
any part of the circuit. For example it may be connetied to the signal 
diode circuit irrespective of the presence of A.V.C or it may be connected 
across the cathode bias rosi.stor of an “anode bend” detector. The correct 
type of Magic Eye Tuning Indicator to be selected for any position depends 
on the controlling voltage available. 


Figure 1. 


Saturated Reactor Tun- 
ing Indicator. 


The most popular types of Magic Eye have a triode amplifier incor- 
porated in the same envelope, so that the voltage necessary to obtain full 
deflection is decreased. In most types this amplifler has a super-control 
characteristic so that the sensitivity may be high for weak signals and yet 
not cause “overlapping” on strong signals. Type 6E5 has a linear charac- 
teristic and is occasionally used for special applications. Type 6AF6-G has 
two Independent Ray-Control Electrodes, one of which may be used for 
strong sigrnals and the other for weak signals, but has no amplifler incor- 
porated in the same envelope. 
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In a typical receiver with delayed A.V.C. the Map;ic Bye may be con- 
nected to either the signal or the A.V.C. circuit, but since it will give no 
indication until the diode commences to conduct, it will not operate on 
weak signals when connected to a delayed A.V.C. circuit. Consequently 
most delayed A.V.C. receivers employ the signal diode circuit for exciting 
the Magic Eye. There is one objection to this arrangement, since there 
is an A.C. shunting effect on the diode load resistance causing distortion 
at high modulation levels. This may be minimised by using a resistor 
in the grid circuit of the Magic Eye having a resistance at least four times 
the resistance of the diode load resistor. In order to prevent flicker due 
to modulation it is necessary to add a smoothing condenser (0.05 fiF.) at 
the grid of the Magic Eye as shown (Fig. 2). If simple A.V.C. (i.e., com- 
mon diode and no delay voltage) is used, it is preferable to operate the 
Magic Eye from the A.V.C. line to avoid more shunting on the diode load 
resistor than that already incurred by using simple A.V.C. (Fig. 2). 



Figure 2: Circuit diagram illustrating the application of the 
Magic Eye Tuning indicator. With the switch in the “Det." 
position the grid of the tuning indicator is connected through a 
2 megohm resistor to the detector diode circuit. With the switch 
in the “A.V.C.” position it is connected directly to the A.V.C. 
line. The cathode of the Tuning Indicator is returned to a suit- 
able tapping point on the cathode bias resistor of the power 

valve. 

The cathode of the Magic Eye should be as closely as possible at the 
same potential as the cathode of the diode. If its cathode is more negative 
than that of the diode, grid current may flow, increasing the iiiital bias on 
the controlled stages and reducing the sensitivity of the receiver. Con- 
sequently if the diode cathode is earthed, the Magic Eye cathode should 
also be earth€'d, but if the diode cathode is positive then the Magic Eye 
cathode should also be positive by an approximately equal value. One 
satisfactory method of obtaining this positive voltage, which however may 
only be used when a Class A power valve is used, is to connect the cathode 
of the Magic Eye to a tapping on the cathode bias resistor of the power 
valve (Pig. 2). With this arrangement it is advisable for the tapping to 
be adjusted to make the cathode of the Magic Eye about 0.5 volt more 
negative than that of the diode in order to allow for contact potential in 
the Magic Eye, the “delay” due to this small voltage being negligible. 
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Alternatively the cathode return of the Magic Eye may be taken to 
a suitable tapping point on a voltage divider across the B supply. Due to 
the fairly heavy and variable cathode currents drawn by the older types 
of Magic Eye Tuning Indicators it is essential that any voltage divider or 
other source of voltage should not appreciably be affected in voltage by a 
current drain of from 0 to 8 inA. It is for this reason that it is not 
satisfactory to tie the cathode of the Magic Eye to that of the diode valve. 
With the newer “space-charge grid” construction the cathode currents re- 
main more nearly constant throughout life, and this allowance for change 
of current need not be made. However, it is advisable not to base cal- 
culations for cathode bias resistors on the published values of cathode 
currents since these are higher in some cases than the average currents 
with valves of the new construction. 


CJPCUIT FOP wide-angle TUNING 


Overlapping of the two images is possible on very strong signals, 
whatever type of Magic Eye may be selected, but it is generally found 
with a remote cut-off type such as the 6U5/6G5 that under service condi- 
tions this is not very general. Certain arrangements have been devised 
to reduce the tendency to overlapping, but none is free from criticism. 
Desensitisation of the Magic Eye is readily applied, but also affects weak 
signals. The use of two separate Magic Eyes, or a single 6AF6-G with two 
separate amplifiers, one for weak and the other for strong signals, is 
excellent but expensive. If the grid of 
the Magic Eye is excited from the 

moving contact of the Volume Control 
the deflection will depend upon the 

setting of the control, and “silent- 
tuning” will not be possible. 

Wide Angle Tuning with a maximum 
angle of 180® is practicable if an exter- 
nal triode amplifier is added.* With 

this circuit (Fig. 3) the edges of the 

pattern are sharp from 0® to about 150® 
to 180* 



Null Point Indicator Using Magic Eye 

A Magic Eye Tuning Indicator may be used in many applications as 
an indicating device, one of these being as a null point indicator for use 
with A.C. bridge circuits. Such an arrangement is preferable to the use 
of head phones or sensitive instruments, since it may be used without 
disturbance from external noises and is capable of withstanding consider- 
able overload without damage. The sensitivity of Radiotron 6E5 is 0.1 volt 
R.M.S. for a very clearly marked indication. When used as a null point 
indicator the 6E5 grid is biased approximately 4 volts negative and the 
A.C. voltage is applied between grid and cathode. Any suitable pre- 
amplifying stage may be used to increase the sensitivity of the device 
if desired. When an A.C. voltage is applied the sharp image will change 
to a blurred half-tone and as the null point is reached the image will 
again become sharp. A heavy overload may cause overlapping of the two 
sides but this is not detrimental to the valve. 


•R C A. Application Note No 82. reprinted in Radlotronics 86, p 128, May, 1988. 


O 
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TESTS AND MEASUREMENTS 

(Chapters 29 to 32, inclusive) 

CHAPTER 29 

Receiver and Amplifier Tests and Measurements 

Introduction — definitions of terms — summary of tests — 
static tests — dynamic tests — sensitivity — gain of single stage 
— ^apparent aerial coil gain — converter valve gain — oscillator 
grid current — tests with reduced battery voltages — ^tracking 
— selectivity — bandwidth — cross modulation — ^blocking in- 
terference — ^image ratio — ^noise level — oscillator frequency 
drift — A.V.C. characteristic — overall distortion — ^fidelity — 
audio frequency response and distortion — audio linearity 
and distortion — overall frequency response and distortion — 
modulation distortion — residual hum — modulation hum. 


Introduction: — The following test-procedure has been set down to 
determine the practical performance of modern radio receivers. Although 
there are many other tests which could have been Included, it is considered 
that, as these are of a very specialized nature, their inclusion is not war- 
ranted. 

The tests listed below and described in detail later, arc those which 
are the most important for purposes of design. In general they agree with 
the “Standards on Radio Receivers, 1938“ laid down by the I.R.E. (U.S.A ) 
with, of course, due regard to Australian conditions. 

No attempt has been made to describe any acoustic tests as this sub- 
ject is one in which there is considerable divergence of opinion. Such 
tests are left to the choice of the individual designer. 

Many of the tests listed are not necessary for production schedules 
but, if carried out during the initial design work in the laboratory, the 
receivers produced can be kept within the accepted limits by means of 
simpler tests. 


Definitions of Terms 

1. Standard Test Frequencies. 

Broadcast Band: — 

600 Kc/b 

550 Kc/s to 1600 Kc/s 1000 Kc/s 

1500 Kc/s 
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Short-Wave Bands: — 

No standards have been set, but the following are recommended, and 
if other bands are used similar points may be chosen. 

Band Test at 


35 metres — 

105 metres 

"1 r 37.5 metres — 

8.0 

Mc/s 



W 60 metres — 

6.0 

Mc/s 

8.58 Mc/s — 

2.86 Mc/s 

J 90 metres — 

3.33 

Mc/s 

16 metres — 

51 metres 

'If 17 metres — 

17 65 

Mc/s 



w 30 metres — 

10.0 

Mc/s 

18.75 Mc/s — 

5.88 Mc/s 

J [ 45 metres — 

6.66 

Mc/s 

13 metres — 

39 metres 

f 14 metres — 

21.4 

Mc/s 



IJ 25 metres — 

12 0 

Mc/s 

23.1 Mc/s — 

7.7 Mc/s 

J 1 35 metres — 

8.58 

Mc/s 


2. Standard Input Voltages. 

Four standard input voltages have been specified for certain tests (cross 
modulation, etc,). 

1. “Distant-signal voltage”: 86db below 1 Volt =r BO/txV. 

2. “Mean-signal voltage”* 46db below 1 Volt = 5000;uV. 

3. “Local-signal voltage”: 20db below 1 Volt — IOO.OOOmV. 

4. “Strong-signal voltage”: 6db above 1 Volt — 2 Volts. 

3. Sensitivity Test Input. 

Sensitivity test input is expressed in microvolts and is the least input 
signal which, when modulated 30''; at 400 cycles per second and fed into a 
receiver, will produce standaid output with all gain controls at maximum. 

4. Standard Output. 

(1) For receivers capable of delivering one watt maximum undistorted 
output the Standard Output* is an audio frequency power of 500 milliwatts 
delivered to a standard dummy load 


25 n 

^ — I — ^ 




400 a 

^ 


N) 






Figure 1 (left). Dummy antenna for broadcast frequencies. 
Figure 2 (right). Dummy antenna for frequencies above 2.5 Mc/s. 


(2) For receivers having less than one watt maximum undistorted 
output the Standard Output is an audio frequency power of 50 milliwatts 
delivered to a standard dummy load. When this value is used, it should 
be so stated. Otherwise the 500 milliwatts value is assumed. 

5. Interference Test Output. 

The interference test output is 30 decibels less than (or 0.001 of) 
the power of the standard test output, i.e., an output of 0.5 milliwatt. 

•At the time of poing to press the “standard output” of 500 mW. has not 
been universally accepted, and there is much difference of opinion on the matter. 
In view of this position our laboratory conducts tests with an output of 50 mW. 
on all receivers, and takes additional tests with an output of 500 niW. on receivers 
having a rated output exceeding 1 Watt. — Ed 
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6. Standard Dummy Antennae. 

Until recently two dummy antennae have been set down as standard; 
one for use at broadcast frequencies and up to 2.5 Mc/s, and the other 
for frequencies above 2.5 Mc/s. These are shown in Figs. 1 and 2 respec- 
tively. 



Figure 3 (Inset): Dummy an- 
tenna for ail frequencies. 
Figure 4: Impedance charac- 
teristic of dummy antenna 
shown in Fig. 3. 


A new dummy antenna, stan- 
dardised by the I.R.E. (U.S.A.) in 
1938, was designed to approximate 
the above two antennae over their 
essential frequency ranges. It is 
shown in Fig. 3 together with its 
impedance characteristic (Fig. 4). 

The new dummy antenna has a 
particular advantage in testing re- 
ceivers which include the frequen- 
cies between two and three mega- 
cycles in their tuning range. With 
the old type dummy antenna 
there is a sudden large change of 
impedance between the two so 
that replacing one by the other re- 
sults in different measured values 
of receiver sensitivity. The new 
dummy antenna provides a grad- 
ual transition bc^tween the two im- 
pedances as would occur with 
aerials. At other frequencies out- 
side the range of 2 Mc/s to 3 Mo/s 
there is no outstanding advantage 
either >vay between the new and 
the old dummy antennae. 


Summary of Tests 

A. Static Tests. 

Voltage. 

Current. 

Resistance. 

Line Voltage. 


B. Dynamic Tests. 

Sensitivity . 


Selectivity 


Noise Level . 


Sensitivity at various points 
Absolute sensitivity. 

Gain of a single stage. 

Apparent aerial coil gain. 

Converter valve gain. 

Converter valve oscillator grid current. 
Tracking. 

Bandwidth. 

Cross modulation (Two-Signal Generator test) 
Blocking Interference 
Image Ratio. 

EN.S I 


Oscillator Frequency 
Shift 


(On short waves). 


A.V.C. Characteristics A.V.C. curve 

Overall distortion wilh variable input to aerial 
terminal at 400 c/s and constant output. 
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Audio Frequency Response and Distortion 
with both speaker and resistive load. 
Linearity and Distortion, speaker load only. 
Overall Frequency Response from aerial ter- 
minal at 5,000 jLtV input 30% modulated, 
speaker and resistive load. 

Modulation Distortion Distortion at constant output with 5,000 aiV 

input modulated at 400 c/s. 

Hum ... . Residual Hum. 

Modulation Hum. 

In ail the following tests the receiver should be allowed to operate for 
a sufficient time to reach stability before testing is commenced. 

A. Static Tests 

All voltages throughout a receiver should be checked before any dy- 
namic measurements are made. Particular care should be taken to see 
that the screen and grid bias voltages are as specified. Modern pentode 
valves have high mutual conductance and are necessarily critical as to 
these voltages. The heater voltage also should be kept within close 
limits. 

The above measurements should be made with a voltmeter of the high 
resistance type (at least 1,000 ohms per volt). Where measurements are 
made on resistance coupled audio frequency amplifiers a more sensitive 
meter should be used, preferably one having a resistance of 20,000 ohms 
per volt. 

A check should also be made of the line voltage, and if testing is 
made over any length of time this check should be repeated at legular 
intervals, and an allowance made to compensate for the rise or fall of 
voltage. 


B. Dynamic Tests 

Sensitivity: 

A signal modulated 30% at 400 c/s. is applied directly between grid 
and earth (or the negative terminal of the bias source in the case of 
back biased receivers) of the valve in the stage under measurement. The 
grid circuit direct current path is through the attenuator to earth or to 
the bias point. The reading of sensitivity is the input which produces 
standard output* with all gain controls and tone control set for maximum 
output. 

Absolute Sensitivity: 

Where appreciable noise is present with the signal, as is generally the 
case at the aerial terminal, the normal sensitivity figure is not a true 
indication. 

Absolute sensitivity is the input modulated 30';r at 400 c/s which will 
give standard output* at a frequency of 400 c/s. only. This is carried out 
by adjusting the input to the receiver until the difference in output with 
modulation switched on and switched off is equal to the standard output* in 
milliwatts. That is, the difference in output between signal plus noise and 
noise alone is equal to the standard output.* 

This method holds good only when the noise power output Is less than 
the signal power output. In receivers of very poor design the noise power 
output may exceed the signal power output, in which case it is necessary 
to use a tuned band pass filter for 400 c/s. 


^standard output may he either 50 or 500 milliwatts; see earlier section in this 
Chapter under Standard Output 
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Gain of Single Stage (not converter stage). 

The gain of a single stage or valve may be measured by means of valve 
voltmeters placed across both Input and output. There Is some difficulty 
in doing this, however, due to stray capacitances introduced by the wiring 
and also the time required to carry out a test of this nature on each stage. 

The approximate gain may be calculated quite simply from the indivi* 
dual stage sensitivity figures. 


Input to Stage 2 

e.g. Gain 

Input to Stage 1. 

By reference to valve ratings, and with a knowledge of the coils or I.F. 
transformers in use an approximate check on gain may be made. 


Gain 


Rl X rp 

gin , 

Rl -f- Tp 


where 


g„, = mutual conductance 
Tp = plate resistance 
Rl = dynamic load resistance 


} Under working 
conditions 


Apparent Aerial Coil Gain: 

When measurements are made to determine the apparent gain of an 
aerial coil, care should be taken to make due allowance for noise by using 
absolute sensitivities. 

At high frequencies the gain of a coil may be quite low, owing to 
damping imposed by the grid impedance of the following valve. 


Converter Valve Gain: 

The gain of a converter valve as an amplifier at intermediate fre- 
quency may be calculated in a similar manner to the gain calculation for 
other stages. Conversion gain, however, is not readily calculable, al- 
though the apparent conversion gain may be calculated in a similar manner 
to the intermediate frequency gain. This does not give a true indication, 
as the gain may be vastly different with and without a tuned signal grid 
circuit. 

This phenomenon is apparent both on the broadcast band and on short 
waves, and is due partly to degenerative or regenerative effects which also 
affect the Q of the tuned circuit, but more largely to the fact that a cur- 
rent at oscillator frequency flows in the signal-grid circuit. When the 
grid circuit offers impedance to oscillator frequency, a voltage of oscillator 
frequency appears across the grid circuit and increases or decreases the 
conversion gain depending upon the phase relations. When a low resistance 
grid circuit is employed, as would be the case when a signal generator is 
applied between grid and earth, the impedance presented to this current 
of oscillator frequency is so low that no appreciable voltage of oscillator 
frequency appears on the signal grid, and the performance is therefore 
different from that with a tuned grid circuit. 

A fairer comparison between different converter valves aud/or dif- 
ferent receivers may be made by measuring the sensitivity at the grid of 
the first intermediate frequency amplifier and also at the stage preceding 
the converter valve (Aerial terminal or grid of R.F. stage). The gain 
over the two stages may be calculated from these two measurements and 
this, together with a knowledge of the intermediate frequency transformer, 
may be used as a basis for comparison. 
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Converter Valve Oscillator Grid Current: 

The oscillator grid current of the converter valve in a receiver, whe- 
ther it be pentagrid, triode-hexode, or mixer with separate oscillator, should 
be measured by inserting a 0 — 1 milliammeter in the “cold” end of the 
oscillator grid leak. The grid current should be measured at each of the 
standard test frequencies. On each short wave band, it is particularly 
important that it should also be measured at the low frequency end of the 
band, where the condenser gang is at maximum capacity and the L/C 
ratio is very low. 

With battery receivers it is necessary that the above tests be repeated 
with reduced battery voltages in order to ensure that oscillation will still 
take place when the batteries are near the end of their useful life. 

To approximate the internal resistance of a partly used battery the fol- 
lowing table* of resistors is recommended to be inserted in the “B” battery 
lead when using fresh batteries. 


When 135 Volt Battery Drops to 
120 V. 

102 V 
90 V. 

72 V. 


Equivalent Internal Resistance 

60 ohms. 

300 ohms 
660 ohms. 

1500 ohms. 


When other than 135 volts is used the internal resistance should be cal- 
culated as a proportion from the above figures. 

The filament voltage should also be reduced to simulate a rundown A 
battery. In the case of a 2 volt accumulator the voltage should be brought 
down to 1.8 volts or less. In the case of 1.4 volt valves the voltage may 
be reduced to 1.1 volt for broadcast band operation, or 1 2 volt for dual- 
wave receivers. 


Tracking: 

Tracking tests should be carried out at each of the standard test fre- 
quencies in each wave-band. This test is most easily carried out with a 
“Resonator” which can easily be made from a short length of 1" diameter 
bakelite tubing. A small plug of brass is inserted in one end and a small 
plug of high frequency iron in the other end. 

The test is carried out by placing one end of the resonator into the 
coil in question. If the brass end gives an increase in output the induct- 
ance is too large, whilst if the iron end gives an increase in output the 
inductance is too small. If both ends cause a decrease the LC ratio is 
correct and the circuit is at resonance. 


No limits on allowable tracking errors have been standardised by 
overseas Standards Committees. The following limits are suggested and 
have been used in practical production work. They can be maintained 
once a suitable design has been found for a set of coils. 


Broadcast Band 
Short-wave Band 


Good Fair 

0.5 db. 1 db. 


Bad 

2db. 


The output should not Increase by more than the amount shown in this 
table when the circuits are brought into resonance. Note that the values 
given In this table are not meant to be used as an indication of the sen- 
sitivity taken over a particular band, this being a function of the coils used. 


•P. Marsal, “Battery Radio Design,*’ Electronics. January (1938), pp 12-14. 
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Selectivity: 

(a) Bandwidth. 

This test should preferably be carried out at 600 Kc/s. and 1500 Kc/s. 
The signal generator, modulated 30% at 400 c/s, is set at one of the above 
frequencies, the receiver aligned to it, and the input adjusted to give 
standard output. The signal generator is detuned on each side of reson> 
ance and the input voltage increased until standard output is obtained. 
Observations are repeated at intervals until the ratio of the input off 
resonance to the input at resonance is 10,000 times. 

These results may then be plotted as a curve on linear-logarithmic 
graph paper with frequency plotted horizontally on the linear scale and 
the ratio of the two inputs plotted vertically on the logarithmic scale. If 
the test is made at one frequency only this should be at 1000 Kc/s. For 
comparison of the selectivity of the I.P. section with that of the complete 
receiver the bandwidth test may be done in the same manner by feeding 
directly at intermediate frequency to the control grid of the converter 
valve instead of to the aerial terminal as previously. The difference 
between the two curves will show the effect on the bandwidth of the R.P. 
section of the receiver. 


(b) Cross Modulation: Two Signal Generator Test. 

The bandwidth test is not a sufficient check on the selectivity of a 
receiver, especially one which is to be used in close proximity to strong 
stations. When a receiver is tuned to a signal and there is a strong signal 
on a nearby channel, the interfering signal may cause cross-modulation, 
this being dependent upon the selectivity preceding the converter valve 


signal j 

GENERATOR \ 
NO. 1 ] 

n 


L 

j 



% 


DUMMY antenna 


signal 

GENERATOR 
NO. 2 


jJ I 



Figure 5: Arrangement of appar- 
atus for two signal generator 
test of cross modulation. 


The test is carried out by feed- 
ing signals from two signal gene- 
rators to the aerial terminal of 
the receiver. The standard dummy 
antenna is used and the generators 
are coupled together as shown in 
Fig. 5. These two signals are the 
desired (No. 1) and interference 
(No. 2) signals. The receiver Is 
tuned to the desired signal which 
is set at one of the standard in- 
put voltages of SO/iV., 5,000 fiV. or 
100.000 fjiV., modulated 30% at 400 
c/s. and supplied by signal gene- 
rator No. 1. The volume control 
of the receiver is adjusted to give 


standard output (500 inW.), after which the modulation is switched off. 
Signal generator No. 2 which supplies the interference or undesired signal 
(modulated 30% at 400 c/s.) is then switched on and tuned to various 
points on either side of the desired signal. At each point the input is 
adjusted to give standard interference test output (0.5 mW.). 


The coupling transformer from generator No. 1 is not critical, but the 
secondary inductance should be small in comparison with the inductance in 
the dummy antenna itself. A low inductance transformer of approximately 
unity turns ratio will provide the 50 fiY and 6000 mV desired signals, but 
careful design may be needed to obtain the 100,000 mV desired signal unless 
signal generator No. 1 can deliver more than 0.5 volt at the primary. 


Alternatively the transformer and dummy antenna may be combined, 
the 20 mH inductance of the latter becoming the secondary of the trans- 
former. Loose Coupling (less than 30%) should then be used between 
primary and secondary in order to avoid upsetting the constants of the 
dummy antenna. The primary inductance should be such that its reactance 
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is of similar order to the impedance of the signal generator at maximum 
output. 

The voltage transfer ratio of the coupling transformer does not have 
to be known, since a substitution method is used in order to obtain the de- 
sired signal from signal generator No. 1. With signal generator No. 1 
switched off and No. 2 switched on, the receiver output is adjusted 
to 500 mW. by means of the volume control, and signal gene- 
rator No. 2 is switched off. Generator No. 1 modulated 30% at 400 c/s 
is next switched on and the input adjusted, at the standard frequency 
selected, until 500 mW output is again noted. Modulation is then re- 
moved from the output of generator No. 1. 

Generator No. 2 is again switched on (modulated 30% at 400 c/s) and the 
generator tuned to each side of the desired signal. At each point the input 
to give standard interference output (O.b mW) is noted. Observations 
should be taken at least every 10 Kc/s above and below the desired signal 
frequency until the undesired signal input reaches 1 volt. It is not neces- 
sary to test with an interfering signal less than 10 Kc/s. from the desired 
signal, as 10 Kc/s. is the minimum channel width employed and also be- 
cause beat note interference would give false results. 

This test should be repeated with each of the other standard input 

voltages and curves may then be drawn as for the bandwidth selectivity 

curves, undesired signal input in microvolts being plotted vertically and 
interference frequency in Kc/s. off resonance horizontally. 

If two standard signal generators are not available, a modulated oscil- 
lator may be used in place of signal genet ator No. 1 provided that it will 
give the required output, and that the modulation is 30% and remains 
constant with change of output from the oscillator 

(c) Blocking Interference. 

The strength of the undesired signal carrier in the cross modulation 
test may be such that the desired signal output is reduced. This may be 

due to overloading or a poorly designed A.V.C. system. It is not shown 

up by the cross modulation test but can easily be distinguished by the 
following method. 

After each point on the cross-modulation curve is noted the modula- 
tion on the interfering frequency is switched off, the desired signal modu- 
lation is switched on, and the output of the desired signal noted. These 
points may then be plotted as curves on the cross modulation graph, the 
desired output being plotted linearly on the horizontal axis. If no block- 
ing Is present, this will be indicated by the production of straight lines 
instead of curves 

(d) Image Ratio. 

Superheterodyne receivers respond mainly to two signal frequencies, 
which differ by twice the intermediate frequency. 

One only of these is the desired signal frequency, the other being re- 
ferred to as the image frequency. 

Image Ratio is defined as the ratio of signal voltage input at the Imag? 
frequency to that required at the desired signal frequency for the sam^ 
output from the receiver. The value of the image ratio is determined 
largely by the selectivity of the tuned circuits preceding the converter 
valve. It should be checked at each of the standard test frequencies 
but is most important on the higher frequency bands. 

The test is carried out by measuring the sensitivity of the receiver 
at the aerial terminal at a frequency equal to the signal frequency plus 
twice the intermediate frequency if the oscillator frequency is higher than 
the signal, or minus twice the intermediate frequency if the oscillator fre- 
quency is lower than the signal frequency. This figure of sensitivity divided 
by the sensitivity at signal frequency gives the Image Ratio. 
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Noise Level: 

E.N.8.l.->The Equivalent-Noise-Sideband-lnput is the equivalent input 
voltage of all random noise which appears in the output of a receiver, and 
thus of all the noise which is passed by the frequency response of the 
receiver. This test is used in preference to the measurement of the noise 
level in milliwatts at some selected input since over a limited range it is 
not appreciably affected by changes in carrier input. 

It is calculated from the results of measurements, by means of the 
formula*. — 

Eo - mE. (E'„/E'.) - mE. 

where En = E.N.S.I. in microvolts, 

E. = Signal carrier input voltage, in microvolts, 

E'n rz Output voltage; noise only, 

E'. = Output voltage; signal only, 
m = Signal modulation factor, 

P'n = Output power; noise only, 
and = Output power; signal only. 

Two standard input voltages have been set down for the noise level 

test. 

For Receivers having an 

Absolute Sensitivity of: Test for E.N.S.I. at 

under 5/iV. S^V. 

under 60 mV. 50/iV. 

over 60/iV. Noise level test not 

necessary 

The tone control of the receiver should be set for maximum treble re- 
sponse, whilst the volume control should be set to avoid overloading the 
audio system. The input from the signal generator, modulated 30% at 
400 c/s. is fed into the receiver through the standard dummy antenna. 
The input should be set to one of the standard input voltages depending 
upon the absolute sensitivity of the receiver. The noise output only is 
measured by switching off the modulation. The 400 c/s. output may be 
measured alone by either a highly selective 400 c/s. filter in series with 
the output, or more simply by measuring noise and signal together. Signal 
output alone may be calculated by subtracting the noise output from the 
combined output. The output meter should have as small a wave form 
error as possible or alternately a correction can be used for the meter. 
The noise level in terms of E.N.S.I. may then readily be calculated from 
the formula already given. 

Oscillator Frequency Drift: 

This test should be carried out on all short wave bands, and in par- 
ticular on the high frequency end of the highest wave band covered. There 
are three principal factors which influence the oscillator frequency stability 
of a converter (whether pentagrid, triode hexode or heptode), namely 

1. Signal grid bias voltage variation. 

2. Oscillator anode voltage variation. 

3. Screen voltage variation. 

Of these the first is particularly important, for with A.V.C. this voltage is 
changed when the signal strength is changed. The second and third 
occur when the supply voltage fluctuates, or when the output voltage from 
the filter varies owing to fluctuating current drain. The latter effect is the 
cause of “flutter** on short waves, 

*For ready calculation the nomogram given in Chapter 40 may be used. 
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In order to carry 
out a direct test on 
the change of oscill- 
ator frequency with 
variation of signal 
grid bias it would 
be necessary to 
arrange for con- 
stant voltages to be 
applied to the oscil- 
lator anode and 
screen. This is 
often not convenient 
and a combined Figure 6: Arrangement of apparatus for measur- 

test may be carried i"fl oscillator frequency drift, 

out by operating the receiver in a normal fashion and varying the input 
from 10 fiY to 100,000 /iV, the oscillator frequency shift being measured at 
convenient intervals. Owing to the regulation of the power supply, as the 
A.V.C. operates so the current drain varies, thereby affecting the voltages 
applied to the other electrodes. This combined test may be carried out 
most easily by using two signal generators as shown in Fig. 6. 

Signal generator No. 1 supplies the variable signal voltage whilst 
signal generator No. 2, operating at Intermediate frequency, is fed into 
the I.F. amplifier through a very small condenser (C) to minimise loading 
effects. This produces a beat note in the loudspeaker. 

The frequency of Generator No. 2 is set to give zero beat with the 
signal frequency at 10 fiY. from Generator No. 1. The input is increased 
in convenient steps up to 100,000 microvolts and Generator No. 2 is ad- 
justed to zero beat at each point, the new intermediate frequency being 
caused by the change in oscillator frequency. Observations of the fre- 
quency shift are taken at each point and these results may be plotted as 
a curve on logarithmic paper. 

This test may be supplemented by a test of oscillator frequency 
stability with line voltage variation. The line voltage should be varied 
say 10%, on either side of the correct voltage, and the drift measured 
by the same method as in the previous test. In order to simplify the test 
the heaters should be operated from a source of fixed voltage. The re- 
sults may again be plotted as a curve on linear graph paper. 

Alternatively measurments may be made to indicate freedom from 
‘flutter” by operating the heater of the converter valve from a fixed volt- 
age source, but in all other respects following the procedure in the pre- 
ceding test. 

A.V.C. Characteristics: 

The A.V.C. Characteristic of a receiver should be checked at the cen- 
tral standard test frequency in each band covered by the receiver. The 
signal generator is modulated 30% at 400 c/s., the input being fed to the 
aerial terminal of the receiver through a standard dummy antenna. The 
volume control of the receiver is adjusted so that, with a signal of two 
volts applied to the aerial terminal, the output system is not overloaded. 
The overload point may, for the purpose of this test, be considered as one- 
half the maximum output. 

The input is varied from one microvolt to two volts in suitable steps 
and the output is observed at each of these points. These points should 
be taken at close intervals around the “knee” of the curve where the A.V.C. 
comes into operation, and also with inputs from 100,000 microvolts to 2 
volts where “modulation rise” is likely to take place. 

These results may be plotted as a curve on log.-Iinear paper, output 
in decibels to any convenient reference level being shown vertically on the 
linear scale and input horizontally on the log. scale. 
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A.V.C. Characteristic: Alternative Method. 

An alternative method due to M. G. Scrogrgie is described in detail In 
Chapter 19. In this method the volume control is set for maximum gain, 
the input signal increased until a pre-determined fraction of the maximum 
power output is reached, the volume control set back to reduce the output 
by a known amount (with due allowance in plotting the curve) and the 
process continued until complete. The curve, when drawn according to 
this method, will show the output power which would correspond to the 
input voltage at the maximum setting of the volume control if no overload- 
ing occurred in the audio system. 

Overall Distortion: 

In order to determine the harmonic distortion which appears in a 
receiver due to causes other than in the audio amplifier, an Overall Dis- 
tortion Test is employed. Of the causes of such distortion the A.V.C. 
system is the most likely, and the method of test is as follows: — 

A signal modulated 30% at 400 c/s. is fed into the receiver through 
the standard dummy antenna and is varied from one microvolt to two 
volts. The output is held constant at some convenient low level (say 
50 mW.) in order that the distortion due to the audio system, although 
present, may be a constant factor. 

The distortion measuring device which is most convenient for this test 
is a “Distortion Factor Meter.” This consists of a highly selective band 
pass filter, and measures total distortion at 400 c/s. This instrument is 
connected across the output load, which should be resistive for this tesU 
and the percentage distortion measured at each level of input. 

The results of this test may then be plotted on the same graph as the 
A.V.C. characteristic, thus giving a direct check on distortion due to the 
A.V.C. system used in the receiver. 

Fidelity: 

(a) Audio Frequency Response and Distortion. 

The frequency response of an amplifier or audio section of a receiver 
should be tested both with loudspeaker load and resistive load on the out- 
put stage. A beat frequency oscillator is fed into the Input or pick-up 
terminals, as the case may be, and the frequency varied from 30 c/s. to 
10,000 c/s., whilst the input voltage is kept constant. The input volt- 
age should be increased until, at the frequency giving maximum output, 
grid current just commences to flow in the power valve, or a predetermined 
output is reached. 

Some device for measuring distortion at any frequency is connected 
across the output load. A “Wave Analyser” is the most satisfactory in- 
strument for this work, giving fundamental and harmonic voltage com- 
ponents directly. If the fundamental is set to read 100 volts the har- 
monics will read directly as percentages, provided that the amplifier 
has a reasonably flat response. The results should then be plotted as a 
curve on logarithmic paper, frequency being plotted horizontally to a 
logarithmic scale and the output in decibels and the distortion as a per- 
centage plotted vertically to a linear scale. Maximum output is most 
conveniently considered as zero level (0 db) and the curve will then give 
directly the output in “db down” from maximum output at any frequency. 

By suitable adjustment of scales and their position on the graph it is 
possible to arrange the curves of harmonic distortion in the lower section, 
and the output curve in the upper section. There is no need to measure 
beyond the fifth harmonic except in special cases, and for most work if 
the distortion is low it is sufficient to measure second and third harmonic 
distortion only. 
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If a tone control is fitted to the apparatus under test, this should be 
in the position for maximum high frequency response. If necessary the 
test can be repeated with the tone control set in various positions. 

The test should be repeated in its entirety with a resistive load re- 
placing the loudspeaker used in the previous test and from the character- 
istics obtained, the effect of the variable load presented by the loudspeaker 
may be seen. 

(b) Audio Linearity and Distortion. 

The output of an audio frequency amplifier is not directly proportional 
to the input, owing to curvature of valve characteristics. From the fol- 
lowing test a curve may be drawn showing output and distortion against 
input voltage. 

The same set up of apparatus is used for this test as for audio fre- 
quency response, but the test need only be done with a loudspeaker load. 
The test frequency is 400 c/s. and the Input signal should be adjusted for 
maximum rated output. 

Both output and distortion are observed as the input is reduced in 
suitable steps to zero. The results are plotted as curves on linear graph 
paper, input horizontally and output and distortion percentages vertically 
to a suitable scale. The output should be in terms of voltage across the 
load to give the curve showing linearity. 

(c) Overall Frequency Response and Distortion. 

This test is carried out over the whole of the receiver, from aerial 
terminal to loudspeaker, to determine the fidelity of both audio frequency 
and R.F. sections of the receiver combined. From these results together 
with the audio section response curves the designer may see the effect of 
the I.F. amplifier, through side-band attenuation, on the high frequency 
response. 

The signal generator is externally modulated 30% from the beat fre- 
quency oscillator whose frequency range should be variable from 30 c/s. to 

10.000 c/s. A Wave Analyser is connected across the output load as for 
the audio response curve. The output load should consist of the loud- 
speaker and the test should be repeated using a resistive load. 

The standard input signal for this test is 5,000 {xY. 30% modulated, 
and the output is adjusted to maximum by means of the audio frequency 
volume control with a modulating frequency (generally from 400 c/s. to 

1.000 c/s.) which gives maximum gain throughout the receiver 

The input to the receiver is kept constant (both carrier level and 
modulation percentage) throughout the test and the frequency is varied 
in suitable steps from 30 c/s, to 10,000 c/s. At each frequency test point 
readings of output and distortion are taken. 

Results should be drawn out as curves in a similar manner to that 
used for the audio response curves. If a selectivity and/or tone control 
is fitted to the receiver this should be set in the high or treble position 
and the test repeated if necessary at other settings of these controls. 

Modulation Distortion: 

This test is carried out to determine the distortion produced in a 
receiver when the modulation percentage of a constant signal is varied 
from 10% to 100%. 

A 5,000 /iV, 1,000 Kc/s. signal modulated at 400 c/s. is fed to the 
aerial terminal through the standard dummy antenna. The output of the 
receiver is maintained constant, by means of the audio volume control, 
at some convenient low level (say 50 mW.) so that any distortion due 
to the audio system, although present, may be a constant factor. 

The modulation percentage should be varied from 10% to 100% In 
convenient steps and the distortion measured at each point. As with 
Overall Distortion measurements the “Distortion Factor Meter“ Is the 
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most convenient instrument for this test. The results may be drawn 
as a curve on linear graph paper. 

Hum: 

Hum is present to some degree in the output of any receiver whose 
power Is derived from A.C. mains. In the case of 50 c/s. mains, the hum 
present is mainly second harmonic (100 c/s.) produced during rectifica- 
tion, although the fundamental (50 c/s.) and higher harmonics are present 
in small proportions. Hum may be due to either or both of: — 

(i) Residual Hum which remains when only the audio frequency sec- 
tion of the receiver is in operation. 

(ii) Modulation Hum which is nroduced in the R.F. and I.F. stages of 
a receiver when a carrier is being received and which takes the 
form of spurious modulation of the carrier at hum frequency. 

(i) Residual Hum: 

Residual Hum is due to lack of sufficient filtering in the high tension 
supply or to stray coupling between grid leads and others carrying 50 c/s. 
and harmonic voltages. 

The volume control of the receiver is set to maximum, the tone control 
turned to the treble position and the last I.F. amplifier valve removed from 
its socket, this being done so that any hum picked up by the diode circuits 
may be included 

In the case where a 6B8‘G or 6G8-G valve is used as the last I.F. 
amplifier and detector it is not possible to remove it, but by disconnecting 
the screen supply voltage the effect will be the same. 

The hum may be measured by any suitable output meter of high im- 
pedance or by a cathode-ray oscillograph. The test should be carried out 
with both loudspeaker and resistive load. 

(Ii) Modulation Hum. 

A 1,000 Kc/s. signal modulated 30% at 400 c/s. is fed into the receiver 
at each of the four standard input voltages. The tone control, if fitted, is 
turned to the treble position, the volume control is adjusted to give ap- 
proximately the maximum undistorted output obtainable with the given 
signal, and the modulation is then switched off. The hum components are 
measured with the same apparatus as for the residual hum test. Hum 
modulation at each component frequency is given by the equation 

m = 30 Eh/E* 

where ra = hum modulation percentage, 

Eh = hum output voltage, 
and E, = signal output voltage. 

This test can only be carried out accurately if the modulation hum 
is considerably greater than the residual hum. If this is not the case, the 
test is relatively unimportant and may be neglected. 

In all hum measurements it is essential that an actual listening test 
be made of the receiver with the speaker intended to be used, mounted 
in the cabinet. 

References: 

**Standards on Radio Receivers, 1938," The Institute of Radio Engineers 
(U.S.A.). 

"R.M.A. Specification for Testing and Expressing the Overall Performance 
of Radio Receivers," I.E.E. (England), Vol. 81, p. 104 (1937), and 
reprinted in the Proceedings of the Wireless Section, Vol. 12, No. 36, 
p. 179, September (1937). 

"British Standard Specification for Testing and Expressing the Overall 
Performance of Radio Receivers" (in preparation at time of going to 
press). 



240 


CHAPTER 30 
Valve Testing 

Valve testing — shorts test — emission — service emission 
tester — plate and screen currents — gas — mutual conduct- 
ance-especial tests — ^microphony — noise — heater-cathode 
leakage — ^blue glow and fluorescence — Class B valves — 
frequency converters — diodes — vacuum rectifiers. 

Valve testing as carried out in the valve factory requires elaborate 
and expensive equipment which is unlikely to be available except in well 
equipped research laboratories. In most cases the valve user does not wish 
to duplicate these tests in their entirety, although specific tests may be 
required. 

A number of important tests will be outlined in this chapter so that 
valve users may satisfy themselves that their valves are satisfactory In 
certain respects. 

It will be realised that no single test or small number of simple tests 
can be regarded as comprehensive, and the reading of a valve checker or 
similar instrument can only be regarded as one of the many tests which 
may be applied. Consequently, it is not sufficient merely to test a valve 
for emission and short circuits in order to demonstrate that it is satis- 
factory. From the point of view of the user, the principal requirement is 
that the valve should operate satisfactorily in the position in which it is to 
be used. The most satisfactory test in radio service work is therefore 
the direct substitution of a new valve for the old. The difference in per- 
formance may be demonstrated by the use of a modulated oscillator and 
output meter. 


Shorts Tests 

It is very important that a test for short circuits should be made be- 
fore more delicate tests are applied to ilie valve. A Shorts Test is gene- 
rally required to be sufficiently sensitive to indicate a leakage resistance 
of 0.25 megohm. It is desirable to test a valve with about 110 volts applied 
between any pair of electrodes and to use a 110 volt neon lamp as an in- 
dicating device. For a complete test it is desirable to apply voltages be- 
tween all electrodes and the arrangement shown in Fig. 1 is recommended 
as very satisfactory. Care should be taken owing to the high voltages 
employed between certain electrodes, and the hand should not be allowed 
to touch the bulb during the time that the voltage is applied, owing to the 
risk of bulb breakage. It will be seen with this arrangement that short 
circuits between any pair out of eight electrodes are indicated. 

It is permissible to tap the valve gently with a pencil fitted with a 
rubber band, in order to make sure that no intermittent short circuits 
exist. Many types of battery valves, if tapped too severely, will show a 
flicker through the filament approaching the grid owing to excessive 
vibration. This is not a fault in the valve and is only to be expected 
under severe treatment. 
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With most valve types, lamp No. 1 (Fig. 1) will Indicate filament or 
heater continuity; with a few types having unusual pin connections, some 
other lamp may correspond to the filament or heather. Condensers (0.01 
AtF.) are shunted across all neon lamps to avoid slight glow due to the 
capacitance of the wiring, etc. 

A simpler test to construct, although slower to operate, is one employ- 
ing a single 110 volt transformer winding and single neon lamp. These 
are connected in turn to each of the possible combinations of pairs of elec- 
trodes, either by means of a switch or flexible leads. 



Hot cathode shorts tests are sometimes used. In one possible arrange- 
ment a heavy negative D.C. bias voltage is applied to the control grid so 
that no thermionic current flows. An alternative arrangement uses neon 
lamps which have two similar electrodes, one only glowing on D.C., but 
both glowing on A.C. Any valve electrode drawing thermionic current 
will result in a glow on one side only of the neon lamp; a short circuit, 
however, will cause both sides of the neon lamp to glow. The usefulness 
of this test is limited by the fact that certain valve electrodes (e.g., sup- 
pressor grids) do not draw sufficient thermionic current to result in neon 
glow. 


Emission 

Emission testing is important, but its importance is inclined to be over- 
rated. There is no such standard as *‘100% emission,” but every Radiotron 
valve leaving the valve factory has been tested to ensure that it reaches 
a certain minimum emission under specified operating conditions. Any 
valve having emission above this limit is satisfactory, but no appreciable 
difference in performance can be observed between valves having emission 
greater than this limit. Readings on valve testers showing “100% emis- 
sion” are therefore misleading. It is preferable for the scale to be marked 
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“Good,” “Doubtful” and “Bad” without any further distinction. The 
centre of the “Doubtful” section should correspond with the end of life 
point as discussed in the section on mutual conductance. Slight structural 
changes which exist between valves of different makes may show a differ- 
ence of indicated emission up to 26% without there being any increase 
whatever in true emission. A further factor to be considered in inter- 
preting the readings is that the emission does not decrease steadily through- 
out the life of a valve, but it frequently happens that a valve shows greater 
emission after some hours of life than It does when new. The difficulties 
which have been brought forward are sufficient to explain why emission 
tests alone are somewhat inconclusive, and why mutual conductance test- 
ing is to be preferred for determination of the “end of life” point. Emis- 
sion tests do, however, provide valuable data which may be used in con- 
junction with other tests. 

Service Emission Tester 


The circuit diagram of an emission tester for service use is shown In 
Fig. 2. In this emission tester valves are operated at the rated filament 
voltage and a fixed A.C. plate voltage of 30 volts RMS is applied between 
the cathode and all other electrodes tied together. A series resistor is 
placed in circuit, having the value of: — 


A. 200 ohms for all 

types other than pgooo 0 9*1^9 9 9*^ 

diodes, or bat- I LXJU T I I I I I.j , 

tery valves hav- T 

ing limited emis- | 

Sion, but includ- aooijjSAX) 

ing power recti- 

B. 1,000 ohms for ^ 

battery valves Jtitl Qc. 

having limited l 

emission. "rn. j volts plate volts T 

C. 5,000 ohms for 

diodes exclusive 

of power recti- ^ 

240 V 

It will be seen that O' ■ -4 - 

three Instruments* are 

required; a multi-range Figure 2. 

A.C. filament voltmeter, a 40 volt A.C. plate voltmeter and a D.C. indicat- 
ing milliammeter. The voltmeter should be set to the rated filament volt- 
age, the plate meter to read 30 volts RMS, and the milliammeter used to 
indicate the emission. In certain circumstances it might be possible to 
omit the filament voltmeter provided that multiple tappings were arranged 
on the filament winding and sufficiently good regulation provided for the 
voltage to read correctly under all conditions of loading in either the fila- 
ment or plate circuit. If the filament voltmeter is omitted, the plate 
voltmeter may be used as an Indicating device, and a single rheostat and 
transformer would then be used. 


This instrument is intended to read only a single value, namely, the 
“end-oMife point.” The readings of emission on new valves have no direct 
significance provided that they are above this limit and the instrument 
should not be used indiscriminately for indicating the advantages of one 
valve over another. This emission tester does not indicate any faults 
in the valve other than loss of emission, and it is quite possible for a valve 
to be at fault in some particular and yet show a satisfactoiy reading for 

* Alternatively a single multi-purpose Instrument may be used, with suitable 
switching. 
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emission. If a valve is suspected of being faulty and yet shows good 
emission, it should be checked for the points outlined elsewhere in this 
chapter. 


In order to calibrate this instrument it is necessary for valves to be 
checked for “end-oMife” by an accurate mutual conductance test for ordi* 
nary valves, or in the case of Class B amplifiers a power output test, while 
a rectifier test should be used for rectifiers and diodes. As a general rule 
the end>oMife point will be for 


Power amplifiers: 
Voltage amplifiers: 
Converters: 

Diodes: 

Vacuum rectifiers: 
Gas-filled rectifiers: 


70% of rated mutual conductance. 

70% of rated mutual conductance. 

60% • of rated oscillator mutual conductance. 
20% drop in rated diode rectification current. 
20% drop in rated operating current. 

25 volts D.C. drop at 70 deg. F. 


milliammCTER 



Figure 3. Figure 4. 

Testing For Plate And Screen Currents 


One of the most important tests for a valve is the measurement of 
plate and screen currents under typical operating conditions of filament 
(or heater), grid, screen and plate voltages. It is essential to employ 
either separate voltmeters or a single voltmeter with a switching device, 
so that the voltages of all electrodes may be measured under working 
conditions. 


Testing For Gas 

Gas current and other forms of negative grid current may be measured 
by means of a microammeter connected In the giid circuit with the valve 
under normal operating conditions (Fig. 3). The gas current in a small 
valve should not be greater than 1 fiA„ wliile in the case of power valves 
it should not be greater than 2 to 5 ^A. for most types, and 10 to 15 /lA, 
for type 50. An alternative method of Uieasuring gas is shown in Fig. 4 
in which a resistance of 1 megohm in the grid circuit is intermittently 
short-circuited. Any gas current in the grid circuit will shovr up as a 
change of plate current as the switch is moved, the gas current in micro- 
amperes being approximately equal to the change of plate current in milli- 
amperes divided by the mutual conductance of the valve in mA/V. This 
may also be shown as 


Igas — (Ipi--Ip2) . (1000/g,„) 

(provided that the grid resistor is 1 megohm) 
where 1 g.. is measured in iiA. 

Ipi and Ips are measured in mA. 
gm is measured in micromhos . 


•The drop In oscillator mutual conductance which may 
stops oscillating depends upon many factors, including 
sign of colls, frequency coverage, etc. 


occur before the* valve 
the type of circuit, de- 
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Mutual Conductance 
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One of the most important tests which can be made on a valve in 
order to determine whether it is capable of satisfactory operation is that 
for Mutual Conductance. A test of this kind is usually far more compre> 
hensive than one for emission, although each serves a useful purpose and 
both tests are desirable. The reading of Mutual Conductance may be ob- 
tained under normal working conditions, and is therefore quite definite and 
free from ambiguity. 

Mutual Conductance is the valve characteristic which determines stage 
amplification and power output in receiver operation. A certain minimum 
of eni^ission is necessary in any valve to give normal performance. Emis- 
sion currents above this value do not materially improve the performance, 
and the mutual conductance remains nearly constant. Similarly, the 
emission of a valve must fall to this minimum value, before the valve per- 
formance begins to be impaired. Below this value, falling emission indi- 
cates decreasing performance. For this reason, in an emission lest, the 
fact that the emission exceeds the minimum emission is more important 
than the actual value of emission, while in a mutual conductance test the 
result obtained is a direct indication of valve performance as it would be 
in a receiver. 

Mutual Conductance (also known as Transconductance) is the relation- 
ship between the signal voltage and the plate current for zero load re- 
sistance, and is measured in micromhos (microamperes per volt) or mil- 
limhos (milliamperes per volt). It is actually the slope of the plate cur- 
rent — grid voltage characteristic of the valve. 


There are two common methods of testing for mutual conductance, 
the static (or “grid shift method”) and the dynamic method The static 
test may be carried out without any special instruments beyond those usu- 
ally employed for measuring electrode voltages and plate current. The 
filament or heater should be operated at the rated voltage, this being mea- 
sured at the valve pins in order to eliminate errors due to voltage drop in 
the wiring. In the case of triodes the plate voltage is critical while with 
pentodes the screen voltage is critical. 

The plate voltage of a 
tetrode or pentode valve is less 
critical than the screen voltage. 

The control grid voltage is par- 
ticularly critical and every 
effort should be made towards 
the highest accuracy. 


The static test (Fig. 6) is ac- 
complished by taking a reading 
of plate current with a grid bias 
say 0.5 volt less than the rated 
bias, followed immediately by 
a reading of plate current with 
a bias 0.5 volt greater than the 
rated bias. By this means a 
“grid shift” of 1 volt is pro- 
duced, and the difference be- 
tween the plate current read- 
ings is equal to the mutual conductance. For example, if the readings of 
plate current are 6.5 and 5.0 mA. respectively, the difference is 1.5 mA. and 
the slope is 1.5 mA. per volt or 1,500 micromhos. 
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It Is important to choose the two bias voltages so that they are situated 
equidistant on each side of the rated bias voltage since otherwise the in* 
evitable curvature of the characteristic will introduce error. The change 
in voltage may be accomplished by means of a steady voltage supply to- 
gether with a second supply which is adjusted to give a voltage of 1.0 volt 
which is switched in or out of circuit as desired. This arrangement re- 
quires two separate voltmeters for accurate measurements, and a simpler 
although slightly less accurate arrangement would be to adjust the voltage 

This static test does not en- 
able very rapid tests to be 
made since the plate and screen 
voltage controls need resetting 
for each reading, owing to the 
varying drain on the voltage 
dividers. 

The dynamic test (Fig. 6) is 
preferable since the valve is 
tested under conditions more 
nearly those of actual opera- 
tion. It will be seen that a 
signal input of 1.0 volt R.M.S. 
is applied to the grid, and the 
alternating component of plate 
current is read by means of a 
dynamometer-type of milliam- 
meter. With this arrangement 
the mutual conductance in micromhos is equal to 1,000 times the A.C. plate 
current in milliamperes. That is to say that a reading of 2.0 mA. (A.C.) 
represents a mutual conductance of 2,000 micromhos. With this test it is 
essential for the plate and screen circuits to be of low resistance in order 
to avoid ei’rors. The dynamometer type milliammeter may, if desired, be 
replaced by an audio frequency choke of low D.C. resistance, across which 
is connected a large blocking condenser and a rectifier type milliammeter. 
The accuracy of this arrangement is less than that with the dynamometer 
instrument, and it is usually necessary to calibrate it from a move accurate 
instrument. It does, however, make a very valuable comparative test. 

Valves are usually capable of operating satisfactorily until the mutual 
conductance falls to 70^/o of the rated value for voltage or power amplifier 
valves. 


divider to the two voltages in succession. 



Special Tests 

Tests may also be made for amplification factor, mutual conductance 
at points approaching cut-off, plate resistance and transconductance be- 
tween any two electrodes by means of more elaborate testing equipment 
such as is described in text books on laboratory testing. 


Testing For Microphony 

(Acoustic Feedback) 

The most satisfactory way of testing a valve which is suspected of 
being microphonic is in an actual chassis or amplifier similar to one in 
which it is intended to be used. The method of socket mounting and the 
position of the valve, in relation to the loudspeaker, are very important. 
A cabinet, particularly a small table cabinet, exercises a pronounced effect, 
and valves should therefore be tested under ordinary working conditions. 
It is frequently found that a valve w^hich appears to be microphonic under 
certain special conditions is satisfactory in many other chassis, the effect 
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often being that a valve is most sensitive to microphonics at a particular 
frequency, and this frequency may be very strongly accentuated at the 
particular point where the valve is placed. 


Testing For Noise 

Noise should be distinguished from microphony and the term should 
only be used to describe the output from the loudspeaker which exists when 
no acoustic feedback occurs. It is best observed when the loudspeaker is 
placed at some considerable distance from the valve under examination. 
Noise generally appears as a hissing or crackling sound which may be due 
to any one of a great number of causes. Among these causes are bad 
contact in the socket, and moisture or leakage across the socket or valve 
base. These causes should be eliminated before the valve can be claimed 
as being noisy. 


Testing For Heater-Cathode Leakage 

When a voltage is applied between heater and cathode of an indirectly 
heated valve there may be current flow due to 

(a) emission from cathode to heater, 

(b) emission from heater to cathode, or 

(c) leakage. 

If the current changes when the applied voltage is reversed in polarity, it 
is evident that at least part of the current is due to either (a) or (b) or a 
combination of the two. Pure leakage current is not affected by the 
polarity of the applied voltage, but is comparatively rare. Complete 
breakdown of the insulation may occur due to chipped coating of the heater, 
even though there may have been no leakage current up to the time of 
breakdown. 

Emission between heater and cathode may cause hum in high gain 
amplifiers (see Chapter 24), but is usually not detrimental in a radio re- 
ceiver. For most radio service work it is sufficient to test only for com- 
plete breakdown. 


Blue Glow And Fluorescence 

Blue or blue-violet glow in a valve under operating conditions may 
exist between the cathode and the plate due to ionisation of gas. Its 
presence indicates that a certain amount of gas exists in the valve but due 
to the heavy current used in large power valves a slight amount of glow 
may be observed, even with the valve within its rated limits of gas current. 
Vacuum rectifiers may have a considerable amount of glow before any 
damage occurs In the valve. 

Fluorescence is- to be distinguished from blue glow since it has no 
harmful effect whatever and is rather an indication of a good vacuum. It 
may be observed as an extremely thin layer of colour existing at a small 
distance from the glass bulb, plate or other parts inside the valve. It is 
commonly seen on the bulb and frequently fluctuates with the signal. 
Fluorescence is caused through electron bombardment of the glass or other 
portions of the structure. The black coating inside the bulbs of many 
types of valves reduces the tendency towards fluorescence as well as the 
secondary emission from the bulb. 
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Testing Class B Power Valves For Output 

Since a Class B Power Valve cannot conveniently be tested for mutual 
conductance, a power output test is desirable as an indication of satisfactory 

such a valve separately for each 
triode unit, and therefore the plate 
load should be one quarter the re- 
commended load from plate to 
plate. In order to simulate the 
conditions obtaining with a driver 
valve and transformer, .a resist- 
ance is Inserted in scries with the 
grid, and a 50 c/s A.C. voltage is 
then applied to the grid circuit. 
The conditions of operation of cer- 
tain types are given in the table 
below, and the circuit diagram is 
shown in Fig. 7. 

The approximate formula for 
power output for one unit only, on the assumption that the standing plate 
current is very small compared with that at full output, is 

Power Output «= 2.47 Idc^ Rl 

where = Average (DC) current for one plate at full output 
and Rl = Load resistance for one plate 


performance. It is preferable to test 



Type 

Ef 

Volts 

Eb 

Volts 

Ec, 

Volts 

Erio 

a.c.rms 

Volts 

Rg 

Ohms 

Rl 

Ohms 

Bogie* 

P.O. 

Watts 

End 

Point 

P.O. 

Watts 

6A6 ^ 

6N7 y 
6N7-G J 

53 

6.3 ’ 

2.5 J 

^ 295 

~5 

35 

500 

2500 

5.4 

2.8 

19 ) 

1J6-G ^ 

2.0 

135 

—5 

30 

1500 

2500 

1.1 

0.6 

79 

6.3 

250 

—2 

35 

500 

2500 

4.65 

2.4 

1G6-G(T) 

1.4 

90 

0 

20 

500 

3000 

0.36 

0.24 

6Z7.G 

6.3 

180 

—2 

25 

250 

3000 

2.1 

1.1 

6AC5-G 

6.3 

250 

0 

35 

500 

2350 

5.0 

2.8 

The unit 

not under test should 

be tied 

to the 

cathode 



Testing Frequency Converters 

In addition to the usual static tests, a Frequency Converter valve Is 
generally tested in the valve factory for conversion conductance, together 
with an oscillator test which may take the form of a mutual conductance 
test or of a dynamic oscillating test. Any falling-off in performance during 
life will affect the emission, the conversion conductance and the oscillator 


*The '*bogle’' is the result which should be obtained from a normal new valve. 
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mutual conductance. It is therefore generally sufficient as an indication 
of “end of life” to take one of these, and the one most generally satisfactory 
is the oscillator mutual conductance. 

The permissible “end of life” point will vary with the application and 
the conditions of operation. It frequently happens that a valve which fails 
to operate over the whole of an extended short-wave band will operate 
quite satisfactorily in another receiver or on the broadcast band. These 
differences are due to the design of the receiver and not to the valve. The 
most satisfactory test for radio service work is therefore operation in the 
receiver concerned, 



When it is necessary to conduct a test apart from the receiver it is 
most satisfactory to test for oscillator mutual conductance under the 
conditions specified in the table following, with the circuit shown in Fig. 8. 


OSC. MUTUAL 





Osciil. 

Osciil. 


Signal 

COND. 

Valve 

Fil. 

Plate 

Grid 

Anode 

Screen 

Grid 

Normal 

End ( 

Type 

Volts 

Volts 

Volts 

Volts 

Volts 

Volts 


Life 

1A6 1 

1D7-G \ 

2.0 

180 

0 

135 

67.5 

—3 

575 

330 

1A7-G(T) 

1.4 

90 

0 

90 

45 

0 

600 

360 

1C6 I 

1C7~G J 

2.0 

180 

0 

135 

67.5 

—3 

1050 

600 

2A7 

2.5 "1 








6A7 

6.3 y 

180 

0 

180 

55 

—0.5 

1150 

750 

6A8(G) 

6.3 J 








6D8-G 

6.3 

135 

0 

135 

67.5 

—3 

1500 

900 

6J8-G 

6.3 

180 

0 

100 

55 

—0.5 

1600 

960 

6K8(G) 

6.3 

180 

0 

100 

55 

—0.5 

3000 

1900 

6SA7 

6.3 

100 

0 

— 

100 

0 

4500 

2700 


In filament types all voltages are with respect to the negative fila- 
ment terminal. In metal types the shell pin should be connected 
to the cathode. 
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Diode Testing 

Diodes may be tested for diode rectification current by operating them 
at normal heater (or filament) voltage with a diode load resistance of suit- 
able value, suitably shunted by a capacitance. Each diode should be tested 
separately in accordance with the following table, which is for 50 c/s supply. 


RECTIFIED 

Load Capacit- CURRENT 

Resistance ance Applied (microamperes) 
Valve Type (megohm) fiF. Volts Normal End of Life 


A.C. duo-diode am- 


plifier valves . . 

0.25 

2 

50 

240 

200 

Directly-heated duo- 
diode amplifier 

battery valves . 

0.25 

2 

50 

( 240 

1 235* 

200 

195* 

6H6(G) 

0.034 

2 

125 

4,500 

3,600 


•These values apply to the diode situated near the end of the 
filament remote from the load resistance. 


Vacuum Rectifier Testing 

Vacuum rectifiers may be tested as full wave (or half wave) rectifiers 
under noimal operating conditions with full load current, and the voltage 
across the load may be compared with the published curves for the type. 

Alternatively if greater accuracy is required, they may be tested as 
half-wave rectifiers in a similar manner to Diodes, except that the load 
resistance, capacitance, A.C. voltage and rectified currents will be as given 
in the following table. 


Eac 


Type 

Ef 

RMS 

c 

Rl 

RECTIFIED CURRENT 

Volts 

Volts 


Ohms 

Normal 

End of life 

5W4 

5 

400 

12 

6800 

63mA 

50mA 

5Z3 

5X4-G 

5U4-G 


550 

6 

3550 

141 

113 

5Z4 

5 

500 

4 

9000 

66 

53 

6X5(G) 

6.3 

400 

12 

12000 

41 

33 

12Z3 

12.6 

300 

16 

5600 

66 

53 

25Z5 ) 

25Z6(G) \ 

25 

250 

16 

4000 

71 

57 

IV 

63 

400 

8 

8100 

60 

48 

80 ^ 

5Y3-G 
5Y4-G J 


550 

4 

8000 

72 

58 

81 

7.5 

1100 

4 

12000 

98 

78 

S3V ) 

6V4-G j 

^ 5 

450 

5 

4200 

113 

90 

84 

6.3 

400 

8 

15000 

32 

26 
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CHAPTER 31 
Valve Voltmeters 

Valve voltmeters — ^loading effect — probe construction for 
high frequencies — acorn diode type — R.M.S. reading volt- 
meters — Mean-reading voltmeters — Peak-reading volt- 
meters — A.C. operated linear reflex peak voltmeter — Bat- 
tery operated valve voltmeter. 

Valve Voltmeters 

Owing to its relatively high input impedance, the valve voltmeter pro- 
vides a convenient method for the accurate measurement, across high 
impedance sources, of both D.C. voltages and A.C. voltages up to very 
high radio frequencies. The input impedance is a complex function of the 
frequency of the applied voltage, having resistive and reactive components, 
which are due principally to the electron transit-time and input capacitance 
respectively of the valve employed. 

The resistive component imposes a loading effect* on the source of 
voltage and is inversely proportional to the squares of the frequency of the 
applied voltage and the electron transit time, so that, at high radio fre- 
quencies the voltmeter input resistance decreases to a small fraction of its 
value at low frequencies, at which it may be considered infinite. The re- 
duction of the resistive component due to transit-time effects is a function 
of the total space current and may be very much reduced by arranging for 
the mean space current to be small. 

The reactive component, due to the input capacitance, is inversely 
proportional to the frequency of the applied voltage, and although it de- 
creases to a low value at high frequencies, being a quadrature component 
the mean energy absorbed from the source is zero. The main effect of 
the reactive component is to produce detuning of the source when the 
latter consists of a tuned circuit. In general, however, such circuits can 
usually be retuned and the effect of the reactive component thereby 
eliminated. 

The loading effect of a valve voltmeter on a source may be determined 
by connecting a second instrument of similar type and range in parallel 
across the source. The reading of the second voltmeter is observed and 
the first then removed. The change of indication of the second instru- 
ment is then a measure of the loading effect of the first on the source. 

From the preceding consideration, it will be seen that considerable 
care must be exercised that the valve voltmeter is not used to measure 
voltages having frequencies which are sufficiently high for the loading 
effect of the voltmeter on the source to become appreciable. For this 
reason, standard type receiving valves, owing to their relatively high elec- 
tron transit-times and input capacitances, resulting from the conventional 


•The loading effect due to dielectric hysteresis is neglected in this treatment as 
being small compared with the transit-time effect. 
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electrode spacing and structures employed, are, In general, suitable for 
use in valve voltmeters only at relatively low freQuencies not exceeding 
about 1.5 Mc/s. At higher frequencies, the loading effect of the resistive 
component across high impedance circuits becomes serious. In the case 
of type 6J7-G, the input resistance at 10 Mc/s. is approximately 150,000 
ohms, while at 80 Mc/s it is reduced to 20,000 ohms. These values are 
comparable with values of dynamic impedance of tuned circuits 
which are attainable at these frequencies. Where the loading 
effects are permissible, however, suitable standard receiving type 
valves (e.g., type 6B6-G) may be used up to frequencies of approximately 
20 Mc/s. without serious calibration errors. 

For the measurement of voltages having frequencies above 1.5 Mc/s. 
and up to and above 30 Mc/s. without introducing appreciable loading 
it is necessary to employ valves of the “Acorn*' type with a special “probe” 
construction, as shown in Fig. 3, to reduce lead impedance by allowing 
direct connection to be made from the voltage source to the grid lead 
of the valve. The loading effect of the grid resistor may be made negligible 
either by omitting it and the coupling condenser altogether when there 
is a conducting path for the bias through the source and there is no super- 
imposed D.C. voltage on the A.C. voltage to be measured, or by making its 
value sufficiently high, e.g 5 to 10 megohms. In this latter connection, how- 
ever, it should be noted that the resistance of 5 to 10 megohm resistors, 
as measured under D.C. conditions, may fall to several thousand ohms at 
frequencies above 10 Mc/s, unless of a type specially designed for opera- 
tion at very high radio frequencies. In order to reduce this effect, as well 
as to reduce the self-capacitance effect, it is preferable to use several 
smaller resistors of low self capacitance connected in series. 

A wider range of operation up to and above 100 Mc/s may be obtained 
by the use of the “Acorn” type diode-rectifler with its lower input capaci- 
tance and transit-time, but although a high rectification efficiency and high 
average impedance may bo obtained using a diode load of the order of 50 
megohms, the application of this type of voltmeter is somewhat limited 
due to its very low input impedance during the peak of the positive half 
cycle of applied voltage and also the dependence of its reading on the 
impedance of the source, which results in a reduction of the applied volt- 
age at the terminals of the voltmeter. 

The type of voltmeter to be used in any particular case depends on 
the wave-form of the voltage, on the value required (i.e. R.M.S., Mean or 
Peak), the frequency of the voltage and the impedance across which the 
voltage is to be measured. 

All A.C. voltmeters are essentially rectifiers, employing either diode, 
grid circuit or plate circuit rectification and may be grouped according 
to the value of the wave form of an applied voltage to which their read- 
ings are proportional, namely R.M.S., Mean or Peak values. A brief des- 
cription is given in the following of the more important characteristics of 
some of these types, but for circuit arrangements and a detailed discussion 
reference should be made to the various papers listed in the bibliography 
at the end of this chapter 


R.M.S.-Reading Voltmeters. 

The response of this type of voltmeter is proportional to the R.M.S. 
value of applied voltage and is obtained by employing a rectifier having 
a square law relation between applied input voltage and mean rectified 
current. Such voltmeters may therefore be used to measure R.M.S. values 
of voltages irrespective of wave form. The scale may be cal ibra ted to read 
R.M.S. values of applied voltages, from which, peak an^ jAiiiik^lues of 
•Inoldal voltages may then be obtained by multiplying tjji Scall- <lQ9|lt>;At1on 
by 1.414 and 0.9 respectively. 
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A characteristic, which is closely square law for a limited range of 
applied voltage (usually not exceeding about 1 volt peak) may be obtained 
by operating a triode or pentode valve as an anode bend (plate circuit) 
rectifier, at a point, on the lower curved portion of its mutual characteristic, 
for which plate current flows over the full cycle of applied voltage and the 
relation between grid voltage and transconductance is linear over the work- 
ing range. To ensure that the negative peak of applied voltage does not 
approach too closely the cut-off bias for the valve, the static plate current 
must be slightly greater than twice the increment of plate current required 
to produce full scale deflection of the indicating meter. When operation 
commences from cut-off and the indication is dependent only on the positive 
half cycle of applied voltage, a square law characteristic cannot usually 
be obtained with existing valve types, owing to the non-linearity which 
occurs in the grid voltage-transconductance characteristic as cut-off is 
approached. 

In order to obtain the true R.M.S value of a voltage having a non- 
symmetrical wave form, full wave rectification is usually necessary, since 
the response of a square law rectifier is generally not equally dependent on 
both halves of the cycle of ihe applied voltage. 

Values of applied voltage higher than one volt peak may be measured 
without departure from the square law characteristic, by using a voltage 
divider across the source of voltage and applying a known small fraction 
of the total voltage to the voltmeter terminals. Constant voltage division 
for both D.C. and high frequency A.C. voltages may be obtained by shunt- 
ing each of the resistive sections of the voltage divider, by a capacitance 
of such a value that the time constants (C.R) of the two parallel circuits 
so formed, are equal 

The calibration of this type of voltmeter is essentially dependent upon 
the maintenance of the square law characteristic and frequent recalibration 
is usually necessary. The ranges available aie also usually restricted, 
since it may not always be convenient or desirable to use a voltage divider 
to provide higher ranges, particularly in the measurement of voltages of 
high radio frequencies. Since grid current does not flow over any portion 
of the cycle of the applied voltage the input impedance is very high, sub- 
ject, however, to the limitations referi*ed to in the previous section. 

Valve voltmeters employing diode and grid circuit r'^ctification ai'e also 
approximately R M.S. reading for low values of applied voltage, but have 
the serious disadvantage of a low value of input resistance 

Mean-Reading Voltmeters. 

In this type of voltmeter, a response pi-oportionaJ to the mean value 
of the applied voltage is obtained by employing a rectifier having a linear 
relation between applied input voltage and mean rectified current. The 
latter is proportional to the mean value of the positive excursions of ap- 
plied voltage and the voltmeter reading is dependent on wave foi'm. The 
voltmeter may be calibrated to read R.M.S. values of sinoidal voltages 
directly, from which the mean values of applied voltages of any wave form 
may then be obtained by multiplying the R.M.S sinoidal calibration by the 
factor 0.9. 

The rectifier employed may be either a simple diode rectifier without 
the usual shunt condenser, or a biased triode or pentode anode-bend rec- 
tifier operated from approximately cut-off over the linear portion of their 
respective characteristics. Owing to the non-linearity, which occurs at low 
voltage levels, a sub.stantially linear response is obtained only for relatively 
large values of applied voltage. The linearity may be considerably improved 
by the use of a high diode load resistance in the case of the diode rectifier, 
and a high plate resistance and negative feedback in the case of the anode 
bend rectifier. The greatest degree of linearity in the characteristic of the 
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latter is usually obtained when all the loading resistance is placed in the 
cathode circuit, since the maximum amount of feedback is then obtained. 

Stray capacitances of wiring, the valve and circuit components set 
a low limit to the maximum frequency at which this type of voltmeter re- 
mains mean reading. At higher frequencies the response tends to be peak 
reading. 

Peak-Reading Voltmeters. 

This type of voltmeter has a response which is proportional to the 
peak value of the applied voltage and is hence independent of wave-form 
when calibrated in peak volts. Peak reading voltmeters may be calibrated 
to read R.M.S. values for sinoidat voltages, which then correspond to 0.707 
of the peak value of voltages having complex wave forms. Such voltmeters 
include the diode, grid leak, reflex and slide-back type peak voltmeters. 

The Diode Peak Voltmeter provides one of the most convenient and 
accurate methods of measuring peak voltages, especially at high radio 
frequencies. It consists of a conventional diode rectifier, having a capaci- 
tance of such a value, shunted across the load resistance, that the time 
constant of the circuit is large compared with the period of the applied 
voltage. Indication is exponential at low values of applied voltage, but is 
linear for voltages above about 10 volts R.M.S. 

While a high rectification efficiency and high average input impedence 
may be obtained by using a very high value of load resistance, as stated 
previously, the indication of this type of voltmeter is dependent on the im- 
pedance of the voltage source, owing to the very low value to which the 
input impedanco falls and the flow of current through the source during 
the positive half cycle of applied voltage. 

When the rectified current through the load resistance is too small 
to be measured conveniently by means of a D.C. microammeter, the volt- 
age developed across the load resistance may be applied to the grid of a 
D.C. amplifier. Under these conditions, the load resistance is usually con- 
nected across the diode and the input voltage applied to the plate of the 
latter through a condenser of negligible reactance at the frequency of 
operation. 

The Grid Leak Peak Voltmeter consists of a grid circuit rectifier em- 
ploying either a triode or pentode valve. Rectification takes place between 
grid and cathode in a similar manner to diode rectification, and grid cur- 
rent flows over the positive half cycle of the applied voltage. The input 
resistance, while substantially the same as that of the peak reading diode 
voltmeter, is considerably below that of the anode bend type. The scale 
is substantially linear and the response peak reading for all but low values 
of applied voltage, for which it is approximately square law. This type of 
voltmeter, although somewhat unstable with regard to calibration, is 
useful for measurements of voltages less than one volt providing, however, 
that the loading effect of its input circuit is permissible. 

The Reflex Peak Voltmeter consists essentially of a self-biased anode 
bend rectifier, employing either a triode or pentode valve operated approx- 
imately from cut-off over the linear portion of the mutual characteristic. 
A response, which is substantially peak reading for all but low values of 
applied voltage, is obtained by shunting a cathode resistor, the negative 
voltage developed across which is used to bias the valve to cut-off, by a 
capacitance of such a value that plate current flows only at the positive 
peaks of applied voltage. The indications of this type of voltmeter are 
dependent on wave form. However, since the scale can be made sub- 
stantially linear for all but very low values of applied voltages by the use 
of degeneration and the sensitivity independent of reasonably large varia- 
tions in supply voltage, this is usually not considered a great disadvantage, 
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as the wave form of most of the voltages used in practice is sinoidal. In 
addition, since grid current does not flow over any portion of the cycle of 
the applied voltage, this type of voltmeter possesses the important advan- 
tage of a very high input Impedance, subject, however, to the limitations 
previously stated. 

Both the reflex and diode types give indications which approach more 
closely to peak reading as the rectiflcation efficiency is made higher. Thus, 
when the rectification efficiency is 90 per cent, indication is a function of 
all the top section of the positive half cycle of applied voltage which ex- 
ceeds 90 per cent, of the peak value This may be a large fraction of 
the period of the whole cycle. For voltages of complex wave form, both 
diode and reflex types have similar errors at equal rectification efficiencies. 

The Slide Back Type Voltmeter consists essentially of a threshold indi- 
cator, which is used to enable a D.C. voltage, the value of which is indicated 
on a D.C. voltmeter, to be made equal to the peak value of the applied 
voltage. A triode or pentode valve is operated at a very low value of 
plate current and the bias read on a D.C. voltmeter. The voltage to be 
measured is then applied to the grid in series with the grid bias and the 
latter is increased until the plate current is reduced to its initial value. 
The peak value of the applied voltage is then equal to the increase of grid 
bias, as indicated on the D.C. voltmeter, by subtracting the initial from 
the final reading. 

This type of voltmeter i.s true peak reading and due to the method 
of operation is self-calibrating It has also a very high input impedance 
and is completely independent of variations in operating voltages and valve 
characteristics It also possesses the important advantage, that a wide 
range of applied voltage may be measured simply by increasing the slide- 
back voltage. Owing to the adjustment of the latter which is required, 
however, the application of this type of voltmeter is restricted to the mea- 
surement of steady voltages. 

At the present stage of development, the “linear” reflex •''"k volt- 
meter employing an “Acorn” type triode, such as the triode-conn*' *ed 954. 
with a flexible probe connection appears to be the most general!’ satisfac- 
tory type of valve voltmeter for general use, since by suitable design Its 
frequency error and loading effect due to input impedance can be made 
small up to 50 Mc/s Its application is, however, restr cted to use with 
voltages of sinoidal wave form, so that for voltages of complex wave form 
a true peak reading voltmeter, such as the diode peak reading type, must 
be used. The use of the latter type, however, is restricted by the source 
impedance as previously described. 

The valve voltmeters described in the following sections are typical 
of the peak reading types, and for the reasons previously given employ 
“Acorn” type valves. 

A.C. Operated Linear Reflex Peak Voltmeter. 

The circuit arrangement of a linear reflex* peak reading A.C. volt- 
meter of high input impedance, which has been designed for A.C. operation 
with either type 6J7-G or the “Acorn” type 954, depending upon the fre- 
quency range required, is shown in Fig. 1, For operation up to low radio 
frequencies type 6J7-G may be used, but where the voltmeter is intended 
for use across high impedance tuned circuits at frequencies up to and above 
10 Mc/s, and in cases where the input capacitance must be kept small, the 
latter type is unsuitable and the type 954 should be employed. Both types 
are used as triodes with the suppressor connected to the cathode. D.C. 
voltages may also be measured by omitting the coupling condenser shown, 
but require a separate calibration. 

The scale of the voltmeter is substantially linear on all but the lowest 
ranges and the response is closely peak reading for applied voltages above 


Reflex used in this connection indicates the application of negative feedback. 
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about 0.4 volt. Below this value, the response is approximately square 
law due to the curvature of the characteristic. The voltmeter readings 
are therefore subject to the usual wave form errors. The scale may be 
calibrated to read directly R.M.S. values of voltages of sinoidal wave 
form, which then correspond to 0.707 of the peak value of voltages having 
complex wave forms for voltages above 0.4 volt. The calibration is sub- 
stantially independent of changes in the mains supply voltage of approxi- 
mated ± 10 per cent, provided that the scale zero is reset when necessary. 
The effects of mains fluctuations are experienced only on the lowest ranges 
due to change of contact potential with heater voltage 


LlNEAR__£ErLEX_^_P£Al|0^ 



Figure 1. A.C. Operated Linear Reflex Peak Voltmeter. 


R = 5.0 Megohms. 

C rz Coupling Condenser. 

Cl, C. = 0.005 mF. Mica Condenser 
Cs, C*: Refer Tables I and II. 

Cf iz 16 fiF. 500 volt Electrolytic 
Condenser. 

M = Microammeter 0 — 100 fiA, 

Rt Rv, Ra, R4: Refer Tables I and II. 


Re =z 0 1 — 0.5 Megohm. 

Re = 3000 Ohms for Zero Balance 
Adjustment. 

R- = Protective Meter Shunt (100 
—200 ohms) for use during 
adjustment. 

Si = Zero Balance Switch. 

Sj = Switch for Meter Shunt 


The range of the voltmeter is determined by the values of the resistors 
Ri, R* and R3 and the full scale current of the meter M. The ratio of the 
values of the resistors R., and Ri is made equal to the ampliflcation factor 
of the valve and the latter biased to cut-off by means of the bias deve- 
loped across the resistors Ri and R3. On the lower ranges, however, the 
contact potential of the valve may appreciably reduce the developed bias 
and it is necessary to balance out by means of the zero-balance circuit 
(consisting of the resistor R5 and the 3,000 ohm potentiometer R«) the 
resulting plate current, which may be a large proportion of the full scale 
meter current. In the case of the type 6J7-G, this effect may be consider- 
ably reduced by operating the heater at 4.0 volts, which also allows a 5 
megohm grid resistor to be used without excessive grid emission effects. 
For this purpose, a resistor of 8.8 ohms may be connected in series with 
the heater when the heater supply voltage is 6.3 volts. Operation of type 
954, however, at reduced heater voltage is not recommended, since the 
total emission available is considerably less and heater operation Is more 
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critical. The use of a 5 megohm resistor with type 954, under the con- 
ditions given, has been found satisfactory with actually less gi-id emission 
effect than experienced with type 6J7‘G. The effect of grid emission, which 
in both cases is negligible, is to reduce the bias applied to the grid by the 
voltage developed across the grid resistor, with the result that a slight 
unavoidable shift of the zero occurs if a low resistance path is substituted 
for the 6 megohm resistor or the latter is short-circuited. Both this effect, 
however, and that above due to contact potential may be made negligible 
by using valves specially selected for low grid emission and low contact 
potential. 

Suitable values of Ri, Rj, Ra and R 4 for voltage ranges from 0 — 1 to 
0 — 150 volts R.M.S. are shown in Tables I and II for the types 6J7-G and 
954 respectively. The indicating instrument used on all ranges has a range 
of 0 — 100 fiA, so that satisfactory operation can be more easily obtained 
on the lowest ranges. This has the additional advantage that reduction 
of the input resistance at high fiequencies due to transit-time effects Is 
kept small. Range changing in a multi-range instrument is facilitated 
since the same values of Ri and R« are used for all but the 0 — 100 and 
0 — 150 volt ranges, which frequently are not required, so that to change the 
range of the voltmeter tor ranges up to and including the 0 — 50 volt range 
it is only necessary to alter the values of R 3 and R*. For the two higher 
ranges, the value of R^ must be increased to provide additional bias and 
the same values of R^ and R., are then used for both ranges. 

The voltmeter response is made substantially “peak reading” by shunt- 
ing the bias resistors, Rj and Ro, by the capacitance C„ the value of which 
is such that the time constant of the network is made suilkiently great 
for the peak value of the bias voltage, develop^Hl across the latter, to re- 
main appreciably constant during a cycle of the applied voltage, at the 
lowest frequency of operation. It is also necessary effectively to bypass 
for all frequencies the meter in the plate circuit, in order to avoid fre- 
quency discrimination effects due to the inductance of the moving coil of 
the meter movement. 

Owing to the relatively large value of C 3 required for effective bypass- 
ing on the lower ranges, it is necessary to deciease this value proportion- 
ally as Ri is increased on the higher langes, in order to avoid the undesir- 
able effect of excessive time constants of the cathode and plate circuits 
in slowing up the action of the indicating meter. Values of C, and C* are 
given in Tables I and II for a time constant of each circuit of approxi- 
mately 0.1 second on each range, which enables a satisfactory response to 
be obtained for audio frequencies down to 20 c/s., while at the same time 
allowing reasonably rapid indication. Where the instrument is not in- 
tended for operation at such low frequencies, however, lower values of 
capacitance than those shown may be used. To ensure satisfactory by- 
passing at radio frequencies, mica condensers (Ci and C.) each of 0.005 /aF. 
capacitance should be connected in parallel with C 3 and C 4 at the valve 
socket. 

To enable a wide range of adjustment of the zero on the low voltage 
ranges to be obtained, the resistance of R., should have a value of 0.1 
megohm since the range of adjustment required is less and the divider 
current greater. 


The supply voltage required for the operation of the voltmeter is 400 
volts D.C. which may vary within ’±, 10 per cent. For this purpose, a type 
6X5-G, indirectly heated, full-wave high-vacuum rectifier may be used with 
a half-secondary voltage of 350 volts R.M.S. and a condenser input filter, 
across which is connected a 15,000 ohm voltage divider. 
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TABLE I. 

Circuit Constants for Use with Type 6J7-G. 

Heater Voltage = 4.0 Volts 

Series Heater Dropping Resistor (from 6 3 Volts) =88 ohms 
D C. Plate Supply Voltage = 400 Volts. 

Indicating Meter = 0 — 100 fiA Microammetei 
C, = C, = 0 005 fiF 


Range 

Volts 

R.M.S. 

R. 

Ohms 

Ohms 

R.* 

Ohms 

R4 

Megohms 

c. 

mF- 

c. 

mF. 

iBt 

mA. 

0—10 

500 

10,000 

3,750 

010 

35 0 

80 

4.0 

0—15 

500 

10,000 

8,750 

0 10 

12 0 

60 

40 

0—3 0 

500 

10,000 

26,000 

0 10 

40 

30 

40 

0—5 0 

500 

10,000 

50,000 

0 05 

20 

20 

69 

0—10 

500 

10,000 

113,000 

0 05 

10 

10 

69 

0—15 

500 

10,000 

175,000 

0 04 

05 

0 5 

87 

0—25 

500 

10,000 

300,000 

0 025 

05 

05 

no 

0—50 

500 

10,000 

610,000 

0 0125 

0 25 

0 25 

16 2 

0—100 

5,000 

100,000 

1,175.000 

0 075 

0 25 

0 25 

25 

0—150 

5,000 

100,000 

1,800,000 

0 04 

010 

010 

3.2 


♦Approximate only, value must be adjusted to give full scale deflection 
tTotal Supply Cunent 


TABLE II. 

Circuit Constants for Use with Type 954. 

Heater Voltage = 63 Volts 
D C Plate Supply Voltage = 400 Volts 
Indicating Meter = 0 — 100 fiA Microammeter 
Cx = C = 0 005 fiF 


Range 

Volts 

Ri 

R 

R,* 

R. 

C, 

c. 

let 

R.M.S. 

Ohms 

Ohms 

Ohms 

Megohms 

mF. 

mF. 

mA. 

0—10 

500 

10,000 

2,500 

0 06 

35 0 

80 

60 

0—15 

500 

10,000 

8,000 

0 075 

12 0 

60 

50 

0—3 0 

500 

10,000 

25,000 

0 075 

40 

30 

49 

0 — 5 0 

500 

10,000 

48,000 

0 075 

20 

20 

49 

0—10 

500 

10,000 

107,500 

0 05 

10 

10 

70 

0—15 

500 

10,000 

175,000 

0 05 

05 

05 

80 

0—25 

500 

10,000 

300.000 

0 035 

05 

05 

90 

0—50 

500 

10,000 

600,000 

0 0225 

0 25 

0 25 

12 0 

0—100 

5,000 

100,000 

1,220.000 

0 05 

0 25 

0 25 

3.0 

0—150 

5,000 

100,000 

1,915,000 

0 02 

010 

010 

40 


♦Approximate only, value must be adjusted to give full scale deflec- 
tion with individual valves 
tTotal Supply Current 
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Battery Operated Reflex Peak Voltmeter. 

The circuit of a battery operated valve voltmeter using type 954 as a 
conventional reflex or self-biased anode-bend detector is shown in Fig. 2. 
Type 954 is triode-connected and two ranges are provided by means of the 
bias resistors Rj and Ro, low range, 1, and a high range, 2. The network 
composed of the resistors Ra, R 4 and R 3 is used in conjunction with a 10 — 20 
volt battery to balance out the initial reading of the meter M, due to the 
standing plate current, with the input terminals short-circuited. The scale 
of the voltmeter is substantially linear except at low input voltages, where 
it is approximately square law. The voltage range is determined by the 
sensitivity of the meter M and the value of the developed grid bias. 

Typical calibration curves showing tho meter range required for input 
voltages up to 14 volts R.M.S. are shown in Figs. 4 and 5. 

The values of R 3 , R, and Rs depend upon the magnitude of the plate 
current to be balanced out, the resistance of the meter and the voltage of 
the battery supplying the balancing current. In general, Rj should be 
large compared to the resistance of M; K* and Rr. should be chosen to per- 
mit coarse adjustment by R 4 and fine adjustment by Rr,. For values of 
meter resistance and bucking-battery voltages other than those specified, 
the ratio of R 3 to the resistance of M and the ratio of R 4 to R- may be the 
same as those given. It is also necessary to make R 4 and Rs sufficiently 
large so that the current drain from the bucking-battery is not excessive. 

The D.P.S.T. switch opens and closes the heater, plate and zero bal- 
ance circuits simultaneously. The filament current (150 mA.) should be 
supplied from four heavy duty dry cells. 

It is essential that the circuits be adequately bypassed if a low fre- 
quency calibration is to hold at much higher frequencies. The bias re- 
sistors, Ri and R.., must be well bypassed at the lowest and at the highest 
frequencies at which the voltmeter is to be used. For satisfactory bypass- 
ing at both low and high frequencies the bias resistor should be bypassed 
by a capacitance of 16 / 4 F. (electrolytic condenser of high voltage rating 
for low leakage) in parallel with a mica condenser of 500 /u/uF, By this 
arrangement, the calibration is made substantially independent of fre- 
quency from 50 c/s. up to 25 Mc/s. 

The valve voltmeter may be constructed in three separate units* 

(1) The probe, consisting of a metal housing, which contains valve type 
954, its socket, Cj, C., and a shielded four-wire cable terminating in a five- 
pin plug. These four leads, labelled b, c, d, and e connect the housing to 
the control unit ( 2 ); lead a is the shield surrounding the cable. 

(2) The control unit containing C,, Ri, Ro R 3 , R 4 , Rr.. S, and the D.P.S.T. 
Switch. This unit is equipped with a five-contact socket in which unit 
( 1 ) is plugged. 

(3) The power unit, consisting of the filament, plate and bucking batteries. 
The control unit may connect to the power unit by a plug and socket 
arrangement similar to that employed between units (1) and (2). Two 
voltmeters may be powered by the same batteries by having two sockets 
connected in parallel in unit ( 3 ). 

If the voltmeter is to be connected to a source through a series con- 
denser, no bias will be applied to the grid of the 954, and it is necessary to 
connect a resistor of high resistance across the input terminals to conduct 
the bias voltage to the grid. The value of this resistor will* depend upon 
the permissible loading. 


(Continued on page 260) 
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TYPE 954 (AS TRIODE) 



C| = 500JJjJf CONDENSER (mica) 
C2=l6)Jf COND. FOR CALIBRA- 
TION WITH AND MEASURE- 
MENT OF LOW FREQUENCIES 
C3=500 ;ijif CONDENSER (mica) 

M = MICROAMMETER (50 OHMS APPROX.) 
R|=2000-0HM RES.(WIRE WOUND) 
R2=50000-0HM RES. (wire WOUND) 
R3=I0000-0HM RES. (WIRE WOUND) 


R4 = 40 000-OHM POTENTIOMETER 
FOR COARSE ADJUSTMENT 
IN BALANCING OUT 
PLATE CURRENT 
R5=2 000-0HM RES.(vARIABLE) 

{ ON POSITION I GIVES RANGE 
OF 2 VOLTS RMS 
ON POSITION 2 GIVES RANGE 
OF 14 VOLTS RMS 


NOTE. LEADS Jb C, dl AND e RETURN INSIDE CABLE. LEAD a IS 
CONNECTED TO GROUNDED HOUSING. 


CONSTRUCTION OF PROBE 



Figure 2 (upper): Battery operated valve voltmeter using type 954 
acorn valve specially adapted for probe arrangement. 

Figure 3 (lower): Construction of probe for acorn valve, either 
A.C. or battery operated. 




Chapter 31. 


260 

(Continued from page 258) 

The voltmeter described has been operated at frequencies up to 25 
Mc/s without serious loading effects oi changes in calibration Voltages, 
however, at somewhat higher frequencies may be measured, the upper 
limit depending upon the permissible loading 

This voltmetei is based on the desciiption given in the RCA Applica 
tion Note No 47, May 20, 1935 



Figure 4. Calibration of battery operated valve voltmeter (Fig 2) 
on high range Bucking battery 16 5 volts. 



Figure 5 Calibration of battery operated valve voltmeter (Fig. 2) 
on low range Bucking battery 16 5 volts. 
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CHAPTER 32 
Measuring Instruments 

Moving coil instruments — moving iron instruments — form 
factor — ^rectifier type instruments — ^valve voltmeters— 4iot 
wire and thermo-couple instruments — electrostatic volt- 
meters — bibliography. 

A description of measuring instruments and their application is out- 
side the range of this handbook. * A few brief notes are appended re- 
garding certain type.s oi instruments. 

Moving coil Instruments indicate the average current. They are most 
satisfactory when used for D C. measurements, but when used on rectified 
A.C. the deflection indicates the average value of the current. 

Moving Iron instruments indicate the R.M.S. value of the current 
They may be used for D C. measurements although most satisfactory for 
A.C. When used on rectified A C. the deflection indicates the R.M.S. value 
The ratio of R M.S. to average values is called the Form Factor (see 
also Chapter 22). This is therefore the ratio of the indication on rectified 
A.C. of a moving iron to that of a moving coil instrument. 

Rectifier type instruments may be used for A.C. and audio frequencies, 
with only very slight error at the highest audio frequencies, and may be 
used with suitable correction factors at low radio frequencies. They are. 
however, only accurate when used on sinoidal waveform. 

Valve voltmeters of the usual type do not indicate either true R.M.S. 
or true peak voltages. In most cases, therefore, valve voltmeters are only 
accurate when used on sinoidal waveform. For further Information on 
valve voltmeters, see Chapter 31. 

Hot-wire and Thermo-Couple Instruments indicate R M.S. values and 
may be used up to high radio frequencies. 

Electrostatic voltmeters may bo used for measuring medium and high 
alternating and direct voltages, and have the advantage of not consuming 
any power When calibrated on D.C. they indicate the R.M.S. value of A.C. 
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PART 6 VALVE CHARACTERISTICS 

(CHAPTERS 33 and 34) 

CHAPTER 33 
Valve Constants 


Amplification factor — mutual conductance — plate re- 
sistance — durchgriff — ^plate conductance — differential coef- 
ficients — partial differential coefficients — valve constants 
expressed as differential coefficients — valve capacitances. 


Valve Constants 

Certain relationships between the voltages and currents of the 
electrodes of a valve are known as the Valve Constants. As the name 
implies, they may be considered as constants although their values 
depend upon the operating conditions. 

Of these the best known are the amplification factor, mutual 
conductance, and plate resistance. These are defined as follow : — 

The amplification factor (^) is numerically equal to the rate of 
change of plate voltage with change of grid voltage, the plate 
current being maintained constant. 

The mutual conductance (gm) is the rate of change of plate 
current with change of grid voltage, the plate voltage being 
maintained constant. 

The plate resistance (rp) is the rate of change of plate voltage 
with change of plate current, the grid voltage being maintained 
constant. The relationship between these three “ constants 
may be expressed as 







or Tp = 
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The reciprocals of two of these constants are occasionally used and 
are as follow : — 


1 

— = D where D is called the Durchgriff, or Penetration Factor, 

fi and which may be expressed as a percentage ; 

— = Gp where Gp is called the Plate Conductance. 

**p 

In cases where the grid circuit cannot be considered as of infinite 
impedance the following may be used : — 


Grid input 

resistance 

R, 

>» >> 

conductance 

gi 

>» 

reactance 

X, 

i> it 

susceptance 

B, 

it a 

impedance 

Z, 


Reference may be made to Chapter 39 for these and other units. 


Valve constants, as well as other allied characteristics, may be 
expressed as differential coefficients. For a full explanation of 
differential coefficients reference should be made to a mathematical 
treatise on “ The Differential and Integral Calculus.'’ In brief, how- 
dy 

ever, is the ratio* between “ an increment of y " and ‘‘ an in- 

’ dx ^ 

crement of x." The letters “ dx " or ‘‘ dy " should be always treated 

dy 

as a combined symbol, not as two separate symbols. The ratio 

should also be considered as a combined symbol, and “ dx " should not 
be considered apart from ‘‘ dy " except as governed by the mathematical 
laws of differentiation. 


dy 

The quantity represents the slope of the curve showing 

the relationship between x and y, at a particular point. 

dy 

Partial differential coefficients, designated in the form (the 

dy 

symbol d being pronounced “ der ” to distinguish from “ d ” in 

are used in considering the relationship between two of the variables 
in systems of more than two variables, such as the volume of an enclosure 
having rectangular faces, the sides being of length x, y and z respeetively: 


V = X y z. 


* Strictly speaking, the finite increments should be designated 8x and $y, 
dy Sy 

and then is the limit (as 8x and 8y approach zero) of , 

dx hz 
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Thus, the rate of change of volume with the change in length of 
the side x, while the sides y and z remain constant, is 

dv 

= y z. 

dx 

dy 

Similarly = z x, where z and x are constant, 

dv 

and = X y, where x and y are constant 

dz 


In three-dimensional differential geometry, the equation repre- 
senting a surface may be represented generally in the form 

y f (x, z). 


oy 

In this case, the partial differential coefficient represents 

the slope at the point (x, y, z) of the tangent to the curve of intersection 
of the surface with a plane parallel to the plane passing through the 
X and y axes and separated by a fixed distance z from the latter. 


dy 

Thus represents the slope of a tangent to a cross section of 

a three-dimensional solid, the partial derivative reducing the three- 
dimensional body to a form suitable for two-dimensional consideration. 
“ dy ” . . “ dv 

is equivalent to (z constant)” when there arc three 

variables, x, y and z 


Partial differentials are therefore particularly valuable in repre- 
senting Valve Constants. The following list of equivalents may be 
used in many problems concerning valves and amplifiers. 


Let Cp = A.C. component of plate voltage, 
eg = A.C. component of grid voltage, 
and ip = A.C. component of plate current. 

(These may also be used wuth screen-grid or pentode valves provided 
that the screen voltage is maintained constant, and is completely 
bypassed for A.C.). 


Then /a 



^ip 


= constant), 


dip/deg 

or more completely -I 

dip/dej, 


dcg 


gin = + 


(Cp = constant). 
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dop 

Fp = 4- (eg = constant), 

ai, 

1 

or more correctly* H . 

5ip/5ep 

In a corresponding manner the gain (M) and load resistance (Rl) 
of a resistance-loaded amplifier may be given in the form of total 
differentials : — 

dep t 
deg 
dep 

Rl = 

dip 

Particular care should be taken with the signs in all cases since 
otherwise serious errors may be introduced in certain calculations. 

Conversion Factors : See Chapter 40. 

Valve Capacitances. 

Cgk = capacitance from grid to cathode 
Cgp = ,, ,, a ff plate 

Cpk = ,, ,, plate to cathode 

CgB = ,, control grid to screen. 

The Static Input Capacitance is for a 

(1) Trkxle — Cgk 

(2) Screen grid or pentode — Cgk + Cgs 

Note that the input capacitance for a pentode used as a pentode 
is Cgk + Cgs while when used as a triode it is Cgk. 

The Dynamic Input Capacitance is approximately equal to the static 
input capacitance + (M I' 1) Cgp, where M — stage gain. (See Miller 
Effect, Cha])ter 7). 

The Output Capacitance is the capacitance from the plate to all other 
electrodes. 

* The simple inversion of partial differentials cannot always be justified. 

t M Is a (ompUx quantity whuh n presents not onI> the numeneal \ahie of the stage gain but also the 
phuHe aiigii Im tw( t n the input and output \oltages The sertlea* bars situated one on each side of M 
and its equivalent iuditute tiiat the numerical value onl> is being considered. 



O 
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CHAPTER 34 


Graphical Representation of Valve Characteristics 

Characteristic curves — ^load line— plate characteristics — 
mutual characteristics — dynamic characteristic — grid cur- 
rent characteristics — grid load lines — ^positive grid drive — 
constant current curves — ^resistance coupled amplifiers — 
triode power amplifiers — driver valve for Class B output 
—pentode power amplifiers — ^beam tetrodes — rectification 
effects — push-pull amplifiers — amplifiers drawing grid cur- 
rent — screen current — diode curves — rectifier curves — 
regulation of supply — ^bibliography. 


Characteristic Curves and Their Application 

The most con\enient method of expressing vdlve characteristics is in 
the form of Characteristic Curves These are of three kinds 

(1) The plate characteristic m which the plate current is plotted (vei 
tically) against the plate voltage (horizontally) each cuive being 
for constant giid voltage, 

(2) The mutual characteristic in which the plate current is plotted 
(vertically) against the grid \oltage (horizontally), each curve 
being for constant plate voltage and 

(3) The constant current characteristic in which the plate voltage Is 
plotted against the grid voltage, each cuive being foi constant plate 
current 

Of these three types of cuives the first two aie widely used foi most appli 
cations, while the third is particularly valuable in the case of R F powei 
amplifiers 



Figure 1 



In addition to these plate current characteristics, it is sometimes 
necessary also to show the grid curient oi screen curient chai acteristics, 
and these may be drawn either supplementary to the plate current curves 
or on separate graphs There are also special curves for diodes and 

rectifiers. 
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Characteristic curves represent experimental results, and are there- 
fore accurate for an average valve, but certain variations are to be ex- 
pected with most valves. It Is therefore desirable^ to check the calcula- 
tions made on the basis of the curves with representative batches of 
valves, or else to allow a safety margin.* 

Load Line 

The usual plate (Eplp) characteristics are drawn for zero plate load 
resistance, and if any load impedance is inserted in the plate circuit it is 
necessary to add the correct Load Line which will then, in association 
with the curves, give the locus of the operating point. In the case of the 
mutual (IpEg) characteristics the effect of a plate load resistance is shown 
by the Dynamic Characteristic. 


ir 






Figure 3 Figure 4 

The Load Line may be drawn quite independently of the valve charac- 
teristics, a typical one being shown in Fig. 1 for a resistive load of 20,000 
ohms and a supply voltage of 200 volts. Since Ep represents the voltage 
actually on the plate of the valve it is evident that the full supply voltage 
(200) can only be the plate voltage when the voltage drop in the load re- 
sistor (Rl in Fig. 2) is zero, that is when the current is zero. Point B of 
Fig. 1 is therefore the point of zero current and full supply voltage. Point 
A is the point at which the voltage across the valve is zero, that is when 
the full supply voltage (200) is across the load resistor (20,000 ohms), 
and the current is therefore 200/20,000 or 10 mA. Point A is therefore 
the point of voltage (Ep) zero and current 10 mA. Since the load is a pure 
resistance it will obey Ohm's Law, and the relationship between current 
and voltage will be a straight line (AB). The slope of AB is actually 
— 1 /Rl, the sign being negative since the plate voltage is the difference be- 
tween the supply voltage and the voltage drop in Rl, and the inverted form 
(1 /Rl) is due to the way in which the valve characteristics are drawn with 
current vertically and voltage horizontally. The slope of AB is often 
loosely spoken of as being the resistance of Rl, the negative sign and in- 
verted form being understood. 

The quiescent operating point (Q) must essentially lie on the load line 
(except in the case of push-pull amplifiers), and if the load under dynamic 
conditions is the same as the D.C. load the instantaneous operating point 
must also always lie on the same load line. If however the A.C. load is 
different from the D.C. load, then the dynamic load line will pass through 
Q but will have a slope corresponding to the total A.C. load (Figs. 3 and 
4). In Fig. 4 the D.C. load resistance Rl is shunted by a load resistance 
R,, through which D.C. is prevented from passing by the condenser C 
which is assumed to have negligibly small impedance to A.C. The total 
A.C. load R is therefore given by the expression 

l/R - (1 /Rl) + (1/R,) 

and the dynamic leadline A'QB' therefore has a slope of — (1 /Rl 4 . l/R,). 
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If Rl is replaced by an inductance L, forming a very high impedance 
to A.C., the slope of AB becomes the D.C. resistance of the choke, and the 
slope of A'B' becomes —1/R (Figs, 5 and 6). 



Figure 5 Figure 6 


From this description it will be seen that the load lines are quite inde- 
pendent of the valve characteristics, except that the quiescent operating 
point Q is fixed by the intersection of the D C. loadline (AB) and the 
selected valve curve. We may now return to a consideration of the valve 
curves themselves, and apply to them the proper loadlines. 

Plate Characteristics 


The Plate Characteristic family for a triode valve is shown in Fig. 7. 
It is assumed that the plate voltage has been selected as 180 volts, and the 
grid bias — 4 volts. By drawling a vertical line from 180 volts on the Ep 
axis (point K), the quiescent operating point Q will be determined by its 
intersection with the “E, = — 4” curve. 

By referring Q to the vertical scale (I,,) ^ 

the plate current is found to be 6 mA 
The plate resistance at the point Q is ^ 
found by drawing a tangent (EF) to the 
curve for E^ = — 4 so that it touches j 
the curve at Q. s 

D 

The plate resistance (Cp) at the point ^ 

Q is then EK in volts (65) divided by 
QK in amperes (6 mA. = 0 006 A.) or 
10,800 ohms. 

I 

The amplification factor (/u) is the 
change of plate voltage divided by the 
change of grid voltage for constant plate 
current. Line CD is drawn horizontally 
through Q, and represents a line of constant plate current. Points C and 
D represent grid voltages of —2 and —6, and correspond to plate voltages of 
142 and 218 respectively. The value of ^ is therefore (218 — 142) plate volts 
divided by a change of 4 grid volts, this being 76/4 or 19. 

The mutual conductance (g^) is the change of plate current divided 
by the change of grid yoltage for constant plate voltage. Line AB which 
is drawn vertically through Q represents constant plate voltage. Point A 
corresponds to 9.6 mA., while point B corresponds to 2.6 mA., giving a dif- 
ference of 7 mA. Since points A and B also differ by 4 volts grid bias, the 
mutual conductance is 7 mA. divided by 4 volts or 1.75 mA./volt or 1,750 
micromhos. 

In these calculations it is important to work with points equidistant 
on each side of Q to reduce to a minimum errors due to curvature. 
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The plate charaeteriatica of a 
peptode are shown in Fig. 8. 
Owing to the high plate resis- 
tance of a pentode the slope of 
the portion of the curves above 
the “knee"' is frequently so flat 
that it is necessary to draw ex- 
tended tangents to the curves 
as at A, B and Q. A horizontal 
line may be drawn through Q 
to intersect the tangents at A 
and B at points C and D. As 
with a triode, points A and B 
are vertically above and below 
Q. The mutual conductance is 
AB (4.1 mA.) divided by 4 volts change of grid bias, that is 1.025 mA./V. 
or 1025 micromhos. The amplification factor is the change of plate voltage 
(CD = 447 volts) divided by the change of grid voltage (4 volts) or 111.7. 
The plate resistance is EK/QK, i.e. 180/0.00165 or 109,000 ohms. 

The plate characteristics of a beam tetrode are somewhat similar to 
those of a pentode except that the “knee” tends to be more pronounced. 

The plate characteristics of a screen-grid or tetrode are in the upper 
portion similar to a pentode, but the “knee” occurs at a plate voltage 
slightly gi'eater than the screen voltage and operation below the “knee” is 
normally inadvisable due to instability. 



Mutual Characteristics 


Ip 



the change of plate voltage divided 
constant plate current, that is 

Epi Epo 
M •=* 

CB 

250 — 200 


The Mutual Characteristics of a 
triode valve are shown in Fig. 9. 
Each curve corresponds to a constant 
plate voltage. Let P be a point on the 
Ep IT 250 curve, and let us endeavour 
to find out what information is avail- 
able from the cuives. The bias cor- 
responding to P is given by R (—6 
volts) and the plate current is given 
by S (6 mA). Lot now a triangle 
ABC be constructed so that AP = 
PC, AB is vertical, CB is horizontal 
and point B comes on the Ep = 200 
curve. 

The mutual conductance is given 
by AB/BC or 2.26 mA./4 volts which 
is 0.565 mA./volt or 565 micromhos. 
Thus the slope of the characteristic 
is the mutual conductance. 

The amplification factor is given by 
by the change of grid voltage for 


Epi Epo 


AE, 


4 


12.5 
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The plate resiatance is given by the change of plate voltage divided by 
the change of plate current for constant grid voltage; that is 

Epi — Ep2 Epi — - Ep2 

AB A Ip 

250 — 200 

=* 22,100 

2 . 26 X 10 '^ 

These curves hold only if there is no series resistance in the plate 
circuit. They could therefore be used for a transformer coupled amplifier 
provided that the primary of the transformer had negligible resistance. In 
the present form they could not be used to predict the operation under 
dynamic conditions. The static operation point P may however be located 
by their use. 




If self-bias is used, the static operating point may be determined, 
as shown in Fig 10, by drawing from O a straight line OD, which has a 
slope (— 1 /Rk) determined by the cathode resistance. The point P where 
OD Intersects the curve corresponding to the plate voltage will be the 
static operating point. 


Dynamic Characteristic 

If a resistance load is inserted in the plate circuit the Dynamic Charac- 
teristic (Fig. 11) no longer takes the same form as the static characteristic 
but is affected by the load. While the slope of the static characteristic is 
g„ or fi/Vp, the slope of the dynamic characteristic is fi/(Vp 4 - Rl). Owing 
to (rp -f Rl) being more nearly constant than rp, the Dynamic Characteristic 
is more nearly straight than the static curve. 

The Dynamic Characteristic may be drawn by transferring points from 
along the Loadline in the Plate Characteristic to the Mutual Characteristic. 
An alternative method (which may only be used with a resistive load) is 
as follows (Pig. 11):— ' 

When the plate current is zero, the voltage drop in the load resistance 
is zero, and the plate voltage is equal to the supply voltage (260). For 
the plate voltage to be 200 volts, there must be a drop of 60 volts in the 
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load resistor 

(100,000 

ohms) and the plate current must therefore be 

50/100,000 or 
calculation: 

0.5 mA., 

and so on. A table may 

be prepared for ease of 

Plate 


Voltage Drop in 

Plate Current 

VolUoe 


Load Resistor 

(zz volts drop /Rl) 

250 


0 

0 

200 


50 

0.5 mA. 

150 


100 

1.0 

100 


150 

1.5 

60 


200 

2.0 

It will be 

seen that this table is not affected by the shape of the valve 


characteristics. The Dynamic Characteristic may then be plotted by taking 
the intersections of the various plate voltage curves with the plate cur- 
rent values given in the table. 

The operating point on the Dynamic Characteristic may be determined 
by the applied grid bias or by the method already given for the static 
characteristic when self bias is employed. 

The shape of the Dynamic Characteristic may be used as a measure 
of distortion. This will be treated in detail later in the chapter. 

The Dynamic Characteristic of a Triode is curved gradually upwards 
over the whole range of negative voltages, but it has a ‘‘top bend" at some 
positive bias. It approaches, but never reaches, a plate current of Eb/Rl. 

The Dynamic Characteristic 
of a Pentode* is of particular im- 
portance with resistance coupled 
amplifiers and will generally be 
found more convenient as a basis 
of calculations than the Plate 
Characteristic. A typical family of 
Pentode Dynamic Characteristics 
is shown in Fig. 12, these being 
for type 6J7-G (6C6). The curves 
for all screen voltages are very 
similar and have a fairly rounded 
bottom bend, a nearly straight 
portion, and a fairly sharp top 
bend. As a detector, either the top 
or bottom bend may be used, the 
top bend being more suitable for 
small input voltages. As an amplifier, the operating point should 
be chosen so that the dynamic path does not leave the straight portion. 
If only a small output voltage is required, there is considerable latitude in 
the choice of operating point without the occurrence of perceptible dis- 
tortion. When the maximum possible output voltage is required the working 
point should be at a current of about 0.56 Db/Rl. When Eb = 250 volts 
the Rl = 0.25 megohm this becomes 0.56 mA. 

It will be seen from the shape of the curves that those corresponding 
to the lower screen voltages have the longest straight portions. There is 
therefore an advantage in selecting a low screen voltage when a high 
output voltage is required. The limit to the choice of a low screen voltage 
is set by the occurrence of grid current (at a bias of about — 0.7 volt for 
type 6J7-0). A screen voltage of 37 volts is a good compromise for the 
conditions of Fig. 12. The final adjustment of the operating point may be 
made by slight alteration of either screen or bias voltage, until the plate 
current is 0.56 Eb/Rl. 



*A detailed description of the dynamic characteristics of the 6C6 pentode was 
given in Radiotronics No. 69 (28th October, 1936). 
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Slightly higher gain may be obtained by operating at a higher plate 
current, since the point of maximum gain occurs at the point of Inflexion 
immediately below the commencement of the top bend. Only a limited out- 
put voltage is obtainable, under these conditions, before distortion ap- 
pears as a result of non-linearity. The adjustment of voltage is also con- 
siderably more critical than for the centre point of the nearly-straight 
portion of the curve. 

A further reason for the choice of the lower operating point is that 
the distortion, even though small, is largely second harmonic, while that 
at the point of inflexion is largely third harmonic. 

Since the plate current is also the current flowing through the load re- 
sistor, there is a linear relationship between the plate current and the 
plate voltage, either D.C. or A.C. Consequently the Dynamic Curves may 
be calibrated with a plate voltage scale in addition to plate current. In 
Fig. 12, for example, zero plate voltage corresponds to 1 mA., and 250 
volts on the plate to zero current Thus the gain of the valve under dynamic 
conditions (^Ep/^^E^,!) is given by the slope of the dynamic characteristic. 
If the swing is sufficient to operate the valve beyond the limits of the 
nearly-straight portion of the curves, the gain will vary as the signal 
voltage is increased. For most practical purposes the ratio between the 
peak plate voltage and the peak grid signal voltage may be taken as 
the gain, since the excitation of the following stage is dependent upon 
the peak voltage. 

When the D.C. load resistance is shunted by an A.C. load 11^, such 
as in the case where Rp is the grid resistor of the following valve, the 
gain and peak output voltage will be reduced. The modified gain under 
these conditions will be Rp/tRi. -f Rp) of the gain without any shunting 
The peak output voltage will be reduced in the same proportion as the 
gain 


Since the curvature of the dynamic characteristic is a measure of 
the harmonic distortion the peak output voltage which may be delivered 
with limited distortion is readily calculable 

When self bias is employed, it is possible to apply the method pre- 
viously given (Fig. 1(1) for determining the static opf^rating point. With 
triodes the dynamic charactertistic may be used diiectly as in Fig. 10. 
but with pentodes there must be an adjustment since the cathode current 
is the sum of the plate and screen currents In this, use may be made 
of the fact that the ratio bet’ween screen and plate currents is nearly 
constant. If this constant is A, the intersection of the dynamic charac- 
teristic and a straight line from O having a slope of — 1 /[Rk (1 -f A)] will 
indicate the static operating point. If. for example, the published plate 
and screen currents are 2.0 and 0.5 mA. respectively, A will be 0.5/2 or 
0.25. The cathode resistor may be 2000 ohms, but the effective cathode 
resistor as regards the plate current only will be 2000 (1 -f 0 25) or 2500 
ohms. If now the sloping line is drawn for 2500 ohms, its intersection with 
the dynamic characteristic will give the operating point. 


Screen Dropping Resistor. 

In order to determine the resistance of the screen dropping resistor, 
it is necessary to make use of the plate characteristics of the valve as 
a triode, that is, with the plate connected to the screen. To a fairly 
close approximation the screen current is equal to A/ (1 -f A) of the 
triode cathode current (i.e., plate -j- screen electrode currents) where A is 
the ratio between screen and plate currents. The plate characteristics 
of the valve as a triode may therefore be used to represent the screen 
current — screen voltage characteristics provided that a new scale is added 
for screen current in which 1 mA. of screen current is equivalent to 
(1 -I- A)/A milliamperes of cathode current (Fig. 13). Since a considerable 
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change of plate voltage results in 
only a slight change of cathode cur> 
rent, these characteristics may be 
regarded as being independent of 
plate voltage. 

On these curves a loadline may be 
drawn, the slope being — 1/Rd where 
Rd is the resistance of the dropping 
resistor. The loadline drawn in Fig. 
13 is for a screen supply voltage of 
300 volts and a screen dropping 
resistance of 1 megohm. The inter- 
section of the loadline and the corre- 
sponding grid bias curve gives the 
screen voltage. Alternatively, if the 
grid bias and screen voltage are known, the loadline may be drawn and 
the resistance calculated from its slope. 



Grid Current Characteristics 

Grid Current Characteristics (Fig. 14) may be added to the plate 
mutual characteristics although it is usually desirable to employ an en- 
larged scale for the grid current since it is so much smaller than the 
plate current at negative or slightly positive bias voltages. Negative Grid 
Current (“Gas Current”) flows from the point of plate current cutoff 
to the so called “Contact Potential Point.” The peak gas current should 
never exceed IfiA. for small valves, but may be 2fiA. or higher in the case 

of power valves. The initial gas cur- 
rent frequently tends to “clean up” 
during running, but all design should 
be based on the possible presence of 
some gas current. 

If any Grid Emission is present, the 
negative grid current tends to in- 
crease as the grid is made more nega- 
tive (Curve A). Grid Emission may 
therefore be distinguished from Gas 
Current by testing at a point beyond 
plate cutoff immediately after the 
valve has been running under normal 
conditions for a considerable time. 
Once the plate current has ceased 
the heating of the plate and indirect 
heating of the grid will decrease, and 
the Grid Emission will also tend to 
decrease slightly. 

The “Contact Potential Point” is the point at which the grid current 
is zero, being negative on one side and positive on the other. In indirectly 
heated valves it generally occurs about — 0.3 to — 0.7 volt, but individual 
valves may be anywhere within the range of 0 to — 1.4 volt. Generally 
there is a tendency for the Contact Potential to approach towards — 0.3 
volt as valves become older, although high-mu triodes (e.g. 6B6-G) always 
tend to have more negative values than general purpose types. 

Positive Grid Current flows at ail grid voltages on the positive side 
of the Contact Potential Point. Occasionally there is suffleiont secondary 
emission from the grid at some well-positive voltage to give a downward 
(negative) slope to the grid characteristic (Curve B in Fig. 14). If such 
a condition obtains, and a surge causes the grid to reach the negative 



Figure 14 
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portion, it is possible for the grid to “block*' and fail to return to its 
normal voltage until the power is switched off. In normal amplifiers this 
may generally be overcome by avoiding surges where possible, and by 
making the surge due to switching-on to be in a negative direction on the 
valve most likely to “block." 


Grid Load Lines 

When a valve is operated with a fixed negative grid bias, but has 
a total grid circuit resistance of Rg, the actual voltage on the grid may 
differ from the applied bias due to grid current. If negative grid current 


is present the condition will be as 
shown in Fig. 15 in which OA rep- 
resents the applied bias. The plate 
current operating point with no grid 
current will obviously be Q but if 
the negative grid current characteristic 
T8"as shown, the grid operating point 
will be B and the plate operating point 
Q*. Point B is determined by the in- 
tersection of the grid current charac- 
teristic and a load line having a 
slope of — 1/R,. The shift in grid 
bias due to voltage drop across R* 
will be /\Eg or Rk-I^. The operating 
point can obviously never be swung 
beyond the contact potential point, 
so that the static plate current can 
never go beyond D (Fig. 15) due to 
negative grid current. 



Positive Grid Drive 

When a valve is operated so that the grid is driven appreciably 
positive, power is required in the grid circuit. Fig. 16 shows the grid 
current characteristic of a valve operating at a bias — Ec, when a signal 
of peak voltage E, is applied. The grid current is shown by curve C and 
the peak grid current (I, p^.k) by point D. The peak grid input power is 
equal to the peak signal voltage multiplied by the peak current, or 

^^peak Eg peak X peak* 

2 X area of triangle ADF. 

The peak grid input resistance is 
Ri pemk where 

Rl peak *** Eg pcak/Iff peak* 

It is evident that the peak grid in- 
put resistance is given by the inverse 
of the slope of AB. The grid input 
resistance over a complete cycle 
may be shown by drawing a succes- 
sion of lines similar to AD to inter- 
sect OCD at grid voltages correspond- 
ing to equal angular increments. Un 
til the signal voltage exceeds Ec 
there will be no grid current, the 
grid input Impedance will approach 
infinity and the grid input power will 



Figure 16 

be zero. 
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If zero bias had been used in the preceding example in place of 
and Eg pmk reduced so that the peak positive voltage remained as before, 
the peak grid input power would be represented b:^ twice the area of the 
triangle ODF, and the peak grid input resistance by the inverse of the 
slope of OD. 

The average values of input power and grid input resistance are 
generally of little assistance in design, although the average grid current 
is useful as a practical check on whether the grid drive Is sufficient. It may 
be taken for granted that if the driver valve is capable of supplying the 
peak grid voltage and current, it is easily capable of supplying the smaller 
voltages and currents at other parts of the cycle. Irrespective of the load 
on the driver, which is of minimum resistance at the peak voltage. 

An interesting observation is that the input resistance over the cycle 
for push-pull operation Is more nearly constant for zero bias opera- 
tion than for high negative bias operation. 


Constant Current Curves 


The third type of valve characteristic is known as the “Constant Cur- 
rent” Characteristic. A typical family of Constant Current Curves is 
shown in Pig. 17, these being for a typical triode (type 801). The slope 

of the curves indicates the 
amplification factor, and the 
slope of the loadline indi- 
cates the stage voltage gain. 
The operating point is fixed 
definitely by a knowledge of 
plate and grid supply volt- 
ages, but the loadline is only 
straight when both plate 
and grid voltages follow the 
same law (e.g.. both sine 
wave). Distortion results 
in curved characteristics, so 
that this form of representa- 
tion is not very useful ex- 
cept for tuned-grid tuned- 
plate or “tank-circuit” coup- 
led R.F. amplifiers. Constant 
Current Curves may be 
drawn by transferring points 



Figure 17 

from the published characteristics, 
ferred to 


For a full treatment the reader is re- 


el) Mouromtseff and Kozanowski: “Vacuum Tubes as Class C Ampli- 
fiers”, Proceedings I.R.E., July, 1935. 

(2) “Making Life More Simple” (F. A. Everest) Radio, July, 1937, and 
Radio Digest, November, 1937. 


Resistance-Coupled Amplifiers 

The plate characteristics of a valve may be used, in association with 
the corresponding loadline, for the purpose of estimating the performance 
of the stage. Fig. 18 shows the plate characteristics of a triode on which 
has been superimposed the loadline AB corresponding to a supply voltage 
Eb and a D.C. load resistance Rl (Fig. 2), which determines the slope of 
AB. The operating point Q is determined by the intersection of AB and 
the curve corresponding to the applied grid bias E^. If now a rectangle 
OCDB is drawn so that CD passes through Q, the total area of OCDB re- 
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presents the total power (Eo.lpi) drawn from the B supply. If a vertical 
line QK is drawn through Q, the area of the rectangle OCQK repre«e.nts 
the plate dissipation of the valve (Epi.Ipj), and the area of the rectangle 
KQDB represents the dissipation in the load resistance [(Eb — Epi) Ipj =r 
Ipi* Rl]. These only apply when no input is impressed. 

The conditions obtaining when an input signal with a peak voltage of 
E 51 is impressed are shown in Fig. 19. The assumption is made in this 
diagram that Q is midway between E and G, that is to say that there is no 
second harmonic distortion or rectification effect. The power output (that 
is the A.C. power developed in Rl due to the impressed signal) is i X the 
area of the rectangle EFGH, or the area of the trianglo MQJ. The D.C. 
dissipation in Rl is the area KQDB as before, but it must be realised that 


ip 




there is also being dissipated in Rl the A.C. power indicated by MQJ. The 
plate dissipation is reduced by the amount of the power output and is 
therefore indicated by the area of OCMJK. This decrease in plate dissi- 
pation under dynamic conditions occurs with all Class A Amplifiers, and 
it is for this reason that a pure Class A Amplifier Is designed so as not 
to exceed its dissipation under static conditions. 

In order to facilitate calculations of 
voltage gain the plate chaiacteristic has 
been redrawn in Fig. 20. With a peak 
grid signal voltage the operating 

point will move along the loadline from 
E to G. Since E coriesponds to a plate 
voltage E' and G to G' it is evident that 
the plate voltage excursion correspond- 
ing to a grid excursion from 0 to 2 Epi is 
the difference in plate voltage between 
E' and G'. The stage gain is therefore 
E'GV2Egj. If an A.C. shunt load (R,* in 
Fig. 4) is added, the dynamic loadline 
will pass through Q and have a slope 
^of — 1/R which is equal to — [(1 /Rl) + 

(14^»)3- For the same grid voltage ex- 
cursion as previously, the operating point will move from P to R and the 
pjate voltage from P' to R'. The stage gain will therefore be P"RV2 Eb, 
This stage gain may be compared with the valve gain with infinite A.C. 
loading which is C'DV2E,i. The progressive decrease in stage gain (C'D', 
E'G', P'R') is evident. 

The peak output voltage under dynamic conditions (P'K = KR' etc.) 
is the peak grid voltage for the following stage in a resistance-capacitance- 
coupled amplifier. If R^ is of comparatively low resistance, the dynamic 
loadline PR will slope steeply and may cut the zero plate current axis or 


ip 
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else R may be in the region of excessive curvature, either effect leading to 
distortion. If a high output voltage is required it is good practice to make 
R* at least 4 times Rl to reduce this effect. If however only a small out- 
put voltage is required, the ratio R^/Rl may reach unity or even lower 
in extreme cases. The distortion which occurs with a resistance-coupled 
triode is mainly second harmonic, and if PQ/QR (Pig. 20) does not exceed 
1.22 this distortion does not exceed 5%. The shape of the characteristics 
indicates that minimum distortion occurs with any triode when E^i is as 
small as possible without any risk of running into grid current. For the 
purposes of calculations the grid current point may be taken as 

— 0.2 volt for 2 volt battery valves 
— 0.7 volt for medium-mu indirectly heated valves 
and — 1.0 volt for high-mu indirectly heated valves. 

The bias should therefore be adjusted so that the peak signal voltage 
swings nearly up to these “grid current points.” The optimum bias is 
therefore influenced by the load resistor and the following grid resistor as 
well as by the characteristics of the valve, the supply voltage and the re- 
quired output voltage. 

If the stage gain (M) is known, a close approximation to the optimum 
bias (Ec) is given by 


Epeak 

Ec =: — (0 3 -f ) for 2 volt battery valves, 

M 


Epi^ak 

Ec =: — (0.8 4- ) for medium-mu indirectly heated valves 

M 


or Ec zr — (1.1 -f ) for high-mu indirectly heated valves 

M 

where Epeak = plate peak output voltage. 

If M is not known it may be calculated approximately from 

/A 

M 

1 + rp [(Rl + R.)/(Rl.R.)] 

When Rg is less than 2 Rl, or when the peak output voltage exceeds 
0.15 En, the graphical method should be used for greater accuracy. 

The load resistance of a triode 
valve should not under any normal 
circumstances be lower than twice 
the plate resistance, while a value of 
5 times the plate resistance is gener- 
ally preferable. For general purpose 
triodes 0.1 megohm, and for high-mu 
triodes 0.25 megohm will be found 
suitable. 

The plate characteristic of a pen- 
tode valve with resistance coupling 
is shown in Fig. 21. The general 
treatment of a pentode is somewhat 
similar to that of a triode, except 
that, due to the control of the voltage 


ip 
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on the screen grid, it is possible so to adjust the operating conditions that 
the working part of the characteristic (the “straight” portion) is well away 
from the grid current region. Since with a pentode the operating point is 
arranged not to enter the grid-current region, the controhgrid voltage 
swing is only limited by the curvature at each end of the dynamic charac- 
teristic, and the permissible peak A.C. plate voltage is much higher than 
for a triode with the same supply voltage and distortion. Although the 
plate characteristic of a resistance coupled pentode is the basis of calcula- 
tion, it is more convenient to derive from it the dynamic, mutual charac- 
teristic and to use the latter for further calculations. (See under Dynamic 
Characteristic). 



Figure 22 


Figure 23 


The plate load resistance of a pentode is not limited as with a triode 
and may be varied within wide limits. For general voltage amplifier 
application 0.25 megohm is recommended, while 0.1 megohm may be used 
for improved high frequency response, or where a very low following grid 
resistance is used, and/or where a slightly lower gain is desired. (See 
also Chapter 1.). 


Triode Power Amplifiers 

When maximum power output is required from a valve which is oper- 
ated from a source of limited voltage it is generally used with transformer 
or choke coupling. These two methods are illustrated in Figs. 22 and 23 
respectively, but are identical as regards the characteristic curves provided 
that the transformer ratio is unity. It is assumed that the inductance 
of the transformer primary and of the choke are sufficiently high to pre- 
vent any appreciable shunling of the 
A.C. load, that C offers negligible 
impedance to A.C. compared with Ri. 
and that no losses occur in any of 
these components. 

The plate characteristic correspond- 
ing to either of these circuits is 
shown in Fig. 24, the assumption 
being made that no second harmonic 
or rectification effects are present. 

Eb represents the supply voltage and 
the line QEu has a slope — 1/R' where 
R' is the resistance of the trans- 
former primary or choke. QEb inter- 
sects the curve corresponding to the 
bias E,i at Q which is therefore the 
quiescent point. The leadline EQG 
is drawn through Q with a slope of — 1 /Rl. In a power amplifier it is 
generally assumed that for maximum power output the grid swing is taken 
to zero bias, even though a small amount of grid current may then flow. 
If it is desired to determine the power output for zero grid current this 
may readily be done by a reduction of grid swing. 

The quiescent point Q gives a plate voltage Ep, (Fig. 24). It is evident 
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that the same operating point could have been reached 
in a resistance coupled amplifier by an increase of sup- 
ply voltage from Eb to E'b, where E'b is the point where 
the extended loadline cuts the axis. In Fig. 24 the dis- 
sipation in the transformer primary is the area of the 
rectangle QDBK, and the total power from the B supply 
is the area of the rectangle OCDB. If there is no signal 
input the plate dissipation is OCQK, but if full signal 
excitation is applied the power output is i X the area 
of the rectangle EPGH, or the area of the triangle MQJ, 
and the plate dissipation decreases to the area OCMJK 


ip 



If the characteristics of a triode valve are available 
(Pig. 25) and it is required to select the operating condi- 
tions for maximum power output the procedure is as 
follows: — 

(1) Select the plate voltage. This may be the maximum 
rated voltage, or it may ])e limited by the B supply. 

(2) Note the maximum plate current. This may be 
limited by the plate dissipation, or by the rating 
limit or by the B supply. 

(3) Make a “5% distortion rule” as Fig. 26, This has 
each division to the left of 0 a length of 11/9 or 1.22 
of the length of a corresponding division to the right 
of 0. It may be made with each left-hand division 
11 millimetres and each right-hand division 9 milli- 
metres. Each of these divisions may be divided into 
10 equal subdivisions. 

(4) Place the ”0” of the distortion rule at any likely 
operating point such that of maximum rated plate 
voltage and maximum rated plate current, and tilt 
the rule gradually until the reading on the rule cor- 
responding to the zero bias curve is the same as the 
reading corresponding to the curve of twice the grid 
bias at the operating point. EQ/QG will then be 
11/9 and the second harmonic distortion correspond- 
ing to EQG as a loadline will be 5%. 

(5) The power output corresponding to this loadline is 
approximately 

(Einax Emlii) (Imax Imln) 


Figure 26 


8 
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(®) It Imin is less than 0.25 Iq it may generally be assumed that the load- 
line which has ))een selected is fairly close to the optimum. If I,„,„ is 
greater than 0.25 Iq it is desirable to make one or more further trials, 
with slightly varying grid bias, and to calculate the power output from 
each. With the aid of these data the loadline for maximum “undls- 
torted” (i.e., less than 5% second harmonic) power output may be 
selected. 


(7) The load resistance corre- 
sponding to the selected load- 
line is 

^mnx Emin 

Rl,« 

Imnx ^mln 

Alternatively, a line may be 
drawn parallel to EG (Fig. 25) 
so as to cut both axes. The 
resistance is then equal to the 
voltage intercept divided by 
the current intercept. 

(8) For the greatest accuracy it 
is necessary to correct the 
loadline for “rectification ‘ 
(see section later in this 
chapter). 



Figure 27 


As a guide to the first choice of loadline (which should then be 
checked by the method alieady given in order to find the optimum) the 
following may be used: — 

Zero signal bias'*' — 0 675 Eb//a 

Imn\ 2 Iq. 

Values of second harmonic distortion other thdii may be (‘alculated 
from the approximate formula 


2 (Iinax Iiniu) — IQ 

% Ind harmonic == X l^^O 

Imnx Imln 

This is also given in Pig. 27, in which the second harmonic distortion is 
plotted against the ratio of the two portions of the loadline (EQ/QG). The 
curve of Fig. 27 was calculated from the formula (see Fig. 25). 

EQ — QG 

% 2nd harmonic — X 100. 

2 (EQ + QG) 


Driver Valves for Class B Output 

When a Class ABs or Class B output stage is employed, the load on the 
driver valve varies during the cycle. If a negative bias is supplied to the 

•The bias voltage which is determined by this method is to the negative end of 
the filament with D.C. heating If the return is made to the centre-tap of an 
A.C. heated filament the bias should be increased by one half the filament 
voltage. 

This should not be regarded as being an accurate formula since it does not 
take all factors into consideration. In general it will be found to give results 
which are smaller than the optimum bias for highly efficient valves, and greater 
than the optimum bias for less efficient valves. 
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output stage the grid impedance, up to the point where grid current flows, 
will be practically infinite and may be represented by a horizontal loadline 

on the plate characteristic 
of the driver valve (Pig. 28). 
As the driving voltage in- 
creases the peak grid resist- 
ance decreases, and a curved 
loadline is produced. At the 
point of extreme excursion 
the “peak grid resistance’* 
(E,, prnk) determines 

the position of the end point 
of the loadline, and the in- 
cremental grid resistance de 
termines the slope of the 
loadline at this point. This 
incremental grid resistance 

is determined by drawing a 

Ep — ► tangent to the grid current 

Figure 28 curve at the point of ex- 

treme excursion (Fig. 28). 

The curvature of the loadline introduces distortion additional to that 
due to the .straight loadline The calculation of this distor- 

tion, and the determination of the optimum operating conditions for the 
driver stage are beyond the scope of this Handbook. 

If the secondary of the driver transformer were loaded by a fixed re- 
sistance there would be no horizontal portion of the loadline, and the load- 
line would slope more steeply. T^nless the power of the dri\er stage were 
increased, or the transformer step-down ratio decreased, the effect would 
be to increase the distortion. 

Pentode Power Amplifiers 

The plate chai acteristics of a typical power pentode are shown in Fig. 
29. The g(‘neral procedure is similar to that with a triode except that 
EQ/QG is usually made e(|ual to unity so that the second haimonic is zero. 
The third and higher harmonics are usually fairly large and must be con- 
sidered. Sometimes a lower 
value of load resistance (load- 
line E'QGO is adopted so as to 
decrease the third harmonic 
distortion with a small increase 
of second harmonic, and usu- 
ally a slight decrease in power 
output. Higher values of load 
r( sistance should he avoided 
since they incr'^'ase second and 
third harmonic distortion and, 
if the loadline cuts (he zero 
grid bias curve below the knee, 
tlie screen current tends to rise 
unduly and the screen dissipa- 
tion may be exceeded. The formula for power output as used for triodcs 
giv«s a result lower than the actual output when third harmonic distortion 
is appreciable and a more accurate formula suitable for pentodes (and 
other valves having appreciable third harmonic) is 

[Im»x — ^min 4" 

Power Output 

32 

where Ix and Iy are the plate currents corresponding to grid voltage 0.293 
and 1.707 Ec respectively (Fig. 29). 


Ip 



Figure 29 
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Using the same method 


Rl 


•^mln 




min 


^max "I” ^min — 2 Iq 

% 2nd harmonic X 100 

Iinnx — Imln + 1.41 (Ix — Iy) 

Itn.ix Iinin 1.41 (IX — ) 

% 3rd harmonic = X 100 

Imax Irnin "4" 1*41 (Ix Iy) 

This is known as tho *‘5 Ordinate * method and is sufficiently accurate for 
most purposes where percentages of harmonics higher than the third are 
not required. A still more accurate method is the “11 Ordinate Method.” 

Eleven Ordinate Method 

When the 5 Ordinate Method is 
not sufficiently accurate, or when 
It is required to calculate the fifth 
harmonic, the 11 Ordinate Method 
may be adopted. The “dynamic 
characteristic” is transferred from 
the Epip curves to a dynamic 
mutual characteristic (Fig. 30). 

The plate current is noted for grid 
voltages of 0, 0.2, 0.3, 0.5, 0.7, 1.0, 

1.3, 1.5, 1.7, 1.8 and 2.0* times the 
bias voltage (— Ec). The full 
signal D.C. plate current is r'n, 
and may be derived e.xperimentally 
or by the methods given under 
“Rectification Effects.” Know- 
ledge of the value of T'n is not necessary for the calculation of the various 
harmonics. These may be obtained from 

2 nd Harmonic = (I^ + — 21,) = H, 

3rd Harmonic = V'e (2Io 5 + I* — lo — 2Ii.s) = H, 

4th Harmonic = Vs ih + 21, + I, — 24 , — 21,.,) = H« 

5th Harmonic •= */,fl (21^ , -I* 4 + 21,. ^ 24 , 21, , T,) =■- H, 

Fundamental = »/, (4 - ^ 2 ) + H, — H, ^ H, 

(Note that all currents are peak values.) 

Power due to fundamental 

= V*H,* Rl. 



•The exact values corresponding to these points are 0. 0.191, 0.293, 0.5, 0.691, 1.0, 
1 309, 1.6, 1.707. 1.809. 2.0. The approximate values are, however, sufficiently 
accurate for most purposes 
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Beam Tetrodes 

The procedure for Beam Tetrodes is similar to that adopted for pen- 
todes. The **knee’* of the curve is more sharply defined than in the case 
of pentodes, and the loadline should not cut the zero bias curve below the 
knee owing to the sharp rise of screen current and unsatisfactory operation. 


Rectification Effects 


Rectification Effects, due to curva- 
ture of the valve characteristic, are 
found with all types of amplifiers, 
including pure Class A. One result 
1 q is that the B current drain under 
dynamic conditions varies from the 
static value, and may be either high- 
er or lower. The average D.C. cur- 
rent drain may be calculated by tak- 
ing equal angular increments of the 
-w w ^ vector of grid voltage (e.g., 0*, 15*, 

u . .PHAsc ANGLE. [01 , . : 300 ^ 450 ^ as in Fig. 31, and find- 

ingthe corresponding plate current 
iiT \ point. The mean plate cur- 

rent (I"B) may then be determined 
Figure 31 from 

= ^/i 2 (iW + Its* + leo* + I45* + W + ^is* + Iq + Lis* 

+ 1—30* + I -45* + 1—60* + 1—75* + il- »o®) 

which is equivalent to 

I""!! = V12 (i^O + lo 03 + lo 13 + lo 29 + ^0 5 + ^0 74 + h 

+ II 5 + Ii Ti + Ii 87 + Il 07 + ilg-o) 
A simple approximation is given by 

A Ib *= i (Imnx "4" Imiii 2 Iq) 

where A^® = ® current from no signal to full signal. This formula 

may be put into a more convenient form for certain applications by making 

Imnx — Iq equal to Ix 

and Iq — Imi„ equal to Iy 

Then Imnx "f" Iiiiin 2 Iq *== Ix Iy 

Ix — Iy 
. AIb 

4 

Fig. 32 shows a typical triode plate 
characteristic with an “uncorrected*’ 
loadline EQG. Since EQ is greater 
than QG there will be rectification 
and a rise of average plate current 
from Iq to In where 1 b is equal to 
Iq -I- 2 !^Ib. The point of intersection 
of IB with the loadline may be de- 
termined graphically in the following 
manner. 





286 


Chapter 34. 

From E lay off EF along EQ equal to QG. Divide FQ into four equal 
parts of which MQ is one. Then the current (In) corresponding to M is the 
average plate current for the loadline EQ6. The justification for this pro- 
cedure is that Just as EQ corresponds to a current change Ix, and QG 
to a current change Iy, so MQ corresponds to a current change 
(Ix — lY)/4 or ^Ib. 

It will be seen that the point M which corresponds to the average cur 
rent on the loadline EQG does not correspond to the supply voltage 
loadline EnN and therefore this condition is not permissible. The loadline 
must therefore be lifted until the point on the loadline corresponding to 
average plate current corresponds with EbN. In most cases the position 
of the point. M will change as the loadline is moved. It is therefore desirable 
to adopt some convenient method by which a laborious “trial and error” 
process may be avoided. 

The suggested method is to draw any other loadline E'PG'. In a 
similar manner to the previous case, the point on the loadline correspond- 
ing to the current axis (M') is determined, so that 


E'P' P'G' 
M'P' = 

4 


If now points M and M', corresponding to the current axes of the two 
loadlines, are joined by a straight line MM\ the point where MM' inter- 
sects EbN will be on the maximum signal dynamic loadline. It only re- 
mains to draw through M" a loadline E"M"G" parallel to EQC. and this will 
be the desired maximum signal dynamic loadline. 

It is evident that the change from the no signal quiescent point Q to 
the maximum signal dynamic loadline E"M"G" will be a gradual proces.s. 
As the signal Increases so will the loadline rise from EQG towards E"M"G". 
At intermediate signal voltages the loadline will be intermediate between 
the two limits. The average plate current for zero signal is Iq, but this 
will rise to I"b (corresponding to point M") at maximum signal. 

It will be observed that M" does not correspond with P" which is the 
intersection of the loadline and the static bias curve. Point P" is not the 
quiescent point (which is Q) but may be described as “the point of instan- 
taneous zero signal voltage on the dynamic loadline.” Point P" must 
therefore be used in the calculations for harmonic distortion at maximum 
signal. The loadline E"M"P"G" provides the data necessary for the cal- 
culation of power output, second harmonic distortion, and average D.C. 
current. All these will, in the general case, differ from those Indicated 
by the loadline EQG. 


1 . 


2 . 


Summary 

Power output is calculated from the loadline in the 

manner. 

2 M"P" 

Second harmonic distortion at maximum signal «= 

E"G" 


usual 


3. Average D.C. current at maximum signal ==* I"h ma Iq -j-. ^I"b 

current corresponding to point M". 

4. Rise of D.C. current from no signal to maximum signal «« 

difference in currents corresponding to points M" and Q. 
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The graphical method outlined in this section is equally applicable to 
pentodes or beam tetrodes. 

It should be noted that the rise of plate current, due to rectification, 
affects the bias when self'bias is employed. 


Push Puli Triode Amplifiers 

Although it is possible to treat graphically a single Class A Amplifier 
and then to make certain adjustments for two in push-pull, a more general, 
more illuminating and more accurate method is to draw composite charac* 
teristics and loadlines according to the method here given. In single Class 
A Amplifiers the second harmonic distortion is limited to a certain per- 
centage, and the grid voltage swing is therefore limited. In a push-pull 
amplifier in which even harmonics are balanced out this limitation no 
longer holds, and in many cases the bias and grid swing may be increased, 
with consequent increase of power, up to the point where odd harmonic 
distortion becomes objectionable (see Chapter 5 on Fidelity, etc.). 

Owing to the fact that push-pull amplifiers are normally terminated 
by a transformer or centre-tapped choke the alternating plate voltages are 
equal and opposite regardless of individual plate currents. Even though 
one valve may have cut off completely, its plate voltage may continue to 
rise. Due to this effect, the load on each valve is not constant but 
approximately equal to 


i Rl (1 4- fpi/fpo) 

where Ri. = load resistance from plate to plate, 

Tp, = plate resistance of valve V, on which the load is being 
measured, 

and r „2 =z plate resistance of valve V, 

The proof of this statement is given in Radiotronics 79, 6th September, 
1937, p. 64. 

As a result of this effect, the 
loadline of each valve is curved^ and 
if cutoff Is reached the corresponding 
part of the loadline is horizontal 
(ADE in Fig. 33). For the greatest 
power output, neglecting distortion, 
each valve should operate into an 
effective load equal to its own plate 
resistance at every point throughout 
the cycle. This condition may be 
approached very closely under push- 
pull conditions. 

On the other hand the dynamic 
loadline is a straight line passing 
through the point (B) of zero plate 
current and supply plate voltage Eb as well as through the point (A) of 
maximum plate current, zero grid voltage. 

The dynamic loadline will therefore not pass through the individual 
quiescent operating point and its position will not be affected by the applied 
grid bias provided that the plate-to-plate load resistance remains constant. 
Under these conditions the power output is also unaffected by the grid bias. 

Push-pull amplifiers are usually employed in i>rder to produce the 
maximum power output rather than to give the greatest efficiency. It can 
be shown (Radiotronics 79, pp. 64-67) that maximum power output in a 


ip 
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push-pull amplifier occurs when the load is of such a resistance that the 
point of maximum current (A in Fig. 33) corresponds approximately to a 
plate voltage 0.6 Eb. With this assumption we have the following : — 

^max • Ed 

Power Output 

(2 valves) 5 


Eb 

Load Resistance =1.6 

(plate to plate) 

The grid bias for Class A operation may be anywhere between the 
value specified for single-valve operation and that equal to one-half the 
grid bias voltage required to produce plate current cut-off at a plate voltage 
of 1.4 Eb. Any further increase of bias will result in Class AB operation. 


Epi ^ [VOLTS] 



Figure 34 


In order to determine distortion and average plate current it is desir- 
able to draw Composite Characteristics* for both valves in push-pull as 
shown in Fig. 34. In this diagram, which is for 2A3’s operating at 300 
volts on the plates and — 60 volts bias tfor D.C. on filament), and with a 
quiescent plate current of 40mA. for each valve, the individual valve charac- 
teristics are shown with broken lines, and the Composite Characteristics 
with continuous lines. It will be seen that the lower characteristics are 
the same as the upper ones but turned over and placed so that the quiescent 
operating points Q, Q' are on the same vertical line. The Composite 
Characteristic corresponding to the static bias voltage (—60) is obtained 
by subtracting the currents of each of the single characteristics of the 
same bias voltage. Other composite characteristics are obtained by com- 
bining the single characteristics for bias voltages equally on either side of 


•See B. J. Thompson, Proc. I.R.E. April. 1933, p. 591. 
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the static bias, e.g., —60 and —70, —40 and —80 and so on. Hlach of these 
Composite Characteristics is nearly a straight line. The points of inter- 
section of these Composite Characteristics with the load line are used in the 
determination of harmonic distortion. 

Harmonic Distortion may be calculated by methods as used for single 
amplifiers, or by special methods only suitable for push’-pull amplifiers* 
which are outside the scope of this Handbook. A simple method which 



Figure 35 Figure 36 

gives the percentage of third harmonic makes use of the “dynamic charac- 
teristic** as shown in Fig. 35. The curve A represents the dynamic charac- 
teristic while B is a straight line joining the two ends of A and passing 
through O. Idiff is the difference in plate current between curve A and line 
B at one half of the peak grid voltage. The percentage of third harmonic 



Figure 87 


distortion is 

Va Idiff X 100 

( 1 ) 

Ip«ak 3 Idiff 

V3 Idiff X 100 

or approx. (2) 

Ipeak 

The Average Plate Current over 
the cycle is found by adding the 
two plate currents in Fig. 34 in- 
stead of subtracting them as for 
the Composite Characteristics. The 
total plate current may then be 
plotted as in Fig. 36 as a function 
of A.C. grid voltage. In order to 
find the average current it is 
generally most convenient to take 
equal angle increments over the 
cycle, for example, every 10* as 
shown in Fig. 37. The plate cur- 
rent should then be noted at each 
point corresponding to 10* in- 
crease in angle over the whole 
360*. The average plate current 
is then the average of these in- 
dividual values. 


*MouromUsfr and Kozanowski, Proc. 1.R.BI Sept., 1934. 
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In order to reduce the amount of 
work involved in this calculation, use 
may be made of the fact that each 
quadrant (90^) is similar. It is very 
easy to make an error in this calcu- 
lation and the following method of 
obtaining the average from the plate 
current curve over one quadrant is 
therefore given. 

This method is illustrated in Fig 
38, which shows the total plate cur- 
rent for both valves over one-quarter 
of a cycle. Grid voltages are shown 
as fractions of the peak grid volt- 
age. The plate currents correspond- 
ing to grid voltages of 0. 0.17, 0.34, 0.5, 
0.64, 0.77, 0.87, 0.94, 0.98 and 1.0 times 
the peak voltage are shown as lo, h 
(I.v) is then given by 



Figure 38 

etc. The average plate current 


lav = (ilo + Io i7 + lo 84 + ^0-5 + ^0 «4 + ^0 77 + Io-87 + M 

+ I© 98 + ill ©)* 

Class ABi Amplifiers may be treated by the method already outlined. Class 
ABs and Class B Amplifiers may also be treated similarly so far as plate 
current is concerned, but require additional consideration on account of 
Grid Current. 



Figure 39 (above) 
Figure 40 (right) 



Amplifiers Drawing Grid Current 

Amplifiers which are operated with flow of grid current over part or 
the whole of the cycle can only be designed completely if the valve grid 
current characteristics are available. Pig. 39 shows the grid characteris- 
tics (Epig) and Fig. 40 the plate characteristics of a typical pentode (Type 
6F6-G). The treatment for other types such as beam tetrodes or triodes 
will be evident. 

The procedure in the case of a Class AB 2 amplifier in which it is re- 
quired to find the peak grid current and peak grid power is as follows : — 

(1) From the Eb point (350 volts) draw a load line corresponding to a 

load resistance of one quarter the load resistance plate to plate (Fig.40). 

(2) On this loadline choose a point (A) of extreme positive grid swing. 
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This choice will be limited by the plate dissipation, available grid driv- 
ing power and distortion. For the sake of an example, take A as cor- 
responding to a grid voltage +30, plate current 183 mA. and plate volt- 
age 76 volts. 

(8) It is now necessary to refer to the grid characteristic (Fig 89) in 
order to find the grid current corresponding to a plate voltage of 76 
and a grid voltage of +30. This is obviously 11.6 mA., and is the peak 
grid current. 

(4) The peak grid voltage is equal to the negative bias voltage (38 
volts) plus the peak positive swing (30 volts) or 68 volts. The peak 
grid power is therefore 68 volts X 11.5 mA. or 782 mW. The input 
transformer will consequently be called upon to supply 782 mW. peak 
power into a resistance of 5,900 ohms (ie., 68/0.0115). 

(5) If the peak power and peak grid voltage can be supplied, it is next 
advisable to calculate the power output. Neglecting distortion, the 
approximate power output for both valves is W where 

El RP £2 

W — = — “ =» — watts 

2 2 2R 

where E = total plate voltage swing per valve. 

I = peak plate current in amperes, 
and R = load resistance per valve. 

For more accurate calculation of power output, reference should be 
made to the earlier section on Push-Pull Amplifiers. 

(6) The average plate current (both valves) may be calculated as for 
Push-Pull Amplifiers, but an approximation is possible for Class B 
Amplifiers biased almost to cut-off, in which 

lav — 0.637 Ipeak approx. 
where = average (DC) current for two valves. 

(7) The average plate input power in watts is equal to the plate supply 
voltage multiplied by the average current in amperes. 

(8) The plate dissipation is equal to the difference between the plate 
input power and the output power. 


A useful guide which may be used in many cases where no other limita- 
tion of positive grid swing is available is as follows : — 



For obvious reasons (distortion 
should never reach the diode line. 


*The minimum plate voltage 
should be twice the diode line 
voltage at the peak current 
point.*' 

This is illustrated in Fig. 41 in which 
the loadline cuts the diode line at point 
D corresponding to a plate voltage Ed. 
The grid swing is limited to point A 
where Ea = 2 Ed. The diode line is 
shown in many characteristic curves, 
and is the line where the grid loses con- 
trol, in other words the minimum plate 
voltage for any specified plate current 
no matter how positive the grid may be. 
and excessive grid current) the drive 


Reference should be made to the treatment of grid current under the 
section on Mutual Characteristics. The method used in the design of 
Class B Amplifiers Is given in Chapter 2. 
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Screen Current 

In a pentode or beam tetrode, if tjtie control grid bias is kept constant 
and only the plate voltage varied, the total cathode current (plate -j- screen) 
will remain very nearly constant, decreasing very slightly as the plate 
voltage is reduced down to the knee of the curve. Below this plate volt- 
age the screen current increases more rapidly until zero plate voltage is 
reached at which point the screen current is a maximum (Fig. 42). It is 
evident therefore that if a dynamic loadline cuts the zero bias curve below 
the knee the screen current will rise rapidly and the screen dissipation 
may be exceeded. The average maximum-signal screen current may 
be calculated from the approximation 


Ig2 av *=* i Ia. 4- i Iq 

where Ia rr screen current at mini- 
mum plate voltage swing 
and zero bias (point A). 

and Iq = screen current at no sig- 
nal and normal bias. 

The screen dissipation is therefore 

Wg. where 

W,o = E,, (ilA + llQ) 



Figure 42 


The variation of screen current with change of control grid voltage is such 
that the ratio between plate and screen currents remains approximately 
constant provided that the plate voltage is considerably higher than the 
knee of the curve. This ratio may be determined from the published 
characteristics. 



Figure 43 


Diode Curves 


The diode characteristics of a typical diode are shewn in Fig. 43. Each 
curve corresponds to the peak voltage of a constant unmodulated carrier 
voltage. On this graph may be drawn loadlines corresponding to diode 
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load resistance^ in a similar manner as for triodes. The intersection of 
the applied loadline (OA) with the peak input Toltage curve indicates the 
D.C. voltage developed by the diode and available for A.V.C. As the load 
resistance increases, so the D.C. voltage approaches the peak input voltage. 

For example, if the input carrier is 10 volts peak and the diode load 
resistor 0.6 megohm, the diode current will be 17 mA., and the D.C. voltage 
— 8.7 volts. If 100% modulation is applied to the carrier, the operating 
point will move at audio frequency along the loadline from the intersection 
with the “O” curve, through X to the intersection with the 20 volt curve. 
The distortion over this excursion is small (about 5% second harmonic) 
and may be reduced still further by operating with a higher carrier input 
voltage. 

If however the D.C. load resistance of 0.5 megohm Is shunted by an A.C. 
load (such as would occur due to the grid resistor of the following valve) 
the dynamic loadline will be similar to BC, which passes through the static 
operating point X but which has a slope corresponding lo the total effective 
A.C. load resistance. This loadline (BC) reaches cutoff at about 75% 
modulation, and the distortion at higher percentages of modulation will 
consequently be severe. For any combination of D.C. and A.C. loads it is 
possible to draw the loadlines and determine the limiting percentage of 
modulation before distortion becomes severe. 

Rectifier Curves. 

The subject of Rectifier Curves is treated in Chapter 22. 


Effect of Plate and Screen Supply Regulation 

With a triode valve, the rise in average plate current at full output 
(due to rectification) causes a decrease in the effective plate voltage, due 
to the resistance of the B supply. The result is a comparatively slight re- 
duction in power output, since the drop in plate voltage opposes the rise 
in current. 

With a pentode or beam tetrode valve, however, the effect is much 
more pronounced. If the plate and screen operate at the same voltage 
from a common supply the drop in plate voltage due to the resistance of 
the B supply also causes a similar drop in the screen voltage. This drop 
in screen voltage results in a complete change of valve characteristics, the 
zero grid bias curve being then lower than with the full voltage. The cut- 
off grid voltage is then lower, and a lower grid bias voltage is required for 
optimum operation, possibly also accompanied by an increase in the 
optimum plate load resistance. The combined result is therefore to reduce 
the maximum power output and to reduce the grid input voltage required 
for full output. 

It is obvious that a Class A amplifier is less affected by poor regula- 
tion in the B supply than is a Class ABi or other amplifier drawing con- 
siderably more current at full output than at no output. 

For further consideration see Radiotronics 80 (October, 1937) page 
76-77. 
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GENERAL THEORY 


CHAPTERS 35 TO 39, INCLUSIVE 

CHAPTER 35 

Resistance, Capacitance, Inductance 

(1) Resistance — Ohm’s Law — resistances in series and 
parallel — ^Kirchho£F’s laws — application to voltage divider — 
power — (2) Capacitance — condensers in series and parallel 
— capacitive reactance — Ohm’s law — unpedance — power — 
unit of capacitance — capacitance of parallel plate condenser 
— resistance and capacitance in series — time constant — 
stored energy — (3) Inductance — inductances in series and 
parallel — inductive reactance — Ohm’s law — impedance — 
power — kinetic energy — ^time constant — (4) Renstance, 
capacitance and inductance in series — (5) Renstance, 
capacitance and inductance in parallel — conductance, sus* 
ceptance, admittance — graphical method for resistance and 
reactance in parallel. 


1 . Resistance 

Ohm’s Law: I = E/R where I = current in amperes, 

E = voltage drop across R in volts, 
and R = resistance in ohms. 


Resistances in series: 


R = Ri + R2 + Ra + 


Resistances in parallel: 


1 

R 

(l/R,) + (l/R.) + (I/R3) + ... 


Two resistances in parallel: 

Ri R2 

R 

Rj + R2 


Kirchhoff’s Laws: 

(1) At any point in a network of conductors the sum of the currents 
flowing towards the point is equal to the sum of the currents flowing away 
from it. 

(2) In any closed circuit in a network the sum of the electromotive forces 
introduced into the circuit is equal to the sum of the voltage drops across 
each of the conductors. In other words, in following any closed circuit in 
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a certain direction, clockwise or counter-clock* 
wise, take as positive all electromotive forces 
which tend to produce currents In the selected 
direction and also take as positive the cur- 
rents flowing In this direction. Opposing 
e.m.fs and currents are given a negative sign. 

For example in Fig, 1 any closed circuit may 
he selected, such as A B C D E F A. Com- 
mencing at A and following in a clockwise 
direction we have 

-f- Cl -f- C2 =* iiRi -j- ii»R2 “h iaRs “f" i4R4 

In a similar way any other closed circuit may 
be followed, for example A B C D A in which 

-f- Cl =» iiRi i2R2 — isRs- 

Similar expressions may be obtained from any other closed circuits, and 
these, together with the application of the first law, will solve the network. 

As an example of the application of the first law, consider point D 
where the current flowing inwards is U -f U and the current flowing out- 
wards Is ia. 

.*. £2 + io = in 

If the direction of current assumed in any conductor is incorrect, the value 
for current in that conductor will be shown as negative. 

One of the most important applications of Kirch- 1 

hoff’s Laws in radio design is to a voltage divider, and 
the following example shows the method of calculation 
(Fig. 2). 




h: 


E 






Figure 2 


Assume that the supply voltage E and the tapping 
voltages Cl, and currents h, U as well as the current 
I 2 through the section are known, and that it is re- 
quired to And the values of R, R^ R,, I and L. 

-02- 

By applying Kirchhoff's first law: 

I — ii + «i (1) 

also Ii “ I2 + k ( 2 ) 

I «=* I2 + ii -j- 12 (by substitution) 

and since I.., it and L are known, I may be determined, and also by sub- 
stituting this value in (1), Ii may be found. 

Now C2 =* I2R2 
also Cl — C2 IiRi 
and E — ci =» IR 

so that R, Rj and Ra may be determined, and the solution is complete. 

Power: 

The power (watts) dissipated in a resistance is W where 

w — El « PR « EVR 

2. Capacitance 

The capacitance of Condensers In Parallel: 

C — Cl -f- C2 4 “ Cg -f- . . . 
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The capacitance of Condeneera In Series: 


1 

C 

( 1 /Cl) + ( 1 /C 2 ) + ( 1 /C 8 )+... 

The capacitance of two Condensers in Series: 

C 1 C 2 

C — 

C 1 + C 2 


The Capacitive Reactance* (Xc) of a Condenser is 


1 1 
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laC 

0.159 

l.e. Xo = ohms, 

fC 

159000 

or Xo = ohms. 

fC 

159 

or Xc = ohms, 

tc 


2irfC 


where f = frequency (c/s) 
and C = farads 


where f = frequency (c/s) 
and C = microfarads 


where f = frequency (Kc/s) 
and C = microfarads. 


Ohms law may be applied to capacitive reactance. 


i.c. I = E/Xc 


but the current through the condenser will lead the voltage by an angle 

7r/2 (90"). 



If a resistance R and a condenser C with re- 
actance Xc are connected in series the com- 
bined Impedance will be Z where 

Z == VR- + Xc 2 

and the resultant current will be I where 

E E 


Figure 3: Vector dia- 
gram for R and C in 
series. 


Z VR- + Xc® 

and the current I will lead the voltage E by 
an angle 0 whose tangent is Xc/R and whose 


cosine is R/VR* -f Xc». (See vector diagram Fig. 3). 


The current through the capacitance is “wattless,** that is it does not 
represent any loss of power. 

The power is given by 


W E I X Power Factor 


where the Power Factor is the cosine of the angle ^ by which the current 
leads the voltage, 

i.c. W E I cos 
when 0 = 0, cos 0 = 1 and W = E I 
when 0 = 90", cos 0 = 0 and W = 0. 


Thus 0 = 0 represents a resistive load and unity power factor, while 0 rr 
90" represents a purely reactive (“Wattless”) load and zero power factor. 


*Capacitlv« reactance is conventionally considered negative reactance. 
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An examtnatlon of the Vector Dtagram (Fig. 3) shows that 

RI R R 

cos ^ mm — mm mm " " ' 

ZI Z VR* + Xc® 

R 

W — E I cos (^ — E I 

VR“ + Xc= 

E* 1 

— I2R . 

R 1 + XcVR® 

The total power dissipated in the circuit is only that dissipated by the 
resistance, but its magnitude is affected by the value of C for any given 
value of £. 

A Condenser is said to have a capacitance of 1 farad when a charge of 
I coulomb raises it to a potential of 1 volt. Since the farad is too large 
for convenience, the capacitance of a condenser is generally expressed in 
microfarads (mF.) or micromicrofarads (m/iF.). 

Q C E or C = Q/E 

where Q = charge in coulombs, 

C = capacitance in farads 
and E z= potential across C in volts. 

An imperfect condenser (i.e., one having losses) may be represented 
by a perfect condenser of the same capacitance, with a series resistance 
(r) or a shunt resistance (R) associated with it. If cither r or R is 
known, the other may be calculated since 

1 


R (ZTrfC)- 

when r is very much less than Xc. 

Such a condenser may be said to have a power factor equal to 2irfGr or 
l/2irfCR. This may also be expressed as a phase angle. The value of 
the phase angle in radians is equal to the power factor, e.g., a power factor 
of 0.01 represents a phase angle of 0.01 radian or 0.573”. 

Resistance and Capacitance in Series: 

E - R I + (Q/C) 

If a steady voltage E is suddenly applied to a circuit with R and C In series, 
C having no initial charge, the charge in the condenser will increase ac- 
cording to the relation 

q — Q (1 _ e-t/CR) 

where q = instantaneous charge on condenser, 

Q =r EC = final charge on condenser, 
e = 2.718 

and t time in seconds from the instant that the voltage E is 
applied. 

The Time constant of the circuit is CR and is the time required for the 
charge to reach [1 — (l/e)l or 0.632 of its maximum value. 

In a similar manner 

i - (E/R) c~^/CR 

The maximum current flow occurs when t = 0 and is equal to E/R. As t 
increases, q also increases, producing a counter e.m.f. (q/C) which cuts 
down the current and hence the rate at which the charge increases. 
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If a condenBer having capacitance C, charged to a potential E, is die- * 
charged through a reBistance R. 

q — EC €~t/CR 
and i — - (E/R) c-^/CR 

The negative sign for i indicates that the current is drawn out of the con- 
denser. It will be Been that the current and charge both decrease 
logarithmically from their maximum values to zero. 

The electro-potential energy stored in a condenser due to its charge is 

i CE^ joules. 

Capadtance of Parallel Plate Condenser of Known Dimensions: 

AK 

C — ■ micromicrofarads 

11.31d 

where A = useful* area of one plate in square centimetres, 

K = dielectric constant (**Bpeciflc inductive capacity") — ^for 
values see Chapter 40» 

and d = gap between plates in centimetres, 

= thickness of dielectric in centimetres. 

Alternatively (in inch units) 

AK 

C — micromicrofarads 

4.45d 

where A =: useful* area of one plate in square inches, 
and d = gap between plates in inches. 

Capacitance with air dielectric, plates 1 mm. apart: — 

C — 0.884 /ifiF. per sq. cm. area of one plate. 

Capacitance with air dielectric, plates 0.10 inch apart: — 

C 2.245 /A/iF. per sq. inch area of one plate. 


3. Inductance 

The inductance of inductances in series: 

L — Li -|- L 2 + Ls + • • • 

The inductance of inductances in parallel: 


L — 


1 


i/Li * 4 " 1/L2 4 " i/Ls 4 " • • • 

The Inductance of two inductances in parallel (not coupled together) : 

L1L2 

L 


Li 4* L 2 

The Inductive Reactance (Xl) of an inductance is wL, or 

Xl = 2irfL ) where f = cycles per second 

i.e. Xl = 6.28fL ohms { and L = henries, 

or Xl = 6.28fL ohms, where f = megacycles/second 
and L = microhenries. 

Ohm's law may be applied to inductive reactance 


i.c. I - E/Xl 

but the current through the inductance will lag behind the voltage bv an 
angle ir/2 (90*). 


•The useful area is approximately equal to the area of the smaller plate when the 
•quare root of the area is large compared with the gap. ^ 
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If a resistance R and an inductance L are 
connected in series the combined impedance 
(see Fig. 4) will be Z where 

Z — VR" + 

and the resultant current will be I where 
E E 

z VR“ + Xi? 

and the current I lags behind the voltage by 
an angle 0 whose tangent is Xl/R and whose 



Figure 4i Vector dia- 
gram for R and L in 
series. 


cosine is R/VR* + Xl* 


The power is given by 


W ** El X Power Factor 


R 

— EIcos,#. = El I^R 

vw+iu? 

The current through a pure inductance is “wattless." 

The kinetic energy of an inductance of L henries carrying a current of I 
amperes is iLP Joules. 

If an e.m.f. E be suddenly applied to an inductance L in series with 
a resistance R, the current will be 

i E/R (1 — €-Rt/L) 

The maximum rate of change of current occurs when the time t = 0, 
and as t increases the value of i approaches its limiting value I = E/R. 

The time constant of this circuit is L/R and is the time in seconds for 
the current to reach 0.632 of its final value. 

When the current through the inductance has reached its final value 
(I r= E/R) and the input circuit is short-circuited, the current will be 

i =- (E/R) c-Rt/i. 

in which case the time constant L/R is the time taken for the current to 
fall to (1 — 0.632) or 0.368 of its original value. 


4. Resistance Capacitance and Inductance in Series 

If a Resistance R, Capacitance C and Inductance L are connected in 
series the impedance will be 

Z — VR" + x* 

where X “= ZirfL — (l/ZirfC) “= uL — { 1 /<dC) 

If a potential £ is applied to the circuit, the current will be 

E 

I 

VR*+ [ 2 irfL — (l/ZirfC )]2 
This may be expressed in the form 

E 


I 

VR*+ [Z,rfL[l-(foVf")]]* 

where f, = l/(2,r\^LCT 


It will be seen that the inductive and capacitive reactances counteract one 
another. When 2irfL z= l/2irfC or f = fo the resultant reactance Is nil 
and resonance occurs, the current then being I = B/R. 
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In a ci rcuit Including several impedances (Zx, Z, etc. where Zj = 
\Alti* + Xx*. etc.) in series, the numerical value of the resultant impedance 
(Z) may be found by adding the resistive components of all impedances, 
adding algebraically the reactive components of all impedances and by 
taking the resultant of the two in quadrature, i.e. 

z- V (Ri + R2 + . . r + (X1 + X2 + . . r 

or in complex algebra (see Chapter 37) 

Z (Ri 4 “ “f” • • •) 4 " y (Xi 4 ” ^2 4 * • • •)• 

5. Resistance, Capacitance and Inductance in Parallel 

When two or more impedances are connected in parallel the total 
current is the vector sum of the currents through each of the impedances. 
This fact may be used to determine the combined impedance. 

A vector diagram for the currents through 
a resistance and an inductance in parallel is 
shown in Fig. 5 where E is the applied voltage, 
IR the current through the resistance (Ir = B/R) 
and IL the current through the inductance 
(IL = E/Xl), this laggin g 90** beh ind Ir. The 
resultant current is I = VIb* -f II* = E/Z from 
which the numerical value of Z may be found. 
I is lagging behind E by an angle whose tangent 
is IL/IR or R/Xl. 

When considering Impedances in parallel it 
is often convenient to work in terms of conductance, susceptance and ad- 
mittance (see also Chapter 39). 

R 

=* G is called the conductance. 

R24-X2 

X 

— B is called the susceptance. 

R24-X2 

VG^ + — Y is called the admittance. 

It is evident from this definition that 

1 1 

VFT^ z 

i.e. that the admittance (Y) is the reciprocal of the impedance (Z). 

The conductance, however, is not the reciprocal of the resistance un* 
less the reactance is zero. Similarly the susceptance is not the reciprocal 
of the reactance unless the resistance is zero. 

R and X may also be expressed in terms of G and B: — 

G 

R 

G* 

B 





Figure 5: Vector dia- 
gram for R and L in 
parallel. 


and X 
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When there are a number of circuits in parallel, their resultant con- 
ductance is given by the sum of their separate conductances; — 

G — Gi + G 2 + Ga 4" 

Similarly when there are a number of circuits In parallel, their re- 
sultant suBceptance is given by the sum of their separate susceptances: — 

B — » Bi 4“ B 2 + + • • • 

The resultant admittance is therefore 

Y -> VG* + B2 


and the resultant impedance 

1 1 

Z 

Y 

SuBceptance may be either positive (inductive) or negative (capac- 
itive), and susceptances should therefore always be added algebraically. 
Admittance, conductance and susceptance are measured in reciprocal ohms 
(mhos). 

In complex algebra (see Chapter 37) 

Zi — Ri 4“ 

and Yj «==* Gj — jBi 
When there are a number of impedances in parallel 


y - (Gx + G, + . . .) - y(B, + B2 + . . .)• 


Fig. 6 shows a simple graphical method 
for the determination of the impedance of a 
resistance R and a reactance X in parallel. 
OAB is a right angle triangle in which the 
length of OA represents R, OB represents X> 
and OC, a perpendicular drawn from O to 
the hypotenuse, represents the resultant im- 
pedance. In these diagrams OC not only rep- 
resents the absolute value of Z but the angle 
COA also gives the numerical value of the 
phase angle between the applied voltage and 
the resultant current. 


a 



A 


Figure 6: Graphical 

method for determining 
impedance of R and X 
in paraliel. 


Information on more complex graphical methods for impedances in 
parallel is given in Electronics, January 1938, p. 54, and in the ^‘Standard 
Handbook for Electrical Engineers" (McGraw-Hill, 6th Edition) p. 103. 


O 
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CHAPTER 36 


Vectors 


Vector notation— -two vectors in series— three or more 
vectors in series — application of vectors. 

Vector notation provides a comprehensive graphical method for A.C. 
calculations involving reactances and phase differences. The length of a 
vector (e.g. OB in Fig. 1) represents, to some arbitrary scale, the ef- 
fective value of the alternating quantity, while the position of the vector 
with respect to a selected reference vector gives the phase displacement. 
Counter-clockwise rotation as shown by the arrow in Fig. 1 is always con- 
sidered positive, so that vector OB leads vector OA by an angle 



Figure 1 



The resultant of two vectors in series may be found by completing 
the parallelogram (OADB in Fig. 1) and taking the resultant OD. 

Three or more vectors in series may be treated as shown in Fig. 2 
where AB' is equal and parallel to OB and B'C' equal and parallel to OC; 
the resultant is OC'. 

As is evident from the definitions, if the voltage drop RI across a 
resistance is drawn along the axis OX, the vector XlI, being the voltage 
drop across across a pure inductance, will be along the axis OY and the 
vector Xcl will be along OY' 

In considering a circuit including impedances in series, a vector dia- 
gram may be drawn which represents by a vector the voltage drop across 
each impedance (e.g. RI, XU). Similarly with a circuit including im- 
pedances in parallel a vector diagram may be drawn which represents by 
a vector the current through each impedance. 


O 
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CHAPTER 37 


Complex Algebra 


Complex algebra — operator 3 — modulus or absolute value 
— application — ^procedure — rules of complex algebra. 

Many difficult problems can be solved by the methods of Complex 
Algebra, so that a working knowledge of the subject is of great assistance 
in the complete understanding of technical literature. 



In this algebra, the operator j 
corresponds to a change of 90” 
in the phase angle. This idea can 
be represented graphically. If we 
take the ordinary graphical axes 
aj'Oa:, y^Oy (Fig. 1) a quantity X 



Figure 2. 


can be represented by the length OA marked on the x axis. Application 
of the operator j is equivalent to rotating OA through 90* to the position 
of OB, so that ;X is represented by OB. A further application of j rotates 
OB to the position OC, i.e. is represented *by OC. But OC is opposite 
in direction to OA (OA having been rotated through 180®), so that ;^X = 
— X. Thus we may write = — 1, or j r= V— *1. The number j (some- 
times referred to as “imaginary”) obeys all the ordinary laws 
of arithmetic, f always being replaced by — 1. A “complex" number 
R -f ;X, where R and X are ordinary, real numbers, can be represented 
graphically by a vector OP (Fig. 2) which is such that OM — R units and 
ON = X units. The length OP, which is equal to VH-* -f is called the 
^'modulus" OP “absolute value” of the vector quantity R 4 - jX. It will be 
seen that the quantity R -f jX can be interpreted as representing a vector 
R combined with a perpendicular vector X, the modulus y/W 4 . X* cor- 
responding to the resultant (or sum) of the two vectors; further, it will 
be seen that the phase-angle 0 between the resultant OP and the horizontal 
vector R is given by: tan <p = X/R. 

The complex notation is of particular importance In A.C. calculations. 
Thus, the impedance of a circuit consisting of a resistance R in series with 
an inductive reactance Xl may be represented as a vector R 4 . jXu 
Similarly, if a resistance R is in series with an inductive reactance Xi. 
and a capacitive reactance Xc the vector impedance is R + ;(Xl-Xc), the 
negative sign corresponding to the 180® phase angle between the in- 
ductive reactance and the capacitive reactance. When two impedances 
(Zj = R, -f jXi and = R^ + ;X,) are connected in parallel the result- 
ant impedance is 


Zi Z2 (Ri + jXi) (Ro jXo) 

Z — — . 

Z1 + Z2 R1 + R2 +/(Xi+X2) 
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In order to use the complex notation, each vector quantity is represent- 
ed as a complex number; in the ensuing calculations, the operator j obeys 
all the ordinary laws of arithmetic, ;** being replaced by — 1. The result is 
reduced to the form R + ;X, and the modulus, or absolute value, 
vTF^fTP, then calculated. 

Rules of Complex Algebra 

z, - Ri + jXi; Za - Rs + jXo; p 1. 

1. Addition. 

Zi + Z2 - (Ri + }Xi) + (R2 + /X2) - (Ri + R2) + j(X,+ Xz). 
2 Subtraction. 

Zi — Z2 - (Ri + ;X)— (R2 + jx^) - (Ri — R2) + i{Xi — X2). 
3. Multiplication. 

z, X Z2 =. (R, + JX,) (R2 + JX2) 

- (R1R2 + P X1X2) + i{XiR2 + R1X2) 

= (R1R2 — X1X2) + J(X,R2 + RiX2) 


4 Division. 

Zi (Ri + yxi) (Ri + yx, ) (R2 — 3X2) 

Z2 (R2 + 3X2) (R2 + 3X2) (R2 —3X2) 

(Ri+yxi) (R2-yx2) 

R2=* + Xa* 

R1R24-X1X2 XiRz — RiXs 

h y 

Rj ,2 4. Xa* R2= + Xz* 

3 To find the modulus or absolute value. 

|Z|, or mod Z = VR* + X* 

6 Phase angle. 

X R X 

tan — ; cos <f> ; sin ^ — 

R VR" + X2 VR"* + x* 

7 Conjugate complex numbers. 

The complex numbers (R -f* J^) (R — jX) are said to be 
conjugate, and 

(R + jX) (R — jX) — R2 4. X2. 

8 

1 R — jX R X 

- ; 


R + yx R2 4- X2 R2 + X* 


R* + X* . 
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CHAPTER 38 


Simple Trigonometry 


Sine: 

Sin0 


AB/OA 

Cosine: 

Cos0 

= 

OB/OA 

Tangent: 

Tan0 


AB/OB 

Cosecant: 

CosecR 


OA/AB 

Secant: 

Sec0 

rr 

OA/OB 

Cotangent: 

Cot0 

= 

OB/AB 


SIMPLE RELATIONSHIPS : 

Sin*d -f cos*d = 1 
Tantf rr Sintf/cos B 
CotB = Costf/sin B 
1 4- tan*tf = sec*tf = 1/cos*^ 

1 -f cot*^ = cosec*^ = l/8in*tf 


sintf 


008^ 


taii9 

-I- tan*^ 
1 

Vl — 8in*tf = 

VI 4- tan*^ 


1 

V 1 4- cot*^ 

cot^ 

V 1 4- cot*tf 


siii(— = — sintf 

COS(— = COB^ 

tan(— tf) = — tan(? 

8in2^ = 2sin0 cos0 

(*0820 = cos*0 — sin20 

= 1 — 28in*0 
r= 2cos*0 — 1 
2tan0 


tan20 =r 

1 — tan‘-*0 

Sin (A 4* B) = Bin A cob B 4- cob A Bin 
Cos (A 4- B) = cos A cos B — sin A sin 
tan A 4. tan B 

Tan (A 4- B) = 


1 — tan A tan B 

Sin (A — B) = Bin A cos B — cos A sin 
Cos (A — B) r= COB A cos B 4- sin A sin 
tan A •— tan B 


Tan (A — B) = 

1 4. tan A tan B 


For Natural Sines, Cosines and Tangents, see Table on 
40). 


1/Sin0 

1/CO80 

1/Tan0 


A 



O B 

Figure 1 


B 


B 


page 344 (Chaptir 
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CHAPTER 39 

Units 


Quantity 

English 

Metric 

Length 

1 inch = 2.5400 cm. 

1 foot = 30.48 cm. 

1 yard = 0.9144 metre 

1 mile = 1.6093 Km. 

1 centimetre 

1 metre 

1 Kilometre 

= 0.3937 inch 
0.0328 foot 

1.094 yards 
= 0.6214 mile 


1 mil = 0.001 inch 
= 0.00254 cm. 

1 mm. 

= 39.37 mils. 



1 micron 

1 Angstrom 
(A*) 

= ICM metre 
= 0.0001 cm. 

= 10,000 

Angstroni.s 

= 10-to metre 

10-3 cm. 

=r 0.0001 micron 

Area 

1 in.* = 6.452 cm.* 

1 ft.* = 929cm.* 

= 0.0929 m.* 

1 cm.* 

1 m.* 

0.1550 in.* 

= 0.001076 ft.* 

=: 10.76 ft.* 

Volume 

1 in.* = 16.39 cm.* 

= 0.01639 litres* 

1 cm.® 

1 litre* 

= 0.06102 in.* 

= 61.02 in.* 

Mass 

(Avoirdupois) 

1 grain = 0.0648 grams 

1 ounce = 28.35 grams 

1 lb. = 7000 grains 

=: 453.6 grams 
= 0.4536 Kg. 

1 ton = 10161 Kg. 

1 gram 

1 Kg. 

1000 Kg 

=: 15.432 grains 
nr 0.03527 ounce 
=: 0.002205 lb. 
m 2.205 lb. 

= 0.9842 ton 
= 1 metric ton 

Force 

1 Ih. weight 

= 4.448 X 10* dynes 

1 dyne = 0.2248 X 10-^ lb. weight 
1 dyne = 0.0010197 gram weight 

1 gram weight = 980.62t dynes 

Intensity 

of 

Pressure 

1 atmosphere 

= 1.0132 X 10* 

dynes/cm* 

= 760 m.m. mercury 
at 0*C. 

1 inch mercury at 0*C. 

= 8.386 X 10* 

dynes/cm* 
34.58 grams/cm* 

1 dyne/cm* 

= 0.9869 X 10-« atmosphere 

1 m.m. mercury at 0*C. 

= 1.333 X 10* dynes/cm* 

=r 1.369 grams/cm* 

rr 1.316 X 10-3 atmosphere 


•t Utr* = Ib. of fresh water at <S* F. 
t approx., at latitude 45*. on toa lovel. 
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Electrical Units 


Quantity 

Symbol 

Unit 


Relationship 

Current 

I,i 

Ampere (A) 

I =: 

E/R, I = E/Z, 

I = Q/T 

Quantity ) 
Charge j 

Q,q 

Coulomb 

Q = 

IT 

Resistance 

R,r 

Ohm (0) 

R = 

E/I 

Electromotive 





force (B.M.F.) 

E, e 

Volt (V) 

E 

RI 

Capacitance 

C 

Farad (F) 

C = 

Q/E 



Jar 

1 Jar = 

1000 cm. 

= 1.11 X 10-» F. 



Centimetre 

1 cm. = 

1.11 X 10-12 F. 

= 1.11 fifiF. 




= 

0.9 cm. 

Self inductance 

L 

Henry (H) 

L = 

XL/2,rf 

Mutual 





inductance 

M 

Henry (H) 



Inductive- 





reactance 

XL 

Ohm (Q) 

Xl = 

2wth 

Capacitive- 





reactance 

Xc 

Ohm (0) 

Xc = 

— l/2irfC 

Reactance 

X 

Ohm (H) 

X = 

[2,rfL — (l/2,rfC)] 

Impedance 

Z 

Ohm (0) 

Z = 

VR' + X* 


Power 

P 

Watt (W) 

Energy or 



Work 

— 

Joule (J) 



Watt-hour 


W = El 

1 Watt z= 10^ ergs/second. 

1 Joule = 10^ ergs 

= 10’ dyne-cm. 


Conductance 

G,g 

Mho 

G = R/(R* -f X*) 

Susceptance 

B,b 

Mho 

B X/(R* + X«) 

Admittance 

T. r 

Mho 

Y = 1/Z 

Angular 




Velocity 

to 

Radians/ 




second 

(0 = 2irf 

Time 

T.t 

Second 

T = 1/f 

Frequency 

t 

Cycles per 




second (C/s) 

f = 1/T 



Kilocycles per 




second (Ke/s) 




Megacycles per 




second (Mc/s) 
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Mognetic Units* 


Quantity 

Symbol 

Unit 

Relationship 

Field Intensity 

H 

Gauss (dynes/unit 
pole) 


Magnetic flux 


Maxwell 

0 = mHA = BA 

Flux density 

B 

Gauss = Maxwell/cm.' 

4>/A 

Magnetising force H 

Oersted = Gllbert/cm. 

4ffN 1 

H= 

101 

Magnetumotive 

force 

P 

4tN1 

Gilbert MMF = 

10 

Permeability 

M 


n = B/H 

Reluctivity 

— 


1/m 

Reluctance 

Ry S 


MMF 1 

^ mA 

Permeance 

— 


l/R 


N.B, N = number of turns 

1 = length of path in cm. 

A z= area in square cm. 

I zz electric current in amperes. 

•British Standard.s Institution, “Glossary of Terms used in Electrical Engineer- 
ing,” November, 1936. 


Photometric Units 


Quantity 

Symbol 

Unit 

Relationship 

Light Flux 

0, F 

Lumen 

1 

1 Lumen = — x flux emitted 
4ir by 1 candle 

Light Intensity 

I 

Candle 

Flux emitted 

by 1 candle = 4], lumens 

Illumination 

B 

Foot-candle = lumens/ft* 

Phot = cm. candle = lumens/cm* 

Lux = metreH:andle = lumens/metre* 
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PART 8 SUNDRY DATA 


CHAPTER 40 

Tables^ Charts and Sundry Data 
R.M.A. Colour Code for Resistors and Condensers 

The standard Colour Code adopted by the Radio Manufacturers' Asso- 
ciation (U.S.A.) uses distinct colours to represent the numerals 0 — 9 in* 
elusive; thus the resistance or capacitance of fixed resistors or condensers 
may be indicated conveniently by combinations of various colours. 

The ohm is used as the unit for the resistance code. The "body" 
colour represents the first digit; the "end" colour the second digit; and 
the "dot" colour the number of following ciphers, (e.g., a 600,000 ohm 
resistor has a green body (5), black end (0), and yellow dot (0000). 

The condenser code uses the micromicrofarad (aimF.) as the unit. Con- 
densers are usually marked by means of three coloured dots. For example, 
a 1600 fi/iF. condenser has: first dot, brown (1); second dot, green (6); 
third dot, red (00). 

The R.M.A. Colour Code gives values of resistance in ohms and capacit- 
ance in fifiF. correct to the first two integers, which is, in general, sulfi- 
ciently accurate for most radio design work. 

However, in some cases, such as a 1260 fi/iF, condenser, the three 
digits may be indicated in the following manner: — The first two digits are 
indicated as usual; the third dot or ring is left blank. The remaining 
code appears in two dots or rings beside the blank. The dot or ring 
nearest the blank indicates the third digit, the other the number of ciphers. 
For example: 1260 fi/iF,, or 0.00126 /iF. condenser has; first dot, brown 
(1); second dot, red (2); third dot, green (6); fourth dot, brown (0). 

R^M A, RESISTOR COLOUR CODE. 


Values in Ohms. 


Body 

First 

End 

Second 

Dot 

Remaining 

Colour 

Digit 

Colour 

Digit 

Colour 

Digits 

Black 

0 

Black 

0 

Black 


Brown 

1 

Brown 

1 

Brown 

0 

Red 

2 

Red 

2 

Red 

00 

Orange 

3 

Orange 

3 

Orange 

000 

Yellow 

4 

Yellow 

4 

Yellow 

0000 

Green 

6 

Green 

6 

Green 

00,000 

Blue 

6 

Blue 

6 

Blue 

000,000 

Violet 

7 

Violet 

7 

Violet 

0,000,000 

Grey 

8 

Grey 

8 

Grey 

00,000,000 

White 

9 

White 

9 

White 

000,000,000 


R.M.A. CONDENSER COLOUR CODE 




Values In Micromicrofarads 




First 


Second 


Remaining 

First Dot 

Digit 

Second Dot 

Digit 

Third Dot 

Digits 

Black 

0 

Black 

0 

Black^ 


Brown 

1 

Brown 

1 

Brown 

0 

Red 

2 

Red 

2 

Red 

00 

Orange 

3 

Orange 

3 

Orange 

000 

Yellow 

4 

Yellow 

4 

Yellow 

0,000 

Green 

6 

Green 

6 

Green 

00,000 

Blue 

6 

Blue 

6 

Blue 

000,000 

Violet 

7 

Violet 

7 

Violet 

0,000,000 

Grey 

8 

Grey 

8 

Grey 

00,000,000 

White 

9 

White 

9 

White 

000,000,000 


^Optional 
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Toble Showing Popular Sizes of Resistors in the R.MA Code 


RMittanet In Ohms Body Colour Bnd Colour 


Dot Colour 


60 

Green 

Black 

»aek 

100 

Brown 

Black 

Brown 

150 

Brown 

Green 

Brown 

200 

Red 

Black 

Brown 

260 

Red 

Green 

Brown 

300 

Orange 

Black 

Brown 

350 

Orange 

Green 

Brown 

400 

Yellow 

Black 

Brown 

450 

Yellow 

Green 

Brown 

600 

Green 

Black 

Brown 

750 

Violet 

Green 

Brown 

1,000 

Brown 

Black 

Red 

1.500 

Brown 

Green 

Red 

2,000 

Red 

Black 

Red 

2,500 

Red 

Green 

Red 

3,000 

Orange 

Black 

Red 

3,500 

Orange 

Green 

Red 

4.000 

Yellow 

Black 

Red 

4,500 

Yellow 

Green 

Red 

5,000 

Green 

Black 

Red 

6.000 

Blue 

Black 

Red 

7,000 

Violet 

Black 

Red 

8,000 

Grey 

Black 

Red 

9.000 

White 

Black 

Red 

10,000 

Brown 

Black 

Orange 

12,000 

Brown 

Red 

Orange 

13.000 

Brown 

Orange 

Orange 

15,000 

Brown 

Green 

Orange 

17,000 

Brown 

Violet 

Orange 

18,000 

Brown 

Grey 

Orange 

19,000 

Brown 

White 

Orange 

20,000 

Red 

Black 

Orange 

22,000 

Red 

Red 

Orange 

25,000 

Red 

Green 

Orange 

27,000 

Red 

Violet 

Orange 

30,000 

Orange 

Black 

Orange 

35,000 

Orange 

Green 

Orange 

40,000 

Yellow 

Black 

Orange 

45,000 

Yellow 

Green 

Orange 

50,000 

Green 

Black 

Orange 

60,000 

Blue 

Black 

Orange 

70,000 

Violet 

Black 

Orange 

75,000 

Violet 

Green 

Orange 

80,000 

Grey 

Black 

Orange 

90,000 

White 

Black 

Orange 

100,000 

Brown 

Black 

Yellow 

125,000 

Brown 

Red 

Yellow* 

150,000 

Brown 

Green 

Yellow 

175,000 

Brown 

Violet 

Yellow* 

200,000 

Red 

Black 

Yellow 

225,000 

Red 

Red 

Yellow* 

250,000 

Red 

Green 

Yellow 

275,000 

Red 

Violet 

Yellow* 

800,000 

Orange 

Black 

Yellow 

350,000 

Orange 

Green 

Yellow 

400,000 

Yellow 

Black 

Yellow 

450,000 

Yellow 

Green 

Yellow 

500,000 

Green 

Black 

Yellow 

600,000 

Blue 

Black 

Yellow 

750,000 

Violet 

Green 

Yellow 

1 megohm 

Brown 

Black 

Green 

1| megohms 

Brown 

Red 

Green* 

li megohms 

Brown 

Green 

Green 

1| megohms 

Brown 

Violet 

Green* 

2 megohms 

Red 

Black 

Green 

2| megohms 

Red 

Red 

Green* 

21 megohms 

Red 

Green 

Green 

8 megohms 

Orange 

Black 

Green 

4 megohms 

Yellow 

Black 

Green 

6 megohms 

Green 

Black 

Green 

10 megohms 

Brown 

Black 

Blue 


•The colour code does not extend beyond the flrst two digits, and consequontty 
the code can only be used by dropping the third digit. Values shown by the 
asterisks are therefore only approximations. 
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TABLE 

SHOWING POPULAR SIZES OF CONDENSERS 


IN THE R.M.A. 

CODE 


Capacitance 


COLOURS 


ti/iF 

aF 

First Dot 

Second Dot 

Third Dot 

10 

.00001 

Brown 

Black 

(Black)* 

20 

.00002 

Red 

Black 

(Black)* 

25 

.000025 

Red 

Green 

(Black)* 

60 

.00005 

Green 

Black 

(Black)* 

100 

.0001 

Brown 

Black 

Brown 

250 

.00025 

Red 

Green 

Brown 

350 

.00035 

Orange 

Green 

Brown 

400 

.0004 

Yellow 

Black 

Brown 

500 

.0005 

Green 

Black 

Brown 

760 

.00075 

Violet 

Green 

Brown 

1,000 

.001 

Brown 

Black 

Red 

1,200 

.0012 

Brown 

Red 

Red 

2,000 

.002 

Red 

Black 

Red 

3,000 

.003 

Orange 

Black 

Red 

4,000 

.004 

Yellow 

Black 


10,000 

.01 

Brown 

Black 

Orange 


.02 

Red 

Black 

Orange 


.05 

Green 

Black 

Orange 

fiifijii' T 

.1 

Brown 

Black 

Yellow 

250,000 

.25 

Red 

Green 

Yellow 


.5 

Green 

Black 

Yellow 

*May be left blank. 




TOLERANCES AND VOLTAGE RATINGS OF CONDENSERS 

The R.M.A. 

Colour Code may also be 

used to indicate 

tolerances and 

voltage ratings of condensers. 




Tolerances are indicated by a 

single colour as follows: — 


Brown 

1% 


Violet 

7% 

Red 

2% 


Grey 

8% 

Orange 

3% 


White 

9% 

Yellow 

4% 


Gold 

5% 

Green 

5% 


Silver 

10% 

Blue 

6% 


No Colour 

20% 

Voltage Ratings 

are indicated as follows: 



Brown 

100 volts 


Violet 

700 volts 

Red 

200 volts 


Grey 

800 volts 

Orange 

300 volts 


White 

900 volts 

Yellow 

400 volts 


Gold 

1000 volts 

Green 

500 volts 


Silver 

2000 volts 

Blue 

600 volts 


No Colour 

500 volts 


In order to avoid confusion between the different markings the 
following arrangement is standard: 

Condensers of polygonal cross section: Six markers (dots) are arrang- 
ed in two horizontal rows of three each. The upper three indicate the 
digits of the capacitance, and the lower right hand marker indicates the 
number of following ciphers. The middle marker of the lower row indi- 
cates the tolerance, and the lower left hand marker indicates the voltage 
rating. 
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Condanter Tolaranea and Voltage Ratings (Contd.) 

Condensers of circular cross section: Six rings, three being wide and 
three narrow, are arranged around the body. When viewed with the three 
wide bands to the right of the three narrow bands the indications are : — 

First digit of capacitance — left hand wide band. 

Second digit of capacitance — next adjacent wide band. 

Third digit of capacitance — third wide band. 

Number of ciphers of capacitance — right hand narrow band. 
Tolerance (if any) — next adjacent narrow band. 

Voltage rating (if any) — third narrow band. 
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INDUCTIVE REACTANCES (Correct to three ugnificant figures) 
AUDIO FREQUENCIES Xl — *)L 

RCACTANCE IN OHMS AT:— 



RADIO FREQUENCIES 

REACTANCE IN OHMS AT:— 

Inductance — 

(Henries) 175 Kc/s 252 Kc/s 465 Kc/s 550 Kc/ a 1000 Kc/s 


1500 Kc/s 


1 

.1 

.01 

1000 ttH. 
200 «H. 
100 iiH. 


1,100,000 

110,000 

11,000 

1,100 

220 

110 


1,580.000 

158,000 

15,800 

1,580 

817 

158 


2.920,000 

292.000 

29,200 

2,920 

484 

292 


3.460,000 

346,000 

34,600 

3,460 

691 

346 


6,280,000 9,430,000 

628,000 943,000 

62,800 94,300 

6,280 9.480 

1,260 1,890 

628 943 


CAPACITIVE REACTANCES (Correct to three significant figures.) 


AUDIO FREQUENCIES 

REACTANCE IN OHMS AT:— 

Xc 

-=* l/a>C 

Microfarads 

30 c/s 

50 c/s 

100 c/s 

400 c/s 

1000 c/s 

5000 c/s 

.00005 






... 

637,000 

.0001 





1,590,000 

818,000 

.00025 



— 

1,590,000 

687,000 

127,000 

.0005 



3,180,000 

796,000 

318,000 

63,700 

.001 


3,180.000 

1,590,000 

398,000 

159,000 

81,800 

.005 1.060,000 

637,000 

318,000 

79,600 

31,800 

6,370 

.01 

631,000 

318,000 

159,000 

39,800 

15,900 

3,180 

.02 

263,000 

169.000 

79,600 

19,900 

7,960 

1,590 

.05 

106,000 

63,700 

31,800 

7.960 

3,180 

637 

.1 

63,100 

81,800 

15,900 

3,980 

1,590 

818 

.25 

21,200 

12,700 

6,370 

1,690 

637 

127 

.6 

10,600 

6,370 

8,180 

796 

818 

63.7 

1 

5,810 

8,180 

1,590 

889 

159 

31.8 

2 

2,650 

1,590 

796 

199 

79.6 

16.9 

4 

1,810 

796 

398 

99.5 

39.8 

7.96 

8 

668 

898 

199 

49.7 

19.9 

8.98 

16 

882 

199 

99.5 

24.9 

9.96 

1.99 

25 

212 

127 

63.7 

15.9 

6.87 

1.27 

85 

152 

91.0 

45.5 

11.4 

4.55 

.910 


RADIO FREQUENCIES Xc — l/<oC 

REACTANCE IN OHMS AT:— 

Capacitance — ■ — 

Microfarads 175 Kc/s 252 Kc/s 465 Kc/s 550 Kc/s 1000 Kc/s 1,500 Kc/s 
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IMPEDANCE OF RESISTANCE AND CAPACITANCE 
IN PARALLEL. 




R = Resistance (ohms) 

Z s= Impedance (ohms). 

C =; Capacitance (fiF.). 
t sz Frequency (c/s.). 

Z (OHMS) 

10 

Z 

X 

o 

a: 


C Xf = 
500 

C. t. 

.1 6000 

1 600 

6 100 

10 50 

26 20 

C xf = 
1000 

C. f. 

.1 10000 

1 1000 

5 200 

10 100 

26 40 

50 20 

CXf= cxf = 

1500 2000 

C. f. C. f. 

.1 15000 

1 1500 1 2000 

5 800 6 400 

10 150 10 200 

25 60 25 80 

50 80 60 40 

100 20 

c xf = 

2500 

C. f. 

1 2600 

6 600 

10 250 

25 100 

50 50 

100 25 

C Xf = 
5000 

C. f. 

1 6000 

6 1000 

10 600 

26 200 

60 100 

100 60 

100 

95.5 

84.5 

72.8 

62.3 

53.7 

80.3 

150 

135 

109 

86.6 

70.3 

58.6 

31.1 

200 

169 

125 

93.7 

73.9 

60.7 

81.5 

250 

196 

134 

98.6 

75.8 

61.7 

81.6 

300 

218 

140 

100.0 

76.9 

62.3 

31.7 

350 

235 

145 

101.5 

77.6 

62.6 

81.7 

400 

249 

148 

102.6 

78.1 

62.9 

31.7 

450 

259 

150 

103.2 

78.4 

63.0 

31.8 

500 

269 

152 

103.8 

78.6 

63.2 

31.8 

600 

281 

154 

104.5 

78.9 

$3.3 

81.8 

700 

289 

155 

HHF 1 


63.4 


800 

296 

156 


Kin 

68.5 


900 

300 

157 



63.5 


1000 

303 

157 


79.3 

63.5 


1200 

308 

157 


79.4 

63.6 


L 1 

311 

158 

105.8 

79.4 



' 1 i! 

312 

158 

105.8 

79.5 



' • 

813 

158 

105.9 

79.5 



f : 

314 

159 

105.9 

79.6 



2000 

315 

159 

105.9 

79.5 





STANDARD AMERICAN SCREWS USED IN RADIO 





MANUFACTURE. 




*4 

tside Di 
Inches 

:ch Dia. 
Inches 

ot Dia. 
Inches 

r 

Q 

a| 

p Drtll 
St Iron 

C8 

11 

a£ 

h o 

OQCO 

C.5 




^5 

d p 
hO 

2-56 

.0860 

.0744 

0628 

No. 49 (.0730) 

No. 49 (.0730) 

No. 50 (.0700) 

3>48 

.0990 

.0855 

.0719 

No. 44 (.0860) 

No. 44 (.0860) 

No. 47 (.0786) 

4-40 

.1120 

.0958 

.0795 

No. 42 (.0935) 

No. 43 (.0890) 

No. 48 (.0890) 

5-40 

.1260 

.1088 

.0925 

No. 34 (.1110) 

No. 35 (.1110) 

No. 38 (.1015) 

6-82 

.1880 

.1177 

.0974 

No. 32 (.1160) 

No. 33 (.1130) 

No. 36 (.1065) 

8-82 

.1640 

.1437 

.1234 

No. 27 (.1440) 

No. 28 (.1405) 

No. 29 (.1860) 

10*24 

.1900 

.1625 

.1359 

No. 21 (.1509) 

No. 22 (.1570) 

No. 25 (.1495) 

10-82 

.1900 

.1697 

.1494 

No. 19 (.1660) 

No. 20 (.1610) 

No. 21 (.1590) 

12-24 

.2160 

.1889 

.1619 

No. 16 (.1770) 

No. 17 (.1780) 

No. 16 (.1770) 

i-20 

.2500 

.2175 

.1850 

No. 7 (.2010) 

No. 8 (.1990) 

No. 7 (.2010) 








316 


Chapter 40. 


B.A. Screw Threads 

Dimensions given are only approximate. 


B.A. 

Outside 

Core 

Turns 

Clearing 

Tapping 

No. 

dia. 

dia. 

per in. 

drill. 

drill. 

0 

.236 

.189 

25.4 

ror"B” 

Nos. 10-12 

1 

.209 

.166 

28.3 

Nos. 2-3 

18-19 

2 

.185 

.147 

31.4 

10-11 

25-26 

3 

.161 

.127 

34.8 

18-19 

30-31 

4 

.142 

.111 

38.5 

26-27 

33-34 

5 

.126 

.098 

43.1 

29-30 

39-40 

6 

.110 

.085 

47.9 

32-33 

44 

7 

.098 

.076 

52.9 

38-39 

48 

8 

.087 

.066 

59.2 

42-43 

51 

9 

.075 

.056 

64.9 

46-47 

53 

10 

.067 

.050 

72.5 

49-50 

55 


Wood Screws 


.Gauge 

Shank 

Clearance 

Gauge 

Shank 

Clearance 

No. 

dia. 

drill No. 

No. 

dia. 

drill No. 

1 

.066 

44 

9 

.178 

9 

2 

.080 

41 

10 

.192 

4 

3 

.094 

35 

11 

.206 

2 

4 

.108 

30 

12 

.220 

1 

5 

.122 

28 

13 

.234 

i" 

6 

.136 

24 

14 

.248 

*V 64 " 

7 

.150 

19 

15 

.262 

V32" 

8 

.164 

15 

16 

.276 

"/04" 


Decimal Equivalents of Fractions 



'/ss 

.03125 

"/32 

.53125 

V 16 


.0625 

Vie 

.5625 


V 32 

.09375 

'V 32 

.59375 

Vs 


.125 

Vs 

.625 


V 32 

.15625 

*V32 

.65625 

V,e 


.1875 

>V,« 

.6875 


V82 

.21875 

“/32 

.71875 

V 4 


.25 

V 4 

.75 


V 32 

.28125 

=*V32 

.78125 

Vie 


.3125 

"/is 

.8125 


“/82 

.34375 

*V32 

.84375 

Vs 


.375 

Vs 

.875 


“/32 

.40625 

"/32 

.90625 

Vis 


.4375 

“As 

.9375 


“/32 

.46875 

“V82 

.96875 

V 2 


.5 

1 

1.0 
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Whitworth Screw Threads 


Outside 

dia. 

Core 

dia. 

Threads 
per inch 

Tapping 

drill 

4" 

.093 

40 

41 

Vl6" 

.134 

24 

Vee" 

i" 

.186 

20 

No. 12 

Vie" 

.241 

18 

i" 

i" 

.295 

16 

Vie" 

i" 

.393 

12 

'Vss" 

1" 

.509 

11 

‘Va/' 

r 

.622 

10 

1" 

1" 

.840 

8 



TWIST DRILL SIZES 


Drill 

No. 

Dia. 

Inch 


Dia. 

Inch 

Drill 

No. 

Dia. 

Inch 

Drill 

No. 

Dia. 

Inch 

1 

.2280 

21 

■SI 

41 

.0960 

61 

.0390 



22 

msM 

42 

.0935 

62 

.0380 



23 

.1540 

43 

.0890 

63 

.0370 



24 

.1520 

44 

.0860 

64 

.0360 



26 

.1495 

45 

.0820 

65 

.0350 



26 

.1470 

46 

.0810 

66 

.0330 


.2010 

27 

.1440 

47 

.0785 

67 

.0320 


.1900 

28 

.1405 

48 

.0760 

68 

.0310 


.1060 

29 

.1360 

49 

.0730 

69 

.02925 


.1935 

30 

.1285 

50 

.0700 

70 

.0280 


.1910 

31 

.1200 

51 

.0670 

71 

.0260 


.1890 

32 

.1160 

52 

.0635 

72 

.0250 

■9 

.1850 

33 

.1130 

53 

.0595 

73 

.0240 

14 

.1820 

34 

.1110 

64 

.0560 

74 

.0225 

16 

.1800 

36 

.1100 

55 

.0520 

75 

.0210 

16 

.1770 

36 

.1066 

66 

.0465 

76 

.0200 

17 

.1730 

37 

.1040 

67 

.0430 

77 

.0180 

18 

.1696 

38 

.1015 

68 

.0420 

78 

.0160 

19 

.1660 

39 

.0995 

69 

.0410 

79 

.0146 

20 

.1610 

40 

.0980 

60 

.0400 

80 

.013.5 

















31B 


Chap$er 40, 


Multiples and Submultiples 


Multiply Reading in 

Amperes 

Amperes 

Amperes 

Cycles 

Cycles 

Farads 

Farads 

Farads 

Heurys . . 

Henrys . . 

Kilocycles 

Kilowatts 

Megacycles 

Mhos 

Mhos 

Microamperes . . 

Microfarads 

Microhenrys 

Micromhos 

Microvolts 

Micromicrofarads 

Milliamperes 

Millihenrys 

Millimhos 

Millivolts 

Milliwatts 

Volts 

Volts 

Watts 


By 

X 1,000,000,000.000 
X 1.000.000 
X 1.000 
X. 000,001 

X. OOl .. 

X 1,000,000.000,000 
X 1.000,000 
. Xl.OOO .. 

X 1,000,000 

XI. OOO .. 

Xl.OOO .. 

Xl.OOO 

X 1,000.000 
X 1,000,000 
. Xl.OOO .. 

X.OOiO.OOl 
X. coo, 001 
X. 000, 001 
X. 000.001 
X. 000.001 
X. 000.000.000, 001 
X.OOl .. 

X.OOl 

X.OOl 

X.OOl 

X. OOl 

. X 1,000.000 

XI. OOO .. 

.. Xl.OOO .. 


To obtain Reading in 

micromicroamperes 

microamperes 

milliamperes 

megacycles 

kilocycles 

micromicrofarads 

microfarads 

millifarads 

microhenrys 

millihenrys 

cycles 

watts 

cycles 

micromhos 

millimhos 

amperes 

farads 

henrys 

mhos 

volts 

farads 

amperes 

henrys 

mhos 

volts 

watts 

microvolts 

millivolts 

milliwatts 


Relative Resistance and Temperature Coefficients 

(Approximate Only) 


Material. 

Relative 
Resistance 
at 20® C. 

Temperatur* co-eff. 
per 1*C. 

Approx. 
Zero Temp, 
coeff. at 

20* C. 

100 * c. 

Copper (annealed)* 

1 

00393 



Iron (99.98% pure) . 

5.8 

.0050 

0068 


German Silver (18% Nickel) 

19.1 

.0004 



Eureka 

28.4 

00001 

.000033 


Advance (Con.stantan) 

28.4 

00001 

.000033 


Manganin 

25.5 

.00001 

—.000042 

25*-3a*C. 

Nichrome 

58 

(HK14 




•100% conductivity. 

The values given may be used for all ordinary calculations, but there 
is considerable variation between alloys produced by different manufactur- 
ers. The temperature coefficients of resistivity vary considerably 
throughout the temperature range, particularly with iron, manganin and 
nichrome. 
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LENGTH OF RESISTOR WINDING IN INCHES 


This chart has been drawn on the basis of 1 watt dissipation per square 
inch of winding. It may be used for other dissipation ratings by multi- 
plying by the appropriate factor. It may also be used for lengths under 
1" by dividing both the length and dissipation scale readings by 10. 


The following factors may be useo as an approximate guide. 


FACTOR 
Temperature rise 

CONTINUOUS DUTY 250"C 100®C 

450“ F 212*F 

Free ventilation and 12'' clearance 5 1.36 

Reduced ventilation and clearance 2.5 .6T 

Cramped locations 1.25 .34 

On cardboard formers (voltage dividers in radio 

receivers) — 0.4 

INTERMITTENT DUTY FACTOR 

On 16 seconds in 4 minutes 3 

On 30 seconds in 4 minutes . 2 

On 60 seconds in 4 minutes 1.5 

On 11 minutes in 4 minutes . 1.3 

On 2 minutes in 4 minutes . . 1.2 
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Fuse Wire Table 

The fusing current of wire depends largely upon external conditions 
such as the atmospheric temperature, method of mounting, proximity of 
other objects, and time of operation. Copper wire is particularly subject 
to corrosion when operated continuously at a current approaching the 
fusing current and should preferably be coated with a metal which does 
not oxidise so readily. The following table applies only to conditions 
with the wire freely suspended in air. 

The maximum safe working current may be taken as approximately 
67% of the fusing current, under the same conditions. 


Fusing 

Current 

Amps. 

Copper. 

Tin. 

Allo-Tin. 

Lead. 

Dia. 

S.VV.G. 

Oia. 

S.W.G. 

Dia. 

S.W.G. 

Dia. 

S.W.G. 


inch 

Approx. 

inch. 

Approx. 

inch. 

Approx. 

inch. 

Approx. 

1 


47 


37 

.0083 

35 

.0081 

35 

2 


43 

BHftW 

31 


29 

.0128 

30 

3 


41 

.0149 

28 

.0173 

27 

.0168 

27 

4 


39 

.0181 

26 

.0210 

25 

.0203 

25 

6 


38 


25 

.0243 

23 

.0236 

23 

10 


33 


21 

.0386 

19 

.0375 


16 


30 


19 

.0606 

18 

.0491 

18 

20 


28 


17 

.0613 

16 

.0595 

17 

26 


26 


16 

.0711 

15 

.0690 

15 

30 


25 


15 

.0803 

14 


14 

mm 


23 


14 

.0973 

13 

.0944 

13 



22 


13 

.1129 

11 


12 



20 

.1220 

10 

.1413 

9 

.1371 

9 

H 

.0457 

18 

.1548 

8 

.1792 

7 

.1739 

7 


R.M.A. (U.S.A.) Radio Colour Codes 


I.F. TRANSFORMERS 

Blue plate lead. 

Red B-f lead. 

Green grid (or diode) lead. 

Black grid (or diode) return. 

Note: If the secondary of the 
I.F.T. is centre-lapped in order to 
feed a full-wave diode rectifier, 
the second diode plate lead is 
green and black striped, and black 
is used for the centre-tap lead. 

A.F. TRANSFORMERS 

Blue plate (finish) lead of 

primary. 

Red B-(- lead (this applies 

whether the primary is 
plain or centre-tapped). 


Brown ... plate (start) lead on 
C.T. primaries. Blue 
may be used for this 
lead if polarity is not 
Important. 

Green grid (finish) lead to sec- 

ondary. 

Black grid return (this applies 

whether the secondary 
is plain or centre- 
tapped). 

Yellow. . .grid (finish) lead on 
C.T. secondaries. Green 
may be used for this 
lead if polarity is not 
important. 

Note: These markings apply al- 
so to line-to-grid, and valve-to- 
line transformers. 
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R.M.A. Colour Codes 

LOUDSPEAKERS 

MATCHING TRANSFORMERS 

Colour coding for loudspeaker 
transformer leads is identical 
with that for A.P. transformers, 
as given on page 320. 

VOICE COILS 

Green finish. 

Black start. 


FIELD COILS 

Black and Red . . . «8tart. 

Yellow and Red. . . .finish. 

Slate and Red. • . .tapping (if any) 
Note: If two field coils are fit* 
ted to the same loudspeaker, the 
basic colour coding is used for the 
lower resistance field, and green 
is substituted for the red in the 
leads to the higher resistance 
field. 


1 . 


2 . 


3. 


4. 


5 . 

6 . 


RADIO POWER TRANSFORMERS. 


Primary Leads 

If tapped — Common .... 

— Tap 

—Finish 

Rectifier — Plate Winding . . . 

Centre Tap 

Rectifier — Filament Winding . 

Centre Tap 

Amplifier— Fil. Winding No. 1 

Centre Tap 

Amplifier — Fil. Winding No. 2 

Centre Tap 

Amplifier — Fil. Winding No. 3 
Centre Tap 


Black 


Black 


Black & Yellow 50/50 Striped Design 
. . Black & Red 50/50 Striped Design 
Red 


.. Red & Yellow 50/50 Striped Design 

Yellow 

. . Yellow & Blue 50/50 Striped Design 

Green 

Green & Yellow 50/50 Striped Design 

Brown 

Brown & Yellow 50/50 Striped Design 

Slate 


Slate and Yellow 50/50 Striped Design 


RESISTORS FOR USE WITH AIR CELLS 

Since the voltage delivered by an Air Cell considerably exceeds 2 volts, 
it is necessary to use a dropping resistor when an Air Cell “A"' Battery is 
employed with 2 volt valves. The following table is based on the require- 
ments that the applied voltage should not exceed 2.1 volts for any ap- 
preciable period, and should be from 1.95 to 2.0 volts over the greater 
portion of the battery life. The resistance of battery leads should be 
subtracted from the values given in this table in order to obtain the value 
of the additional dropping resistor. 


Nominal Drain 
600 mA. 
540 mA. 
480 mA. 
420 mA. 
360 mA. 


Series Resistor 
including lead resistance 
0.595 ohm 
0.685 „ 

0.81 „ 

0.96 

1.10 „ 


RESISTORS FOR USE WITH 1.4 VOLT VALVES 
OPERATED FROM DRY CELL “A" BATTERY. 


The voltage applied to the filaments of battery valves should not 
under any circumstances rise more than 10% above the rated voltage. 
In the case of 1.4 volt valves the limit is 1.54 volts, and it is advisable to 
keep below this limit in order to obtain better service from the valves. 
New dry cells give a voltage often as high as 1.6 volts, and it is recom- 
mended that a resistor be incorporated to bring about a total drop of 0.08 
volt, Including the drop in the battery leads. 

Total Resistance Required In 
Total Current Drain Filament Circuit 

200 mA. 0.4 ohm 


260 mA. 
300 mA. 
350 mA. 
400 mA. 
450 mA. 


0.32 , 

0.27 , 

0.23 , 

0.20 , 
0.18 . 
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Musical Frequencies 

There arc many musical pitches in use, but the '^physical pitch” 
which is adopted for electro-acoustical calculations is based on a fre- 
quency of 256 c/s. for middle C. The octaves of C are therefore 

CCCC CCC CC C c‘ c“ c‘» c*'^ c"" 

16 32 64 128 256 512 1024 2048 4096 c/s. 

The "tempered scale” has the following frequency ratios within the 
octave, on the basis of c » 1. 


c 

— 1 

e — 1.2599 

g# — 1.5874 

c# 

= 1.05946 

f = 1.3348 

a — 1.6818 
a# — 1.7818 

d 

— 1.1225 

f# = 1.4142 

b — 1.8877 

d# 

— 1.1892 

g — 1.4983 

c' — 2.0000 


It will be seen that increasing the frequency of any note by a factor 
1.05946 raises its pitch by a semitone, while a further application of 
the factor raises it by a further semitone, and so on through the scale. 

Two popular books which arc well worth reading are Sir James 
Jeans "Science and Music” (MacMillan Company and Cambridge 
University Press) 1938, and John Mills "A Fugue in Cycles and Bels” 
(Chapman and Hall) 1936. 

Visibility Curves of Human Eye, and Relative Spectral Energy 
Curves of Sunlight and Tungsten Lamp 

The wavelength of light is measured in Angstrom Units (A®). One 
Angstrom Unit is equal to 1/10,000 of a micron, that is 1/10 of a milli* 
micron. A micron is 1/1,000,000 (10-C) of a metre. 

The wavelengths visible to soto a* ssso a* 

the human eye extend from 
about 4,000 to 7,000 A®. Be- 
yond these extends the' .| 

region of “invisible light” o 
which, although invisible to ^ 
the human eye, may be de- > 
tected by the photo-tube or j 
other means. ? 

The eye, when accustomed ^ 
to high light intensity, is w , 
most sensitive to a wave- I ‘ 
length of 6,550 A', In the 5 
green-yellow region. The re- « < 
lative visibility curve for 
these conditions is Curve A, 
which is taken after H. E. 

Ives*. As the light intensity 
Is reduced, the wavelength at which the eye is most sensitive decreases 
until at very low intensity it is approximately as shown in Curve B. 

Different light sources have different spectral energy curves. The 
curve for sunlight (Curve C Is for sunlight at the earth’s surface at a 
zenith distance of 25®) is more nearly constant over the range of visible 
light than that for a tungsten lamp (Curve D is for a 1,000 watt gasfllled 
tungsten lamp, 20 lumens per watt). The relative positions of curves C 
and D are quite arbitrary. 

•See R. A. Houston, "Vision and Colour Vision," 1/)nginanR, Green and Co. 

(V.I32). Chapter 5 



ultra- ''‘OLCT CRECN red infra- 

BLUE TELLOW 
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Decibel Relotionships 

1. Dedbcb expreued at Power and Voluge Ratiot. 

Note that the Power Ratio columns give values which are equal to the 
number of milliwatts when the reference level is 1 mW.» this being also 
numerically equal to the number of vu for steady sine-wave conditions. 

The Voltage Ratio columns also give values which are equal to the 
number of volts when the reference level is 1 volt. 

Interpolation: If it is required to find the power ratio corresponding 
to 23 db, or any other value which is not included in the table, the follow- 
ing procedure may be adopted : — 

1. Take the next lowest multiple of 20 db (In this case 20 db), and note 
the corresponding power ratio (in this case 100). 

2. Take the difference between the specified level and the multiple of 20 db 
(in this case 23-20 = 3 db) and note the corresponding power ratio 
(in this case 1.995). 

3. Multiply the two power ratios so determined (in this case 100 X 1.995 
= 199.5). 


DECIBELS EXPRESSED AS POWER AND VOLTAGE RATIOS. 


Voltage 

Ratio 

Power Ratio m 
mW to Ref. Level 
1 niW 

db. 

Voltage 

Ratio 

Power Ratio = 
mW to Ref. 
Level 1 m W 

1.0000 

1.0000 

0 

1.000 

1.000 

.8913 

.7943 

1 

1.122 

1.259 

.7943 

.6310 

2 

1.259 

1.585 

.7079 

.5012 

3 

1.413 

1.995 

.6310 

.3981 

4 

1.585 

2.512 

.5623 

.3162 

5 

1.778 

3.162 

.5012 

.2512 

6 

1.995 

3.981 

.4467 

.1995 

7 

2.239 

5.012 

.3981 

.1585 

8 

2 512 

6.310 

.3548 

.1259 

9 

2.818 

7.943 

.3162 

.1000 

10 

3.162 

10.000 

.2818 

.07943 

11 

3.548 

12.59 

.2512 

.06310 

12 

3.981 

15.85 

.2239 

.05012 

13 

4.467 

19.95 

.1995 

.03981 

14 

5.012 

25.12 

.1778 

.03162 

15 

5.623 

31.62 

.1585 

.02512 

16 

6.310 

39.81 

.1413 

.01995 

17 

7.079 

50.12 

.1259 

.01585 

18 

7.943 

63.10 

.1122 

.01259 

19 

8.913 

79.43 

.1000 

.01 

20 

10.000 

100.00 

.056 

.00316 

25 

17.78 

316.2 

.03162 

.001 

30 

31.62 

1,000 

.01778 

.000316 

35 

56.23 

3.162 

.010 

.0001 

40 

100.0 

10,000 

.0056 

0000316 

45 

177.8 

31,620 

.003162 

OOOOl 

5(1 

316.2 

100,000 

.001 

000001 

60 

1,000 

1,000,000 

.0003162 

.0000001 

70 

3,162 

10,000.000 

.0001 

.00000001 

80 

10,000 

100,000,000 

.00003162 

.000000001 

90 

31,620 

1,000,000,000 

.00001 

.0000000001 

100 

100,000 

10.000.000.000 
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(2) POWER AND VOLTAGE RATIOS EXPRESSED IN 

DECIBELS. 


Ratio 

db (Power 
Ratio) 

db (Voltage 
Ratio) 

Ratio 

db (Power 
Ratio) 

db (Voltage 
Ratio) 

1.0 

0 

0 

5.5 

7.404 

14.807 

1.1 

0.414 

0.828 

5.6 

7.482 

14.964 

1.2 

0.792 

1.584 

5.7 

7.559 

15.117 

1.3 

1.139 

2.279 

5.8 

7.634 

15.269 

1.4 

1.461 

2.923 

5.9 

7.709 

15.417 

1.5 

1.761 

3.522 

6.0 

7.782 

15.563 

1.6 

2.041 

4.082 

6.1 

7.853 

15.707 

1.7 

2.304 

4.609 

6.2 

7.924 

15.848 

1.8 

2.553 

5.105 

6.3 

7.993 

15.987 

1.9 

2.788 

5.575 

6.4 

8.062 

16.124 

2.0 

3.010 

6.021 

6.5 

8.129 

16.258 

2.1 

3.222 

6.444 

6.6 

8.195 

16.391 

2.2 

3.424 

6.848 

6.7 

8.261 

16.521 

2.3 

3.617 

7.235 

6.8 

8.325 

16.650 

2.4 

3.802 

7.604 

6.9 

8.388 

16.777 

2.5 

3.979 

7.959 

7.0 

8.451 

16.902 

2.6 

4.150 

8.299 

7.1 

8.513 

17.025 

2.7 

4.314 

8.627 

7.2 

8.573 

17.147 

2.8 

4,472 

8.943 

7.3 

8.633 

17.266 

2.9 

4.624 

9.248 

7.4 

8.692 

17.385 

3.0 

4.771 

9.542 

7.5 

8 751 

17.501 

3.1 

4.914 

9.827 

7.6 

8.808 

17.616 

3.2 

5,051 

10.103 

7.7 

8.865 

17.730 

3.3 

5.185 

10.370 

7.8 

8.921 

17.842 

3.4 

5.315 

10.630 

7.9 

8.976 

17.953 

3.5 

5.441 

10.881 

8.0 

9.031 

18.062 

3.6 

5.563 

11.126 

8.1 

9.085 

18.170 

3.7 

5.682 

11.364 

8.2 

9.138 

18.276 

3.8 

6.798 

11.596 

8.3 

9.191 

18.382 

3.9 

5.911 

11.821 

8.4 

9.243 

18.486 

4.0 

6.021 

12.041 

8.5 

9.294 

18.588 

4.1 

6.128 

12.256 

8.6 

9.345 

18.690 

4.2 

6.232 

12.465 

8.7 

9.395 

18.790 

4.3 

6.335 

12.669 

8.8 

9.445 

18.890 

4.4 

6.435 

12.869 

8.9 

9.494 

18.988 

4.5 

6.532 

13.064 

9.0 

9.542 

19.085 

4.6 

6.628 

13.255 

9.1 

9.590 

19.181 

4.7 

6.721 

13.442 

9.2 

9.638 

19.276 

4.8 

6.812 

13.625 

9.3 

9.685 

19.370 

4.9 

6.902 

13.804 

9.4 

9.731 

19.463 

5.0 

6.990 

13.979 

9.5 

9.777 

19.554 

5.1 

7.076 

14.151 

9.6 

9.823 

19.645 

5.2 

7.160 

14.320 

9.7 

9.868 

19.735 

5.3 

7.243 

14.486 

9.8 

9.912 

19.825 

5.4 

7.324 

14.648 

9.9 

9.956 

19.913 




10.0 

10.000 

20.000 
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THE OUTPUT OF A MICROPHONE AMPLIFIER ETC. MAY BE CONVERTED 

FROM DECIBELS TO VOLTS [OR VICE- VERSAJ BY PROJECTION ONTO 
THE CORRECT*LOAO-UNE. THIS ONLY HOLDS WHEN REFERENCE 
LEVEL FOR IS EQUAL TO t MILLIWATTS INTO SOO OHMS* 

VOLTAGE GAIN MAY BE EXPRESSED IN DECIBELS [OR VICE -VERSAJBY 

PROJECTION ONTO THE VOLTAGE -DECIBEL GAIN LINE. FOR GAIN 
CALCULATIONS INPUT & OUTPUT IMPEDANCES MUST BE EOU/^. 

TO CONVERT POWER OUTPUT FROM WATTS TO DECIBELS [OR VICE- 

versa] refer to the power output line, reference levels 

either 1 or 6 MILLIWATTS. « 

• LOAD-LINE REFERS TO THE VALUE OF THE AC. LOAD INTO 
WHICH A DEVICE WORKS. 


VOLTS ACROSS LOAD OR POWER 0*JTPUT WATTS 
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3. Decibeb above and below reference level expressed in watts and 
volts. 

Reference level 6 milliwatts Into 500 ohms 

Note that the power in watts also holds for any Impedance, but the 
voltage holds only tor 500 ohms. 


db. 

down 

Power 

level 


db. up. 

Volts 

Watts 

db. 

Volts 

Watts 

1.73 

6.00X10-T 

— 0 -f 

1.73 

.00600 

1.54 

4.77X10- 

1 

1.94 

00755 

1.38 

3.87X10-3 

2 

2.18 

.00951 

1.23 

3.01X10-3 

3 

2.45 

.0120 

1.09 

2.39X10-3 

4 

2.75 

.0151 

.974 

1.90X10-3 

5 

3.08 

.0190 

.868 

1.61X10-3 

6 

3.46 

.0239 

.774 

1.20X10-8 

7 

3.88 

.0301 

.690 

9.51X10-4 

8 

4.35 

.0387 

.615 

7.55x10-4 

9 

4.88 

.0477 

.548 

6.00x10-4 

10 

5.48 

.0600 

488 

4.77x10-4 

11 

6.15 

.0755 

435 

3.87X10-4 

12 

6.90 

.0951 

.388 

3 01X10-4 

13 

7.74 

.120 

.346 

2.39x10-4 

14 

8.68 

.151 

.308 

1.90x10-4 

15 

9.74 

.190 

.275 

1.51X10-4 

16 

10.93 

.239 

.245 

1.20X10-4 

17 

12.26 

.301 

.218 

9.51X10-3 

18 

13.76 

.387 

.394 

7.55X10-3 

19 

15.44 

.477 

173 

6.00X10-3 

20 

17.32 

.600 

.0974 

1.90x10-3 

2.> 

30.8 

1.90 

.0548 

6.00Xl0-« 

30 

54.8 

6.00 

.0308 

1.90X10-3 

35 

97.4 

19.0 

.0173 

6.00x10-7 

40 

173 

60.0 

.00974 

1:90X10-7 

45 

308 

190 

.00548 

6.00x10-3 

50 

548 

600 

.00173 

6.00x10-0 

60 

1,730 

6,000 

.000548 

6.00x10-10 

70 

5,480 

60,000 

.000173 

6.00x10-11 

80 

17,300 

600,000 


Abac for Calculating Ensi 

(See facing page) 

Random noise may be expressed as “Equivalent Noise Sideband In* 
put” (ensi) which may be expressed in microvolts. The equivalent noise 
sideband input voltage may be computed from the formula 

Ex == m Es VP'n/P's (See Chapter 29) 

or more readily in most cases by the use of this Abac. In this Abac the 
signal output power (P's) and noise output power (P'x) are expressed in 
milliwatts, while the signal voltage (Es) and ensi voltage are given in 
microvolts, the modulation percentage being 30%. 

There are two scales for P'n, that on the extreme right being used 
when P'B = 60 mW (see key diagram No. 2) while the other is used when 
P's is other than 50 mW (key diagram No. 1). 
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Abac for Calculating Ensi 

See descriptive matter at foot of facing page, 
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Numerical 

IT — 3.141593 
l/» — 0.318310 

— 9.86960 
l/,r® — 0.101321 

— 31.0063 
1/^ _ 0.0322515+ 

— 1.77245+ 

1/Vw — 0.56419 
\/^72 — 1.25331 

2t — 6.283186 
(2,r)2 =. 39.47840 
logio ’>■ “ 0.4971 
logio (»/2) — 0.1961 
logic IT* =. 0.9943 
logic 0.2486 

Area of Circle =- (ir/4) X D" 
Volume of Sphere = (’’■/6) X 
1 Radian = 57° 17' 44".806 

= 57° 17'.7468 

= 57° .295780 
1° = 0.0174533 Radian 


Values 

e — 2.71828 

1/c — 0.367879 
— 7.38906 
V7 — 1.64872 
logic * *“ 0.4343 
1 

— 2.3026 

logic * 

l/2ir — 0.159155 
(l/27r)* = 0.025330 
\/2 = 1.4142 
VT = 1.7321 
l/\/2 = 0.70711 
l/\^ = 0.57733 
— 0.785398 D!* 

D® — 0.523599 D® 


Valve Conversion Factors 

It is sometimes necessary to determine the plate current, power out- 
put and other characteristics of a valve when the applied voltages are 
increased or decreased from the published typical operating conditions. 
The Conversion Factor Chart may be used for this purpose. The accuracy 
is reasonably high for small changes, but becomes less for larger voltage 
changes, and the chart is unsuitable for voltage changes exceeding 2.5 : 1. 
Example: A pentode valve is rated as follows : — 

Plate and screen voltage . . 250 volts 

Control grid voltage —15 volts 

Plate current 30 mA. 

Screen current 6 mA. 

Mutual conductance 2000 /^mhos 

Power output 2.5 watts 

It is required to determine the optimum operating conditions for a plate 
voltage of 200 volts. 

The Voltage Conversion Factor (F.) =r 200/250 = 0.8 
The new screen voltage will be 0.8 X 250 = 200 volts. 

The new control grid voltage will be — (0.8 X 15) = —12 volts. 
Reference to the chart then gives the following: 

Current Conversion Factor (F|) 0.72 

Mutual Conductance Conversion Factor (Fg„) 0.89 
Power Output Conversion Factor (Fp) 0.57 

The new plate current will be 0.72 x 30 = 21.6 mA. 

The new screen current will be 0.72 X 6 = 4.3 mA. 

The new mutual conductance will be 0.89 x 2000 = 1780 /imhos. 

The new power output will be 0.57 X 2.5 = 1.42 watts. 

Note : — If only one voltage (e.g., plate or control grid voltage) is varied, 
the Conversion Factor Chart is unsuitable for the necessary calculations, 
which should then be made with fi, g„ and rp. 
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Valve Conversion Factor Chart 


0*6 0-8 I'O 


!•& 2'0 2-5 
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Conversion of Temperature 


Freezing Point of Water 
(normal pressure) 

Bolling Point of Water 
(normal pressure) 

1 Fahrenheit Degree 


1 Centigrade Degree 

Temperature in ®C 
Temperature In •P 
Temperature in ®K ) 
Absolute temperature ) 
Temperature In *0 
Absolute Zero 


32® Fahrenheit 
n 0® Centigrade 
= 273.1® Kelvin (Absolute) 
= 212* Fahrenheit 
= 100® Centigrade 
=z 373.1® Kelvin (Absolute) 
= 5/9 Centigrade degree 
= 0.5556 Centigrade degree 
= 0.5556 Kelvin degree 
= 1.800 Fahrenheit degree 
= 1.0 Kelvin degree 
= 5/9(®P — 32) 

= 1.8CC) + 82 

= (®C) + 273.1 

= (®K)— 273.1 
= 0®K 
= — 273.1®C 
= —459.6®P 


Dielectric Constants (K) 

Values given cover a wide range of qualities of each material, but must 
only be taken as typical. There is a correction for temperature and fre- 
quency with each material. 


Material. 


K 

Material. 


K 

Air (normal pressure) 


1.00 

Glass (crown) 


6.2-7.0 

Asphalt 


2.7-3.1 

Gutta Percha 


2.5-4.9 

Bakelite (moulded) . . 


4.5-7.5 

Isolantite 


6.1 

Bakelite (paper base) 


4.5-6.8 

Marble 


8.3-11.5 

Beeswax 


2.9-3.2 

Mica 


2.5-8.0 

Cambric (varnished) 


3.3-5.5 

Mica (clear India) . . 


6.4 

Castor oil 


4.3-4.7 

Paraffin wax (solid) 


2.0-2.6 

Celluloid 


4.2-16 

Paraffin waxed paper 


3.5 

Celluloid photo, film 


6.7 

Paper 


2.0-2.6 

Ebonite 


1.9-3.5 

Porcelain 


5.7-6.8 

Fibre (red) 


4.8 

Pyrex glass 


4.5~4.9 

Glass 


5.1-9.9 

Quartz 


4.5-5.1 

Glass photo, plate 


7.5 

Rubber 


2.0-3.5 

Glass (window) . . . . 


8.0 

Shellac 


2.9-3.7 

Glass (flint) 


7.0-9.9 

Slate 


6.6-7.4 

Glass (plate-glass) 


6.8-7.6 

Wood (dry) 


2.0-7.7 


Properties of Insulating Materials 

For the detailed properties of the older materials reference should be 
made to the many excellent electrical handbooks. For a review of the 
more recent materials see 

G. P. Bloomfield, ''Insulating Materials for the Higher Frequencies/' 
T. and R. Bulletin, May (1939), reprinted in Radio Technical Digest, 
September and October (1939); see also Industrial and Engineering 
Chemistry (Industrial Edition) March (1939) for further data on 
polystjrrene; also "General Radio Experimenter," June, 1939. 








Percentage Relative Humidity — Wet and Dry Bulb Thermometer Readings 

Table gives Percentage Relative Humidity. 
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WIRE TABLES 
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BARE COPPER WIRE, B. ft S. (20® C. — 68® F.) 
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m 


BARE COPPER WIRE, S.W.G. ( 60 ^ F.) 


Poundg 
per 1000 
Feet 
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TURNS PER INCH AND INSULATED WIRE DIAMETER, B. « S. 

Copper Wire. 



*Noininal Value Actual dlutenaioiia vary slightly 
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TURNS PER INCH AND INSULATED WIRE DIAMETER* S.W.G. 

Copper Wire. 



Nominal Value. Actual dimensions vary slightly. 
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MULTI-LAYER COIL WINDING AND WEIGHT OF 
INSULATED WIRE, B. & S. 


Copper Wire. 
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MULTI-LAYER COIL WINDING AND WEIGHT OF 
INSULATED WIRE, S.W.G. 

Copper Wire. 
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RESISTANCE WIRE TABLE, B. ft S. 

200 C (680 F.). 



*^lre produced by some manufacturers differs considerably from the 
resistance values given. 

^D.S.C. wound on spool. 

tBare wire on slab — well ventilated. Spacing between turns equal to wire 
diameter. 

N.B.— To find current for Advance wire wound on slab, multiply Nichrome 
Current column by approx. 1.6. 
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RESISTANCE WIRE TABLE, S.W.G. 


339 



**Wlre produced by some manufacturers differs considerably from the 
resistance values given. 


*D.S.C. wound on spool. 

}Bare wire on slab— well ventilated. Spacing betwen turns equal to wire 
diameter. 


N.B.— To find current for Eureka wire wound on slab, multiply Nicbrome 
Current column by approx. 1.5. 
































































Broadcast Band 


Short Waves 


Fre- 

Wave- 

Fre* 


Wave- 

quency 

length 

quency 

length 

Kc/s 

Metres 

Kc/s. 

Metres 

550 

545 

1050 

286 

600 

500 

1] 

LO 

0 

273 

650 

461 

1] 

L5 

0 

261 

700 

429 

11 

10 

0 

250 


400 

375 

11 

i; 

15 

10 

0 

0 

240 

231 

850 

353 

11 

15 

0 

222 

900 

333 

1^ 

10 

0 

214 

950 

316 

1-^ 

15 

0 

207 

1000 

300 

11 

£] 

0 

200 


Wave- Fre- Wave- 

lengrth quency length 

Metres Mc/s. Metres 











Name, l^rge. Small.; 


English Equivalent. 


alpha 


a 

a 

beta 


p 

b 

gamnia 


Y 

S 

delta 


S 

d 

epsilon 

E 

e 

e (short e as in *‘met”) 

seta 

Z 

C 

z 

eta 

H 


e (long e as in ‘'meet'') 

theta 

0 

e 

th 

iota 

I 

m 

i 

kappa 

K 

Bl 

k 

lambda 

A 

D 

1 

mu 

M 

M 

m 

nu 

N 

H 

n 

xi 

17 


X 

omicron 

0 

0 

0 (as In **olive”) 

pi 

n 

7C 

P 

tho 


P 

r 

sigma 


D 

s 

tau 


B 

t 

upsilon 


u 

u 

phi 

0 

9 

ph 

chi 

X 

X 

ch (as in "schoor’) 

psi 

T 


PS 

omega 

Q 

<a 

0 (as in “hole ') 
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LOGARITHMS 


■1 

■■ 


■■MM 

■■■HI 

Olffortnctft. 1 

■ 

B 

1 2 3 

IBB 

BB 

1 

2 

a 

B 

B 

D 

7 

8 

3 

10 


0043 0086 0128 

0170 0212 0253 

0294 0334 0374 

4 

8 

12 

17 21 25 

29 53 37 

11 

Plfl 



0682 0719 0755 

4 

8 

11 

15 

19 23 

26 30 34 

12 

0792 



1038 1072 1106 

3 

7 

10 

14 

17 21 

24 28 31 

13 

1139 



1367 1399 1430 

3 

6 

10 

13 

16 

19 

23 26 29 

U 

1461 



1673 1703 1732 

3 

6 

9 

12 

15 18 

21 

24 27 1 

15 

1761 



1959 1987 2014 

3 

6 

8 

It 

14 

17 

20 22 25 

16 

2041 

— 

2068 2095 2l22 

2148 2175 2201 

2227 2253 2279 

3 

5 

8 

11 

13 

16 

18 21 24 

17 

2304 

2330 2355 2380 

2405 2430 2455 

2480 2504 2529 

2 

5 

7 

10 12 

15 

17 20 22 

18 

2553 

2577 2601 2625 

2648 2672 2695 

2718 2742 2765 

2 

5 

7 

9 

12 

14 

16 

19 21 1 

19 

2788 

2810 2833 2856 

2878 2900 2923 

2945 2967 2989 

2 

4 

7 

9 

11 

13 

16 

18 20 1 

20 

3010 

3032 X54 3075 

3096 3118 3139 

3160 3181 3201 

2 

4 

6 

8 

11 

13 

15 

17 

19 

21 

3222 

3243 3263 3284 

3304 3324 3345 

3365 3385 3404 

2 

4 

6 

8 

10 

12 

14 

16 

18 

22 

3424 

3444 3464 3483 

3502 3522 3541 

3560 3579 3598 

2 

4 

6 

8 

10 

12 

14 

15 

17 

23 

3617 

3636 3655 3674 

3692 3711 3729 

3747 3766 3784 

2 

4 

6 

7 

9 

11 

13 

15 

17 

24 

3802 

3820 3838 3856 

3874 3892 3909 

3927 3945 3962 

2 

4 

5 

7 

9 

11 

12 

14 

16 

25 

3979 

3997 4014 4031 

4048 4065 4082 

4099 4116 4133 

2 

3 

5 

7 

9 

10 

12 

14 

15 

26 

4150 

4166 4183 4200 

4216 4232 4249 

4265 4281 4298 

2 

3 

5 

7 

8 

10 

11 

13 

15 

27 

4314 

4330 4346 4362 

4378 4393 4409 

4425 4440 4456 

2 

3 

5 

6 

8 

9 

11 

13 

14 

28 

4472 

4487 4502 4518 

4533 4548 4564 

4579 4594 4609 

2 

3 

5 

6 

8 

9 

11 

12 

14 

29 

4624 

4639 4654 4669 

4683 4698 4713 

4728 4742 4757 

1 

3 

4 

6 

7 

9 

10 12 13 1 

30 

4771 

4786 4800 4614 

4829 4843 4057 

4871 4886 4900 

1 

3 

4 

6 

7 

9 

10 

11 

13 

31 

4914 

4928 4942 4955 

4969 4983 4997 

son 5024 5038 

1 

3 

4 

6 

7 

8 

10 

11 

12 

32 

5051 

5065 5079 5092 

5105 5119 5132 

5145 5159 5172 

1 

3 

4 

5 

7 

6 

9 

11 

12 

33 

5185 

5198 5211 5224 

5237 5250 5263 

5276 5289 5302 

I 

3 

4 

5 

6 

8 

9 

10 12 1 

34 

5315 

5328 5340 5353 

5366 5378 5391 

5403 5416 5428 

1 

3 

4 

5 

6 

8 

9 

10 

11 

35 

5441 

5453 5465 5478 

5490 5502 5514 

5527 5539 5551 

1 

2 

4 

5 

6 

7 

9 

10 

11 

36 

5563 

5575 5587 5599 

5611 5623 5635 

5647 5658 5670 

I 

2 

4 

5 

6 

7 

8 

10 

11 

37 

5682 

5694 5705 5717 


5763 5775 5786 

1 

2 

3 

5 

6 

7 

8 

9 

10 

38 

5798 

5809 5821 5832 


5877 5888 5899 

1 

2 

3 

5 

6 

7 

8 

9 

10 

39 

5911 

5922 5933 5944 


5988 5999 6010 

1 

2 

3 

4 

5 

7 

8 

9 

10 

40 

6021 

6031 6042 6053 


6096 6107 6117 

1 

2 

3 

4 

5 

6 

8 

9 

10 

41 

6128 

6138 6149 6160 

6170 6180 6191 

6201 6212 6222 

1 

2 

3 

I 

5 

6 

7 

8 

9 

42 

6232 

6243 6253 6263 

6274 6284 6294 

6304 6314 6325 

1 

2 

3 


5 

6 

7 

8 

9 

IKi 

6335 

6345 6355 6365 

6375 6385 6395 

6405 6415 6425 

1 

2 

3 

■ 

5 

6 

7 

8 

9 

itn 

6435 

6444 6454 6464 

6474 6484 6493 

6503 6513 6522 

1 

2 

3 


5 

6 

7 

8 

9 

45 

6532 

6542 6551 6561 

6571 6580 6590 

6599 6609 6618 

1 

2 

3 

1 

5 

6 

7 

8 

9 

46 

6628 

6637 6646 6656 

6665 6675 6684 

6693 6702 6712 

u 

2 

3 

4 

5 

6 

7 

7 

8 

47 

6721 

6730 6739 6749 

6758 6767 6776 

6785 6794 6803 

M 

2 

3 

4 

5 

5 

6 

7 

8 

48 

6812 

6821 6830 6839 

6848 6857 6866 

6875 6884 6893 

■1 

2 

3 

4 

4 

5 

6 

7 

8 

49 

6902 

6911 6920 6928 

6937 6946 6955 

6964 6972 6981 

■I 

2 

3 

4 

4 

5 

6 

7 

8 

50 

6990 

6998 7007 7016 

7024 7033 7042 

7050 7059 7067 

m 

2 

3 

3 

4 

5 

6 

7 

8 

51 

7076 

7084 7093 7101 

7110 7118 7126 

7135 7143 7152 

1 

2 

3 

3 

4 

5 

B 

B 

B 

52 

7160 

7168 7177 7185 

7193 7202 7210 

7218 7226 7235 

1 

2 

2 

3 

4 

5 



D 

S3 

7243 

7251 7259 7267 

7275 7284 7292 

7300 7308 7316 

1 

2 

2 



5 

B 



54 

7324 

7332 7340 7348 

7356 7364 7372 

7380 7388 7396 

1 

2 

2 

1 

1 

5 

1 

1 

1 

i 

1 

BB 


iBDD 

B 

B 

B 

B 

B 

B 

B 

B 

B 













































































56 I 7482 

57 I 7559 
55 I 7634 
59 I 7709 

7782 


7853 
7924 

63 1 7993 

64 I 8062 

65 I 8129 


66 I 8195 
6ti| 8261 
65 I 832$ 
8388 
8451 



76 8808 

77 8865 

78 8921 

79 8976 



91 9590 

92 9638 

93 9685 

94 9731 

95 9777 


9823 
9868 
9912 
991 9956 


7490 7497 7505 
7566 7574 7582 
7642 7649 7657 
7716 7723 7731 
7789 7796 7803 


7860 7868 7875 
7931 7938 7945 
8000 8007 8014 
8069 8075 8082 
8136 8142 6149 


8202 8209 6215 
8267 8274 8280 
6331 8338 8344 
8395 8401 6407 
8457 8463 8470 


8519 8525 8531 
8579 8585 8591 
8639 6645 8651 
6698 8704 8710 
8756 8762 8768 


8814 8820 8825 
8871 8876 8682 
8927 8932 8938 
8982 8987 8993 
9036 9042 9047 


9090 9096 9101 
9143 9149 9154 
^196 9201 9206 
9248 9253 9258 
9299 9304 9309 


9350 9355 9360 
9400 9405 9410 
9450 9455 9460 
9499 9504 9509 
9547 9552 9557 


9595 9600 9605 
9643 9647 9652 
9689 9694 9699 
9736 9741 9745 
9782 9786 9791 


9827 9632 9836 
9872 9877 9681 
9917 9921 9926 
9961 9965 9969 


7513 7520 7528 
7589 7597 7604 
7664 7672 7679 
7738 7745 7752 
7810 7618 7625 


7882 7889 7896 
7952 7959 7966 
8021 6028 6035 
8089 8096 6102 
8156 8162 8169 


8222 6228 6235 
6287 8293 8299 
6351 8357 6363 
8414 8420 8426 
8476 8462 8488 


8537 8543 8549 
8597 8603 8609 
8657 8663 8669 
8716 8722 8727 
8774 8779 8785 


6831 8837 8842 
8887 6893 8899 
8943 8949 8954 
8998 9004 9009 
9053 9058 9063 


9106 9112 9117 
9159 9165 9170 
9212 9217 9222 
9263 9269 9274 
9315 9320 9325 


9365 9370 9375 
9415 9420 9425 
9465 9469 9474 
9513 9518 9523 
9562 9566 9571 


9609 9614 9619 
9657 9661 9666 
9703 9708 9713 
9750 9754 9759 
9795 9800 9805 


9841 9645 9850 
9886 9890 9894 
9930 9934 9939 
9974 9978 9983 


7536 7543 7551 
7612 7619 7627 
7686 7694 7701 
7760 7767 7774 
7832 7839 7846 


7903 7910 7917 
7973 7980 7987 
8041 6048 8055 
6109 8116 8122 
8176 8182 8189 


8241 8248 8254 
8306 6312 8319 
8370 8376 8382 
8432 8439 8445 
8494 8500 8506 


8555 8561 8567 
8615 6621 8627 
8675 8681 6686 
8733 8739 8745 
8791 8797 8802 


8848 8854 6859 
8904 8910 6915 
8960 8965 8971 
9015 9020 9025 
9069 9074 9079 


9122 9128 9133 
9175 9180 9186 
9227 9232 9238 
9279 9284 9289 
9330 9335 9340 


9380 9385 9390 
9430 9435 9440 
9479 9484 9489 
9528 9533 9538 
9576 9581 9586 


9624 9628 9633 
9671 9675 9680 
9717 9722 9727 
9763 9768 9773 
9809 9814 9618 


9854 9659 9863 
9899 9903 9908 
9943 9948 9952 
9987 9991 9996 













































































544 


Chaptar 40. 


TRIGONOMETRICAL RELATIONSHIPS 


Angle 

Radians 

Sine 

Cosine 

Tangent 

Angle 

Radiant 

Sine 

Cosine 

1^ 

B 

0000 

•0000 

1 000 

•0000 

45 *^ 

•7854 

•7071 

•7071 

1-0000 

1 

0175 

•0175 

•9998 

0175 

46 

•8029 

•7193 

•6947 

1 0355 

2 

•0349 

•0349 

•9994 

•0349 

47 

8203 

•7314 

•6820 

1-0724 

3 

•0524 

•0523 

•9986 

0524 

48 

•8378 

•7431 

•6691 

11106 

4 

•0698 

•0698 

•9976 

0699 

49 

8552 

•7547 

•6561 

1-1504 

5 

•0873 

•0872 

•9962 

0875 

50 

•8727 

•7660 

•6428 

1-1918 

6 


■gjn 

•9945 

ESI 

51 

•8901 

•7771 

•6293 

1-2349 

7 



•9925 


52 

•9076 

•7880 

•6157 

1*2799 

8 

WB 


•9903 


53 

•9250 

•7986 

•6018 

1-3270 

9 

■Hfl 


•9877 

IS 

54 

•9425 

•8090 

•5878 

1-3764 

10 



•9848 

m 

55 

9599 

•8192 

•5736 

1-4281 

11 

•1920 

•1908 

•9816 

1944 

56 

•9774 

•8290 

•5592 

1 4826 

12 

•2094 

•2079 

•9781 

2126 

57 

•9948 

•8387 

•5446 

1-5399 

13 

2269 

•2250 

•9744 

•2309 

58 

1 0123 

•8480 

•5299 

1-6003 

14 

2443 

•2419 

•9703 

•2493 

59 

1 0297 

•8572 

•5150 

1-6643 

15 

2618 

•2588 

•9659 

•2679 

60 

1 0472 

•8660 

•5000 

1 7321 

16 

2793 

•2756 

•9613 

•2867 

61 

1 0647 

•8746 

•4848 

1 8040 

17 

2967 

•2924 

•9563 

3057 

62 

1 0821 

•8829 

•4695 

1-8807 

18 

•3142 

•3090 

•9511 

•3249 

63 

1 0996 

•8910 

•4540 

1-9626 

19 

3316 

•3256 

•9455 

3443 

64 

1-1170 

•8988 

•4384 

2-0503 

20 

•3491 

•3420 

•9397 

•3640 

65 

1 1345 

•9063 

•4226 

2-1445 

21 

3665 

•3584 

•9336 

•3839 

— 

1 1519 

•9135 

•4067 

2 2460 

22 

3840 

•3746 

•9272 

•4040 


1 1694 

•9205 

•3907 

2-3559 

23 

4014 

•3907 

•9205 

4245 


1 1868 

•9272 

•3746 

2-4751 

24 

4189 

•4067 

•9135 

4452 


1 2043 

•9336 

•3584 

2-6051 

25 

4363 

-4226 

•9063 

•4663 

70 

1 2217 

•9397 

•3420 

2-7475 

26 

4538 

•4384 

•8988 

•4877 

71 

1 2392 

•9455 

•3256 

2-9042 

27 

4712 

•4540 

•8910 

•5095 

72 

1 2566 

•9511 

•3090 

3*0777 

! 28 

4887 

•4695 

•8829 

5317 

73 

1 2741 

•9563 

•2924 

3-2709 

29 

5061 

•4848 

•8746 

5543 

74 

1 2915 

•9613 

•2756 

3-4874 

30 

•5236 

•5000 

•0660 

5774 

75 

1 3090 

•9659 

*2588 

3-7321 

31 

5411 

•5150 

•6572 

6009 

76 

I -3265 

•9703 

•2419 

4 0108 

32 

5585 

•5299 

•6480 

6249 

77 

1 3439 

•9744 

•2250 

4 3315 

33 

5760 

•5446 

•8387 

6494 

78 

1 3614 

•9781 

•2079 

4 7046 

34 

5934 

•5592 

•8290 

6745 

79 

1 3788 

•9816 

•1908 

5 1446 

35 

6109 

•5736 

•8192 

•7002 

80 

1 3963 

•9848 

•1736 

5-6713 


6283 

•5878 

•8090 

•7265 

81 

llil 

•9877 

•1564 

6-3138 


6458 

•6018 

i -7986 

•7536 

82 

11^ 

•9903 

•1392 

7- 1154 


6632 

•6157 

•7880 

•7813 

83 


•9925 

•1219 

6 1443 


•6807 

•6293 

•7771 

I -8098 

84 

11^ 

•9945 

•1045 

9-5144 

40 

•6981 

•6428 

•7660 

•8391 

85 

IHI 

•9962 

•0872 

11-43 

41 

•7156 

•6561 

•7547 

8693 

86 

1 5010 

•9976 

•0698 

14*30 

42 

7330 

• 669 1 

•7431 

•9004 

87 


•9936 

1 •0523 

19*08 

43 

7505 

•6820 

•7314 

•9325 

88 

1 5359 

•9994 

•0349 

28-64 

44 

7679 

•6947 

•7193 

9657 

89 


•9998 

•0175 

57-29 































































































INDEX 


345 


Admittance 301-302, 308 

Air Celia, resistors for use with . 321 
Amplification Factor (Valve) 

deflnition of 264 

srraphical determination of 270-271 
Amplifiers, A.F. Power (Chap. 2) 13-19 

cost considerations 16 

damping: on loudspeaker . . . . 15 
harmonic distortion in . . . . 14-15 
overload characteristic of . . 15-16 

parasitic oscillation iri 16 

power efficiency of 13 

power output, measurement 

of 22, 228, 237-238 

power sensitivity of 14 

relationship with 

loudspeaker 20-23 

see also * ‘Amplifiers, Audio, De- 
sign," “Valves. Pentode, Power 
Amplifier,’* “Valves, Tetrode, 
Beam Power,” “Valves, Triode, 
Power Amplifier” 

Amplifiers, A.F. Voltage 

(Chapter 1) 1-12 

choke capacitance coupled . . 6 

pentode valves, 

using 5-6, 28, 279-280 

resistance coupled, 3-6, 8, 57, 277-280 
see also “Amplifiers, Audio, De- 
sign,” “Phase Splitting Methods” 
transformer coupled .. 1-2, C-7, 272 
triode valves, using, 1-5, 6-12, 277-9 

wide band amplifiers 8 

Amplifiers, Audio, Design 

(Chapter 8) 49-57 

equivalent circuits 57 

frequency response calcu- 
lations .. 4-5, 27-28, 53-56, 61-63 
push-pull beam tetrode output 52-53 
push-pull pentode output .... 61 
push-pull triode output . . . . 51 

ratings for amplifiers . . 49, 84-88 

see also chapter 34 268-294 

single beam tetrode output, 51-52 

single pentode output 50 

single triode output 49-50 

Amplifiers, Audio, 

Push-pull 9-12, 287-291 

composite characteristics . . 287-9 

harmonic distortion in 289 

plate current, average, 289-290, 291 
see also “Amplifiers, Class B 
Power”; also Chapter 8 .. 49-57 
Amplifiers, Class B Power 

design procedure 17-19 

graphical treatment .. .. 287-291 

Amplifiers, D.C 8-9 

Amplifiers, I.F. (Chapter 17), 157-160 
formulae, relevant 187-139 


screen grid supply for 204 

see also “Tuned Circuits” 
selectivity considerations . . 157-8 
valve input capacitance, 47, 96-8, 267 
Amplifiers, R.F. (Chapter 14) .. 90-98 

advantages of 90 

formulae, relevant . . , . 91-2, 136-7 

gain of 90-1, 136-7 

screen grid, supply for .. .. 203-4 

see also “Tuned Circuits” 

valve input capacitance, 47, 96-8, 267 

valve input loading 92-6 

Automatic Frequency Control 

(Chapter 20) 180-2 

definition of 180 

electronic reactances for . . 181-2 
Foster-Seeley discriminator for, 181 
frequency drift, correction of . 182 
Round (Travis) circuit for . 180-1 
Automatic Volume Control 


(Chapter 19) 168-179 

amplified A.V.C 174 

application of 173-4 

audio A.V.C 174 

battery valves, with 175 

bibliography 179 

characteristics, plotting 175-S, 236-7 

definition of 168 

delayed A.V.C 169-171 

differential distortion 170 

modulation rise, causing . . . 174-5 

simple A.V.C 168-9, 175 

time constant of . . 168, 171-3, 178-9 

tiTical circuits 172-3 


voltage, methods of feeding . 171-2 


Band-Pass Circuits 

formulae, summary of ..138 

Bass Attenuation 

cathode bypass, due to, 27-8, 55, 64 
grid coupling condenser, 

due to .. .. 4, 54-5, 63 

lateral cut recordings, in , 75 

screen bypass, due to . 26, 28, 56, 64 

see also Chapter 9 58-73 

transformer, due to 211-5 

Bass Boosting 

gramophone pick-up, for . . . . 71 

see also Chapter 9 58-73 

shunt fed transformers, with . . 7 

volume level, effect on . . . . 69-70 

Bels 84 

Bias (Chapter 4) 24-5 

back-bias 24-6 

cathode bias 24, 25. 272, 274 

graphical determination 

of see Chapter 34 

grid leak bias 5, 276 

optimum bias (for R.C. triodes) 3 
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self bias — see under “Bias, 
Cathode” 

Blue Glow (in valves) . . 246 

Bunet's Inductance Formula . 148 
Bypassing (see Chapter 4) . . . . 25-8 
cathode circuit .. .. 11, 25-8, 55, 64 
screen circuit . . . . 26, 28, 56, 64 
tone control, used for — see under 
“Tone Control” 


Capacitance 

and inductance, circuits with, 300-2 
and resistance, circuits 

with 297-302, 315 

calculation of parallel plate 

condenser 299 

capacitances in parallel . . . . 296 

capacitances in series 297 

capacitive reactance .. 297,313,314 

imperfect capacitance 298 

Ohm*8 law for 297 

see also “Vectors” (Chapter 36) 303 

units of 298, 308 

valve input capacitance, see under 
“Input Capacitance, Valve” 
Cathode 

cathode bias . ... see “Bias” 

cathode bypass . 11. 25-28, 5.5, 64 

cathode loading 39, 45 

Cathode Ray Tubes (reference) . . 263 
Chokes, Power, design of 

(Hanna’s method) 219-220 

see under “Inductances, Iron Core” 

swinging chokes 196-7 

Coils, design considerations 

(Chapter 16, Part 3) . . . 152-6 

inductance calculations 

(Chapter 16, Part 2) .. 140-151 
see also “Inductances, Air Core” 
Colour Codes (R.M.A.) 

A.P. transformers 320 

condensers 310-313 

I.P. transformers 320 

loudspeakers 321 

power transformers 321 

resistors 310-313 

Combination Tones 23, 33 

Complex Algebra (Chapter 37) . 304-5 
absolute value and modulus . . 304 

operator “j” 304 

Condensers, colour code for . . 310-3 
see also “Capacitance” 

Conductance 301-2, 308 

valve input 92-6, 105, 265 

valve plate 265 

Contact Potential 276 

Converters, Conversion 

see “Frequency Converters," etc. 
Coupled Circuits 

coupled Impedance .. .. 91, 137-8 

formulae 91, 186-9 

miscellaneous forms of 
coupling 125-7 


mutual inductance 149-15U 

see also Chapter 16 (Part 1) 121-130 

Coupling Factor 121 

critical .. .. 122, 123. 125, 137, 138 

transitional 123 

use of 121-130, 133. 137-9 

Cross Modulation 

audio amplifiers, in . . . . 23, 33 

R.F., testing for 233-4 

Current Regulators (Chapter 27) 223 


Decibels (Chapter 13) 84-7 

definition of 84-5 

tables and curves 323-6 

Decimal- Fraction Equivalents .. 316 

Decoupling (Chapter 4) 28-30 

Detection (Chapter 18) 161-7 

diode detection — see under “Diode 
Detectors” 

grid detection . . . 163-4 

plate detection 164-5 

power grid detection 164 

reflex detection 165 

Dielectric Constants 330 

Diode Detectors, A.C. shunting, 

compensating for 162 

A.C. shunting, effect 


of 161-3, 166-7, 292-3 


A.P.C., for . . see "Automatic Fre- 
quency Control” 

A.V.C., for .. see "Automatic 
Volume Control” 

input voltage, optimum .. .. 161-2 
mathematical consideration . 106-7 

testing 249 

Distortion (Chapter 5) 31-3 

detectors, in 161-7, 292-3 

differential distortion . . . 162, 170 

frequency distortion 32 

harmonic distortion . . see “Har- 
monic Distortion” 
modulation rise distortion 173, 174-.5 

overload distortion 15-16 

phase distortion 32 

receiver, In 237-9 

scale distortion 33 

selective harmonic 

distortion 14, 21, 69 

transient distortion 33 

Distortion Factor Meter 237 

Dropping Resistors (Chapter 25) 203-4 

for air-cell receivers 321 

for 1.4 V. receivers 321 

see also “Resistors” 

Dummy Antennae, Standard . . 228-9 

Durchgriff 266 

Dynamic Reaietance 119 

coupled Impedance .. 91, 137, 138 
formulae, summary 185 

Emission, testing for 241-8 

Enei, definition of 286 

abac for calculation 326-7 

Esnauit-Pelterie*s Formula .. .144 
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Farae 298, 808 

Fidelity (Chapter 7) 81-33 

measurement of 237-8 

see also “Distortion,” “Harmonic 
Distortion*' 

Filters — Power Supply 

(Chapter 23) 191-8 

choke input 192-3, 195-6 

condenser input 191-3, 194 

desi^rn, examples of 194-7 

hum, see under “Hum** 

peak currents in . . . . 192, 193-4 

resistance-capacitance . . . . 197-8 

second section 194-8 

swinging choke 196-7 

Fluorescence (in valves) 246 

Fraction - Decimal Equivalents . 316 

Frequencies, Musical 322 

Frequency Conversion 

(Chapter 19) 99-114 

converter valves, see “Frequency 
Converters” 

general principles . . . 99-100 

oscillator circuit design . . . . 110-4 
typical circuits 107-9 

Frequency Converters . . . 100-9 

application of . . . . . . 107-9 

A.VC., use with .. 106, 173 

characteristics, general .. 102-3 

constructional features of . 100-2 
frequency drift, tests for . . 235 -C 

gain in receiver 231 

grid current, measurement of 232 

special features of 103-7 

testing 247-8 

voltage supplies for . . . 203-4 

Frequency Drift 182 

bibliography 182 

Frequency Response 

calculations for 53-56 


resistance coupled amplifier, in 

3-4, 5, 27-28, 54-6, 63, 64 
see also “Distortion,” “Fidelity,” 
“Tone Control” 
transformer coupled amplifier, 

In 211-5 

Frequency/Waveiength Chart , , 340 
Fuse Wire Table 320 

Greek Symbols .... 341 

Grid Coupling Condenser 

bass attenuation of . . 4, 54-5, 63 

recommended value of 4 

Grid Current 243, 275-7 

contact potential 275 

gas current .. 243, 275 

grid emission . . ... 275 

load lines, grid 276 

positive grid drive . 17-9, 276, 290-3 

Hanna's Method (for de.sign of 
chokes) .. .... 219-220 


Harmonic Distortion 31, 32 

detectors, in 161-7 

diode detectors, in 

161-8, 166-7, 170, 292-3 

measurement of 237-9 

negative feedback, effect of 

11, 14, 22-8, 35-7, 43-5 


power amplifiers, in 14-5, 281-5, 289 
see also under “Distortion” 
selective harmonic distortion 

14, 21, 69 

Hayman’s Inductance Formula .. 145 


Heater-Cathode Leakage 

hum due to 200-1 

testing for 246 

Hum (Chapter 24) 199-202 

causes of hum 199 

electromagnetic fields, from . . 200 

filter hum 199-200 

heater-cathode leakage, due 

to 200-1 

hum-bucking coil 200 

induction hum 200 

measurement of 239 

mercury vapour rectifiers, from 200 
microphone amplifiers, in . . 79 

miscellaneous cures for . . . . 201 

modulation hum 201 

neutralising hum . . . . . . 200 

phase splitters, in 11 

see also Chapter 23 191-8 

vibrators, from 202 


I.F. Amplifiers, see “Amplifiers, I.F.” 

Inductance 

and capacitance, circuits with 300-2 
and resistance, circuits with 300-2 
inductances in parallel . . . . 299 

„ in series 299 

kinetic energy in 300 

Ohm’s law' for 299 

reactance-frequency chart 313 

„ „ table .. 314 

reactance, inductive . 299, 313, 314 
see also “Inductances, Air-core” 

,, „ “Inductances, Iron-core” 

,, ,, “Vectors” (Chapter 36) 303 


Inductances, Air-Core 

(Chapter 16) 115-156 

bibliography 150-1, 155-6 

calculation of inductance . 140-151 
current sheet inductance . 140, 145-8 

de.sign of . 152-6 

general treatment of, in 

tuned circuits 115-139 

multilayer circular . . . 148-9 

mutual inductance, 

calculation of 149-160 

see also “Coupled Circuits” 

,, ,, “Tuned CircuiLs” 

single layer spiral, 
inductance of . . 149 
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solenoids, screened, 

inductance of 148 

solenoids, unscreened, 

inductance of 140-8 

Inductances, Iron Core (low 

frequency) — Chapter 26 . 205-220 
core loss, calculation of . . . . 216 

direct current, with 218-9 

,, „ without . . . . 217-8 

filter chokes 219-220 

general transformer 

considerations 205-11 

Hanna’s method of design 219-220 
inductance, calculation of 217-220 


„ measurement of 216-7 
see also “Transformers Audio” 

„ „ “Transformers Iron Core” 

„ „ “Transformers Power” 

Input Capacitance, Valve 

change in 46-8, 96-7 

detuning, causing .. 96-8, 159-160 

mixing systems, in 81 

see also “Miller Effect” 

static and dynamic 267 

space charge, due to 48 

Input Conductance, Valve .. 92-6, 265 
frequency converter valves, in 105 
Input Resistance, Valve 

Miller effect, due to 47 

phase splitter 11, 40. 45 

see also “Input Conductance” 
insulating Materials, properties of 330 
Interference, R.F. 

blocking Interference . . ... 234 

cross modulation 233-4 

mercury vapour rectifiers, 

due to 199-200 

vibrators, from (ref.) 202 

Operator 304-5 

Kirchhoff's Laws . . 295-6 

Logarithmic Decrement . . . 177, 135 

Logarithms, Tables of . ... 342-3 

Loudspeakers 

acoustic output of 23 

characteristics of 20 

colour code for 321 

output stage, relationship 
with 15. 20-3, 211 

Magic Eye Tuning Indicators .. 224-6 
circuit considerations . . 162, 225-6 
null point indicator, for 226 

overlapping of Image , . 226 

supply voltage for . . . 204, 226 

wide-range indication 226 

Measuring Instruments (Chap. 32) 263 

bibliography 263 

cathode ray oscillographs 

(reference) 263 

electrostatic voltmeters . . . 263 

hot wire instruments 263 


moving coil meters 268 

moving iron meters 26' 

rectifier type instruments .. .. 2€ 
valve voltmeters . . . . 250-262, 2 
valve testers . . see “Test! 
Radio Valves” 

Meters see Chapter 32 2 

Microphone Amplifiers i' 

(Chapter 11) 60, 79-80 

mixing system, with 81-3 

Microphones (Chapter 11) .. .. 77-9 
crystal microphones, 

coupling 78-9, 80 

decibel-voltage chart for . . . . 325 
microphone amplifiers .. 60, 79-80 

ratings of 78, 86, 87 

Microphony, testing for 246-6 

Miller Effect (Chapter 7) .. .. 46-8 
automatic frequency control, for 182 
automatic tone control, for . . 4j 

definition of 46 

detuning due to . . . . 47-8, 159-160 
microphone amplifiers, In ... . 79 

resistance coupled amplifier, 

in 3-4, 5 

see also “Input Capacitance” 

Mixing Systems, A.F 81-^ 

Multiples and Submultiples .. .. 31» 

Musical Frequencies 322 

Mutual Conductance 244, 264 

graphical determination of 270, 271 

testing for 244-5 

Mutual Inductance 149-150 

see also “Coupled Circuits” 

Nagaoka’s Constant (K) .. 141-4, 14' 
curves for determining . . . . 14 

for short solenoids 144- 

Natural Resonant Frequency . 115- 
see also “Resonant Frequency” 
summary of formulae . . . . 133-4 
Negative Feedback (Chapter 6) . 34-45 
affecting frequency response 

11, 23, 37 

„ gain 10, 36, 39 

„ generator impedance 

15, 87-38, 39 

,, harmonic distortion 

11, 14, 22-3, 36-7, 39 
input capacitance .. 47 

input resistance . 11, 40 


noise 37 

power output 13 

application methods 40-3, 51-3 
design data 48-6 


negative current feedback 

36, 39-40, 44-5 
negative voltage feedback 

86-8, 43-4 

over number of stages 34-6, 42, 62-' 

tone control, for 11, 68- 

typical applications ... . 5U 

Nepers (Chapter 13) . §7 
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kdJtec 

Noitf 

* effect of feedback on 87 

in frequency converters .. .. 106-7 

in receiver, testing for . . 235, 826-7 

> in valve, testing for 246 

' ull Point Indicator 

^ using magic eye 226 

Kumerical Values of Mathematical 
Symbols 328 

Ohm’s Law 

applied to capacitance . . . . 297 

„ „ inductance 399 

„ „ resistance 295 

Operator 304-5 

Oscillator, Superheterodyne 

coil design, for 110-4 


see also ’’Frequency Conversion” 

„ „ ’’Frequency Converter” 

'>sclilooraph, Cathode Ray (ref.) 263 


Overload Characteristic 
A.F. power amplifier, in .. .. 15 

Palmermo’s Formula 141 

Parasitic Oscillation 

in A.F. power amplifier . . . . 16 

'enetration Factor 265 

Phase Angle 

in capacitances . . . . 297-8, 300-2 

„ inductances 299-302 

,, tuned circuits . . . . . . 120 

see also ’’Complex Algebra” 304-5 
„ ,, ’’Simple Trigonometry” 306 

„ „ ’’Vectors” 303 

Phase Splitter 

i application of . . 10-2, 51, 52-3 

gain with 10, 39, 44-5 

4 hum with 11 

input impedance of ..11, 40, 45 
output voltage capabllitie.s of 11 
providing tone control .. .11 

Phase-Splitting Methods 9-12 

centre-tapped choke 10 

centre tapped transformer . . 9 

simple transformer 9 

see also ’’Phase-Splitter” 

with resistance coupling .. .. 11-2 

Phon (Chapter 13) 88-9 

Pickups, Gramophone 

bass boosting for 71 

crystal, load requirements of . ..tSO 
crystal, response curve of . . 76 

desirable frequency response . 75-6 
general characteristics of . 75-6 
installation, notes on . . . .77 

tracking and alignment of, 
(references to literature) .. 80 

Plate Conductance 265 

jPlate Resistance (valve) 264 

graphical determination of . 270-2 
#ower Bfriciency 

' in A.F. power amplifier . 13 


Power Factor 297, 298, 800 

Power Output, note on 18 


see also ^’Amplifiers, A.F. Power” 
Power Ratios In Decibels .. .. 823-6 
Power Sensitivity 

in A.F. power amplifier .. .. 14 
Power Supplies 

importance of regulation in 

16, 186, 293 

see also Chapters 22, 23, 24, 25, 27 
„ „ ’’Transformers, Power” 

Q Factor (Chapter 16, Part 1) 116-189 


definition of 117-8 

effective Q of coupled circuit 

91, 121-3, 137-8 
magnification by tuned circuit . 186 
summary of formulae 135-9 


R.F. Amplifiers 

see under ’’Amplifiers R.F.” 
Reactance- Frequency Chart .. .. 313 
Receivers 

receiver testing . . . see under 
’’Testing Receivers” 
see also under ’’Amplifiers A.P. 
Power; ’’Amplifiers A.F. Volt- 
age; ’’Amplifiers I.F.; Amplifiers 
R.F.; Detection; Frequency Con- 
version; Power Supplies”; or 
under other specific items. 


Recording (Chapter 11) 75 

Records, Gramophone 75-7 

reproduction of .. .. 71, 75-7, 80 

Rectification (Chapter 22) . . 185-190 

bibliography 190 


form factor, definition of .. .. 189 
rectifiers, application of . . . . 185-6 
„ curves, use of .. 189-190 

„ maximum ratings of 189 

„ voltage and current 

relationships of . 188-9 
regulation of power supply 

16, 186, 293 

ripple voltage 187-8, 191-8 

theory of 187-8 

transformer considerations 


190, 215-6 

Rectification Effect 

in power amplifiers 285-6 

Reflex Ampliflers (Chapter 21) 183-4 

distortion in 183 

minimum volume effect .. .. 188 
optimum operating conditions 184 

typical circuits 183 

Relative Humidity Chart 331 

Resistance 

and capacitance, circuits with 

297, 298, 800-2, 815 
„ inductance, circuits with 300-2 

Kirchhoff’s laws 296-6 

Ohm’s law 295 

power in a 296 
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relative reeietance eoefflci exits 318 


resistances in parallel 296 

M in series 295 


see also **Vectors*' (Chapter 26) 208 
wire tables, copper wire, 282-2-6-7 
., „ resistance wire .. 288-9 

Resistance Coupling 

equivalent circuits for 57 

graphical analysis of 272-6, 277-280 

low impedance 8 

see **Amplifler8 A.F., Voltage" 

wide band amplifiers 8 

with pentode valves 5-6, 28, 279-280 
„ triode valves .. .. 2-5, 277-9 
Resistors 

colour codes for 310-3 

dissipation of solenoids (chart) 319 
dropping resistors 203-4, 274-5, 321 

for use with air cells 321 

„ „ ,. 1.4V. receivers 321 

see also "Resistance" 

Resonant Frequency* definition of 116 

relevant formulae 133-4 

universal resonance curves 129-130 

Screen Grid 

bypassing of .. .. 26, 28. 56. 64 
voltage for optimum 

performance 6. 28, 273-5 

Screening 

effect on inductance of coils . . 148 

Screw Threads, American 315 

Screw Threads, B.A 316 

Screw Threads, Whitworth . . . . 317 

Screws, Wood 316 

Selectivity 

graphical determination of . . 123-4 
maximum possible . . . . 125, 128 
of coupled circuit, untuned 

primary 121-2, 136-7 

„ coupled tuned circuits 

122, 123-4, 137-8 

., over-coupled circuits 

128-8, 138, 158 
„ parallel resonant circuit 

120, 135-6 

„ series resonant circuit .. 186 
requirements In I.F. amplifiers 157-8 

summary of formulae 135-8 

tests for 233-4 

universal selectivity 

calculator 128-130 

variable selectivity .. 126-7, 158 
Self Bias . see under "Bias, Cathode" 
Sensitivity, of power valve . . . . 14 

of receiver, tests for . 228-230 

Sensitivity, Absolute 280 

Solenoid Coils 

calculation of inductance 140-8 

effect of screening 148 

see also "Inductances, Air Core" 
Solenoid Resistor Ratings (Chart) 319 
Spectral Energy Curves 322 


Superheterodyne Receiver 

general principles of . . . . 99-100 
see also "Frequency Conversion" 

„ „ "Receivers" 

tracking of coils in 110-4 

Susceptancs 301-2, 808 

Tempsrature 

conversion of 330 

relative temperature coefficients 318 
Testing Audio Amplifiers 

frequency response 237 

harmonic distortion . . . . 237, 238 

hum 239 

linearity 238 

Testing Radio Valves (Chap. 30) 240-9 

class B valves 247 

diode detectors 249 

for emission 241-3 

„ gas 243 

„ heater-cathode leakage . . 246 

,, microphony 245-6 

„ mutual conductance 241 -fi 

,, noise 246 

„ plate current . . 243 

., screen current . . 243 

., shorts 240-1 

frequency converters . . 247-8 

gas-filled rectifiers 243 

vacuum rectifiers 249 

service emission tester . 242-3 
Testing Receivers (Chapter 29) 227-39 
A.V.C. characteristic . 175-8, 236-7 
bandwidth ... . . 23.3 

bibliography 239 

blocking Interference . 23 1 

cross modulation . . 233-4 

definition of terms . ... 227-9 

distortion, modulation . 238-9 

distortion, overall . . . 237 

dynamic tests . . 230-9 

fidelity 237-8 

gain, apparent, aerial coil . 231 

gain of converter valve . 231 

gain of single stage 231 

hum . . 239 

image ratio 234 

noise level 235, 326, 327 

oscillator frequency drift . . 235-6 

oscillator grid current 232 

selectivity 233-4 

sensitivity 230 

sensitivity, absolute 230 

static tests 230 

summary of tests 229-230 

tracking . . 232 

Thermometers, Wet A Dry Bulb 331 
Time Constant 

A.V.C. circuits . 168, 171-8, 178-9 
resistor and condenser . . . 298 -S 

resistor and Inductance . . . 300 


Tone Compensation (Chapter 9) 58-71 
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bibliography 72-3 

cathode bypass, elTect of 

11, 25-28. 55. 64 
effect on volume level .. .. 69-70 
filter for constant current 

supply 67-8 

filter for constant voltage 

supply 64-7 

grid coupling condenser, 

effect of 4. 54. 65, 63 

negative feedback, by 

means of 11, 68-9 

non-resonant circuits . . . . 61-72 

phase splitter, with 11 

resonant circuits 68-61 


screen bypass, effect of 26, 28, 56, 64 
selective harmonic distortion . . 69 
shunt capacitance, effect of . . 61-2 
summary of general features . . 72 


tapping switch, using 69 

Transformers, Audio Frequency 205-19 

application of 1-2 

auto-transformers ... .7, 205 

bibliography 215 

capacitances, effect of 212 

class B transformers . . 18, 213 

colour code for 320, 321 

inductance of primar.v 211-2, 213-5 
leakage inductance . .... 212 

loaded transformers ... 2, 283 

output transformers 213-5 

parallel fed 6 

see “Transformers Iron Core” 
turns ratio of ... . .2, 212-3 

Transformers, Iron Core 

(Chapter 26) 205-220 

ideal transformers 205 

Impedance calculations 205-7, 210-1 

losses, effect of 209-10, 211 

multiple secondaries, with . . 206-9 
practical transformers . . . . 209-11 
see also “Inductances, Iron Core” 

., „ “Transformers, Audio” 

,, ,, “Transformers, Power*' 

voltage ratio of 210 

Transformers, Power 

colour code for .... .... 321 

design of ... 215-6 

Treble Attenuation 

see under “Tone Control” 58-73 
Treble Boosting 

in phase splitter 11 


see also “Tone Control" 
Trigonometrical Reiationahipa . . 344 
Trigonomatry, Simple (Chapter 38) 306 

Tuned Circufte^Qeneral 

(Chapter 16, Part 1) 115-139 

band pass circuits 138 

bibliography 130-133 

coupled Impedance .. 91, 187, 138 


coupled circuits 

91, 121-130, 133-9, 149, 150 
coupling factor, see “Coupling 
Factor” 

damped train of waves . . 116-7, 135 
dynamic resistance 

91. 119, 135, 137, 138 
formulae, summary of .. 183-189 

gain in 91, 121, 122, 186-7 

logarithmic decrement . . 117, 135 
parallel resonance . . . . 118, 133-9 

phase angle 120 

Q factor 91, 117-9, 121-3, 135, 137-8 
resonant frequency . . . . 116, 188-4 
resonant frequency, natural 

115-6, 133-4 

see also “Inductance** and 

“Inductances, Air Core*' 
Selectivity of . . see “Selectivity” 
series and parallel resistance 

in 116-119, 135 

series resonant circuit . . 117, 136 
transformer, tuned primary and 

secondary 122-3, 137-8 

transformer, tuned secondary 

91, 121-2, 186-7 

wavelength 134 

Tuning Indicators (Chapter 28) 224-6 
magic eye .. .. see “Magic Bye" 

milliammeter type 224 

saturated reactor 224 

Twist Drill Sizes ... ... 317 

Units (Chapter 39) . . .. 307-9 

electrical 308 

fundamental 307 

magnetic 309 

photometric 309 

Universal Resonance Curves 129-130 
Universal Selectivity Calculator 128-30 

Valve Characteristics 

(Chapter 34) 268-294 

bibliography 293-4 

composite characteristics .. 287-290 
constant current curves . . 268, 277 
design purposes, for . . . . 277-291 

diode curves 292-3 

dynamic characteristic .. 269, 272-4 

grid current 276-7 

load lines 269-270, 276 

mutual characteristic .. 268, 271-2 
plate characteristic .. .. 268, 270-1 

screen current 292 

Valve Conetante (Chapter 32) .. 264-7 
amplification factor . . 264, 270, 271 

capacitances 267 

Durchgriff 266 

graphical representation of 268-294 
mutual conductance .... 264, 270-1 

penetration factor 265 

plate conductance 266 
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plate reeifitance 264, 270-2 

see also *'Valve Characteristics*’ 
Valve Conversion Factors . . . . 328-9 
Valve Voltmeters (Chapter 31) 250-262 

bibliography 261-2 

diode peak voltmeter 253 

loading effect of 250-1, 261 

mean reading ‘252-3 

peak reading 253-2G0 

practical designs 254-260 

probe construction 251, 259 

reflex peak voltmeter . . . . 253-4 

R.M.S. reading 251-2 

slide-back voltmeter 254 

Valves — Frequency Converters 
see “Frequency Converters” 

Valves — Pentode Power Amplifier 

application of 50-1 

damping factor of 15, 22 

design procedure with ... . 2 n3-4 

distortion In 14-5, 21. 22, 2S4 

negative feedback with . . see 

“Negative Feedback” 
overload performance of . . . 15 

plate characteristics of 271 

pow’er efficiency of ... 13 

power output of .. .. 13, 283, 284 

power sensitivity of 14 

rectification effects with .. 285-286 
see also “Amplifiers, Push-Pull” 

,, „ Chapters 2, 3, 8 and 34 

,, ,, “Testing Iladio VaUes” 

Valves — Pentode Voltage Amplifier 5-6 
application of .. 50, 51, 52, 53, 54 

design procedure 27'».2^0 

dynamic characteristics of 273-4 

for microphone amplifiers . 79-80 

operating conditions 6, 2.s 

plate characteristics of ... 271 

screen supply for .. . 204, 274-5 

see also Chapters 1, 8 and 24 
„ ,, “Testing Radio Valves” 

Valves — Rectifiers, High Vacuum 

application of 185-186 

curves, use of 189-190 

maximum ratings of 189 

testing .249 

voltage and current 

relationships 188-9 

see also “Rectification” 

Valves — Rectifiers, Mercury Vapour 
applications, typical . . . 195-7 

end of life point . 243 

interference due to . . . 199, 200 

output voltage of . . . . . . 188 


peak currents, permissible . . 193-4 
Valves — Tetrode, Beam Power 

application of 61-53 

damping factor of 15, 22 

design procedure with 285 

distortion in 15, 22, 284, 285 

negative feedback with . . see 

“Negative Feedback” 
overload performance of ... 15 

plate characlertistics of . . . 271 

power efficiency of 13 

power output of 13 

power sensitivity of 14 

see also “Testing Radio Valves” 

,, „ Chapters 2, 3 8 and 34 

Valves — Triode, Power Amplifier 
application of .... 49-50, 51 
(Mass B .. 17-19, 290-291 

damping factor of . . . . 15, 22 

design procedure 280-283 

distortion in . . .. 14-5, 21, 281-3 

driver to class B 282-3 

overload performance of . . . . 15 

power efficiency of 13 

power output of 13 

power sensitivity of 14 

see also “Amplifiers, Push-PuU" 

,, ,, “Testing Radio Valves” 

,, „ ('hapters 2, 3, 8 and 34 

Valves — Tnodc, Voltage Amplifier 


design procedure 277-279 

grid leak bias for ... .... 5 

resistance coupled 3-4 

see also (Miapters 1, 8 and 34 
„ ,, “Testing Radio Valves” 

transformer coupled *. 1-2 

Variable Selectivity . . 123-129, 158 

Vector® (('hapter 36) .. .... 303 

Vibrator® 

bibliography 202 

Visibility Curves, Eye .322 

Voltage Dividers (Chapter 25) 203-4 

current calculations for . . . . 296 
Voltage Ratio® in Decibels .. .. 324-6 
Voltage Regulators (Chapter 27) 221-3 
gaseous 221-2 


Volume Compression (Chapter 10) 74 

Volume Control 

automatic . . see “Automatic 

Volume Control” 


Volume Expansion (Chapter 10) .. 74 
Volume Units — V.U. (Chapter 13) 88 
rating for microphones 78 


Wavelength/Frequency Table 340 





